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New Sea-Horse 5% (left) and Sea-Horse 3 


Which size Johnson Sea-Horse 
best suits your fishing needs ? 


CHOOSE FROM 
8 NEW MODELS 


3 to 79 hp 


For big motor features in the medium 
motor range, take a long look at the 
new 18 and 10 hp Sea-Horses. They’re 
real rugged beauties . . . with a thermo- 
statically-controlled cooling system 
that gives you smoother engine per- 
formance at any water temperature. 
For dinghies, prams or small skiffs, 
take a look at the new Sea-Horse 5% 
and 3. They offer the same famous 
Johnson dependability and will take 


you anywhere that a boat will float. 

On the other hand, if your heart is 
set on offshore trolling, then nothing 
beats a Sea-Horse 40 or 75. They’re 
superb alone, indomitable twinned. 
Your Johnson dealer’s in the Yellow 
Pages. Plan to see him soon. You'll be 
glad you did. 

Johnson Motors, 1039 Pershing Rd., 
Waukegan, Ill. Division of Outboard 
Marine Corporation. 


QUIETEST, MOST DEPENDABLE SEA-HORSE YET! 





NO. 2401 

5" Field Trial® Boot, lined throughout 
with soft glove leather. Cushion inner- 
sole and Jumbo Rib Cush-N-Crepe Sole. 
Men’s, No. 2401 


NO. 2644 


7” Mountain Boot, with trail-grip- 
ping Vibram rubber cleat sole. 
Men's, No. 2644 


NO. 5373 


The Famous Quail Hunter® Boot, 
made with Magee Rosny 9 and Please send free Bass Outdoor Footwear folder. 
Gro-Cord soles and heels. Men’s, 

No. 5373. Women’s, No. 5373W — 


You don’t want your feet on 
your mind...so put them in 


NO. 2442 

7” Field Trial® Boot with Jumbo Rib 
Cush-N-Crepe Sole. Men’s, No. 
2442. Women’s, No. 2442W 4 


git 


The only time to have your feet on your mind is when you buy boots for your outdoor life. 
Remember then that for comfort and suitability Bass Outdoor Footwear has been 
the treasured choice of active sportsmen, both men and women, for eighty-five years. 


You move easily, surely, in single-minded concentration on the activity of the 
moment when your feet are warm and comfortably supported in Bass Boots. 


Shoemakers in Maine Since 1876 


‘S op # f- Le? f (0/der \t illustrates 
and describes the complete selection of Bass Outdoor 


Footwear for men and women. 


_— 





G. H. Bass & Co., 63 Canali St., Wilton, Maine 
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. a new breed of vacationing Americans 
who pack their holiday with pleasure. 
They like miles and miles of cool, sparkling 
lakes. They like streams that almost guarantee 
even young anglers a good catch everytime. 
They Arkansas—where their 


wildest water sport dreams come true. 


| AIRIRAN NESTS 


TAKE A PEEK 

at what the new Arkansas has to offer. 

Send this coupon for your free vacation kit, including the new 
44-page book of color photographs, ‘This Is Arkansas’’. 


THE ARKANSAS PUBLICITY & PARKS COMMISSION 
DEPT. 631 STATE CAPITOL LITTLE ROCK 





Name 
Address 
City State 
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. Customized 
Comfort in 


CONVERSE 
Rod Reel 


“Boots 


COMFORT—The keynote for happy 
fishing and hunting — is built into 
Rod & Reel Boots. 

“Rocker” last cradies the heel-to-toe foot 
motion for strain-free, easy walking: cushion 
sponge insoie for that soft-tread feel: steel 
shank for true instep support: semi-hard 
toe cap for protection against pinches and 
stone bruises: cleated crepe sole for sure 
footing: inside knee harness prevents 

shucking: lightweight yet durable. 
Men's sizes 5 to 14. Women’s sizes 3 to 10. 


LAKESTREAM Wading Shoe 


Angler's choice for wear over 
all stocking foot waders. 
Sturdy army duck uppers, 
strainer eyelets that keep out 
silt and pebbies. Inside box 
toe bumper toe strip 
prevent stone bruises. 

Cleated rubber or felt 

outsole on exclusive 


If your dealer can't supply you, write, 


CONVERSE RUBBER COMPANY 
594 PEARL STREET, MALDEN 48, MASS. 








Designed Sy sportsmen for sportsmen 


America’s Conservation Pledge 

was originated as a public service by . 
Outdoor Life in 1946 and 
presented to the nation. It should be 
recited regularly by school 
children and other groups to help safeguard 


. . 
* Gonservation Pledge . 
. TR 
i GIVE MY 
PLEDGE AS AN AMERICAN 
TO SAVE AND FAITHFULLY TO 
DEFEND FROM WASTE THE 


NATURAL RESOURCES OP 
MY COUNTRY = ITS SOIL 


. 


ovr natural resources. i AND MINERALS, ITS i 


Woodland Tragedy 





| Here’s a picture of a woodland trag- 

edy that ended the life of a young 
whitetail buck before it had barely 
started. Here’s the story behind it. On 
last July 4 our dog barked a lot during 
| the night, and the next day my daugh- 
| ter and a friend found this small buck 
| caught in a fence nearby. Its body was 
still warm, but it was dead. As you can 
see, a bare spot had been trampled in 
| the thick cover in front of the buck, 
probably made by the mother in a 
frantic effort to free her baby. The 
commotion was what had set our dog 
barking. 

This accident probably came about 
when the fawn tried to jump the fence. 
Its hind legs slipped in between the 
two top wires, and it was unable to 
get them out. About half the area 
around here is tillable soil and the rest 
is wooded, but this is the first time I’ve 
seen a deer caught in a fence.—E. N, 
Kranz, Flint, Mich. 


Prickly Mouthful 


Late one afternoon I was walking 
| along the Ashley Reservoir dam when 
I heard a splash in the water. Looking 
| down, I saw it was a water snake in 
| some kind of trouble. I grabbed it by 
| the tail, lifted it out of the water, and 
|to my astonishment saw that it had 
| two catfish lodged in its throat. The 
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FORESTS, WATERS. . 
AND WILDLIFE 
. . 
see . ° 


What’s on your mind? 


spines of the fish had punctured the 
snake’s jaws, preventing it from getting 
the fish more than halfway down its 
throat. The snake had to be killed, and 
on removing the fish, I found them both 
to be about 7 in. long.—Richard Walton, 
Ashley, Pa. 


Ivory for Gunsights 


Here’s a picture of William Marble, 
president of the Marble Arms Corp., 
Gladstone, Mich., with the makings of 
120,000 ivory gunsight beads. 

Not many sportsmen nowadays are 
aware that ivory sights are actually 
made from elephant tusks. The Marble 
company, which has been manufactur- 
ing sights since 1893, has experimented 
with plastics and other materials, but 
has found nothing as satisfactory as 
the real thing; so it continues to import 
the tusks of wild elephants from Africa 
and cut them up into sight beads. 

This tusk, 8 ft. long, 6 in. in diameter, 


and weighing 9414 lb., is the biggest 
ever purchased by the company. It 
cost $525 plus freight. It will be sawed 
into sections 1 ft. long and then into 
5/16-in. strips, which are converted 
into bead sights in an automatic screw 





EMPIRE TOP VALUES-LOW PRICES-SATISFACTION GUARANTEED 


FREE with every order $15 or more 


a 
j 12 expertly tied dry flies, mounted on cork. PUMA—WORLD’S Developed for 
~~ Hook size . Includes Royal Coachman, Re Professional 
Ibis, Silver Doctor, Black Gnat (female), 
BI +S in | Henderson Light, Grizzly King, Parma Belle, FINEST HONTING KNIFE Hunters! 
ie Quill Gordon, McGinty, Beaverkill. White ds h—S Sh ‘i 
Pt. alee a Miller, Mosquito. In plastic case. Rugged Strength—Super Sharpness j 
“$19.25 or FREE with $15 order or more Perfect Balance—Lifetime Service Usually 
This superb knife—a masterpiece of old-world $15.00 


5 PI N CASTI N G 1) U T Fr | TS a agg gc = nee by the mpg Puna- . 
= Werke of Solingen, est Germany hey named 
it ‘‘For the White Hunter’’ because it was de- our price 


_ r : signed for men who lead Safaris—whose lives de- 
CLOSED FACE PUSH BUTTON REEL, with pend on the best equipment that man can produce 4!) 95 





80 yds. 8 lb. test monofilament line on oe- sad money cam buy! These men need a hunting 

; , ; smite Mat Can SKIN Dig game—that slices 1rough 
metal spool, Triple-lacquered ebony with toughest hides, through thick bones or heavy 
gold anodized spool cover. Chrome plated branches—yet is sharp and delicate enough to slice 
double handle crank, PUSH-BUTTON SPRING Cg FO pat Ky J 
RELEASE gives instantaneous line control mo- outdoor job—with no effort! Nothing was spared 


ment lure hits water. Precision-machined | to make it the best. 

poe an ag Paget long, trouble-free service. NOTE THESE FEATURES 
INGER-TIP ANTI-REVERSE LEVER for fast ac- Six inch Blade is the bes 4 
tion. SPRING LOADED GEARED METAL DRAG Be Fh Fg ey 


1 edge has correct contour for all cutting, 

ADJUSTMENT may be set for any tension. “ities akin atrones. 
STAINLESS STEEL ROTOR ASSEMBLY. Blade's reverse side has short, edge, ideal 
ROB is one-piece, 5% ft. Solid Glass, lightweight guides for heavy cutting of firewood or hacking 


down branches. 
and braced top. Detachable offset alu- Serrations along outer edge enables easy 


minum handle, screw-locking reel seat. ‘ cuts into slippery objects—green twigs. 
Complete outfit .......... Tee 12 95 fish skin, 


tc. 
Blade is ‘weighted toward tip. At heaviest 
With OPEN FACE REEL $9.95 Part, flattened face can serve as a ham- 





Diamond-like facets and high poled: h make 


PORTABLE POCKET- 
SIZE CAMP STOVE 


: ; ” Sleek, smoothly- rounded ‘guard gives 
Walaa only 3 ot one aes knife 2 snug | feel in your hands. Helps 
’ 4 rovide pe 
A yy Eo sn Natural, selected black Stag-horn handle. 
in minutes! Snocial, pateated foa- Your hand can not slip under the wettest. 
tures give amazing heat—fast! Seadie hep Grane-tned lenvesd hale $ 
Made in West Germany of rugged, . pare Dare tar 
light metal—will give years of epee of a loss-proof knife. Useful for 
trouble-free service. For hunting. : hanging, up knife. too smartly tailored t 
fishing, camping trips—duck blinds : ‘ain Cowhide—solid nen Gres ep 
ice fishing—car & boat trips. aa. Enite is secured in brush or on trail 
Solid, harmless fuel gives smoke- . wine 
i tree POWERFUL by safety strap with solid brass snap. 
ess, as 12. Leather thong to strap sheath snugly to NO 
HEAT. Stove. complete $4.95 thigh when creeping through brush or on TE: 
with 40 fuel = ie horseback. Supply is limited. 
Lpserthactahsct a = We Guarantee: This to be the best hunting knife Puma cannot be 
you ever owned. We guarantee it to perform the best mass-produced. Or- 
—to he the best-balanced—the most rugged, the der early for speedy 


GUARANTEE 100 SHAVES FROM = y =e wefel, tt It _ Usually sells up to $15.00. Our delivery. 
EVERY BLADE with SHARPIE sed 


MAKES OLD BLADES peeseen 


hs .177 CAL. AIR RIFLE—SUPER-POWER 











with this amazing new device. Simply insert 
old, dull biades in Sharpie . . . pull the cord 
once or twice and 32 honing surfaces in- 
stantly convert the blade with ROTARY 
ACTION . - to SURGICAL SHARPNESS!!! 


Se te wis Gi cle SQ 49; we WL Mg . RIFLED BARREL °9- 





Guaranteed for 10 years 





ae Bg enn nee in one of Europe’s great arms factories, this rifle has 
gh penetration power, astonishing accuracy. It’s powerful enough to 
SUPER-POWER SEARCHLIGHT knock ae —— penetrate 1/4.” wood at 50 ft. Ideal to — 
s ai your aim for bigger game hunting. All parts are precision-made of steel—no 
E nh yA — ae Pate —. die-cast parts. Needs no cartridges, no pumping, easy to shoot. Have hours of shooting 
asily Mounted—Quickly Detachable fun for pennies a day. Opens like expensive English rifles. Opening action cocks pow- 
This arnlons: pews poatehitent is made erful air compressor piston. You insert pellet, snap closed and shoot . . . with Guoey 
y—-has special patented accuracy and power. Genuine rifled barrel, adjustable rear sight. Stock is polish 
oa Wek sereenen top-—eliminates dazzling © f hand-rubbed, Coecsion hard-wood. Equal to rifles that sell up to $28. Our price. only 
Ss. $9.95, plus $1.50 postage, and hdig. Pellets are $3.98 per 1,000. Darts, 72 for $2.75. 
oe — eS 2 ae tee oe wate Webi ome Not shipped into N. Y. City. Not sold to minors. Completely guaranteed. If this does 
tions. Made of tough, non-breakable white throws powerful steady not meet your most rigid — return for immediate refund, You can’t lose. 
plastic, completely corrosion- meres? All metal or blinking light at a Send for this powerhouse t 
parts heavily chromed brass touch of your finger. 


Biatiy detackathe. "Hat O° ft AUTOMATIC BAILER INSTANT OXYGEN SUPPLY 
cigarette 

rim Or glOME; Diameter For Outboards Lif-0-Gen Tank & Mask—$6.95 
powerhouse is invaluable— ° . Provides life-giving oxygen, 


necessary on Vacu-Jet automatic bailer in: “ 
> = os stantly—for asthma, heart 
every car and me 5 draws out 3 to 5 gallons condition, allergy sufferers 


boat. Com- j 5 whe , 
e Aas nay ewe for first-aid in fire. accident 
> r and swimming emergencies. 


fits easily into a tackle 3 
. box. Made of finest plas- Gives quick relief for car, air 


x ni ‘ k Great’ f 
.22 CAL. TRAINING PISTOL—$3.95 tics and clear Vinyl tub- Rs 


ing. No parts to wear or 
atic . ann tae plete unit with disposable 
This .22 blank automatic is precision-made—a corrode, Bands are made re: Fy 4 25 a eee 


product of skilled European gunsmiths. Now priced of neoprene; will not de- of intermittent use; 10 to 
so low that every sportsman should add one to his ster ange age Bo dee gen min. of constant ‘use. Unit 
collection, It's a 6 shot repeater with self-ejecting OOES Up can may be used without mask. 
; Surfect for a ee é 1a. Se tools. Fits all outboards . . i ees . 
clip. P rfect for dog training; for rapid fire prac $ 95 except 8 HP Fisherman's Fits into glove compartme mt of car—20” high— 
tice. Just 4” long. Slips easily into pocket or purse. Not sold rive when one can is empty you use another. $6.95 
to minors, not sold in Calif. or N. Y. City. . plus $1 pp. & Hdlg. 


GOLFER’S SCORE CADDY disincn:. RUBBERIZED CANVAS SMALL-CRAFT WHISTLE 


i Skilled craftsmen of West 
Counts your strokes without get- CREEL Germany produce thie whistle 


ting out pencil and card. Preci- , Spring snap ton. Lis that hes = sound , and 
ion- -keeper registers y ; nforced adjustable§ carrying-distance of large 
tone re eee on t ae aie ao shoulder strap, belt} models. Heavily chrome- 
total for EA\ on lower . d loop, 3 snap-open ex- § plated over brass, has long 
dow—total for COMPLETE COURSE ; 4 panding pockets, J chain and slide holder to 
on upper window. Polished gold- § mesh atéee 8 as fasten quickly cate By 
‘ ‘ ‘ grommete rain ton—screw or nail-hea on 
plated case with pigskin strap. bs Pm Saha 2, boat. 2 neanasite 
Grend for lady golfers, $2.95 14 o2z., $2.49 for every boat $2.98 


9% x 15”. owner—and only 


























Send Check or Money Order. If C.0.D., $2 Deposit. Money Back Guarantee. 
EMPIRE MDSG. CO., DEPT. 0-361 140 Marbledale Road, Tuckahoe, N. Y. 
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\\ Uncommon 
motor oil 


These two very different types of 
people have one thing in com- 
mon: both recognize the impor- 
tance of using the best motor oil 
to insure the best engine perform- 
ance and lowest maintenance costs. 
That’s why both insist on WOLF’s 
HeaD—100% Pure Pennsylvania. 
Wo tr’s Heap is Tri-Ex refined 
three extra steps for superior per- 
formance; scientifically fortified for 
complete engine protection. Its use 
means fewer repairs, less oil added 
between regular changes. If you’re 
particular about car care, always 
insist on WoLr’s HEaD. 


WOLFF'S HEAD OIL REFINING CO. 


OIL CITY, PA. 








machine. From 1 to 2 lb. of tusk are 
wasted for each one utilized, because 
of flaws in the ivory. 

Marble, son of the company’s founder, 
points out that although they have 
made a lot of gunsights in the past 67 
years, they have caused very little in- 
road in the African elephant population, 
for the reason that one tusk furnishes 
so many beads.—H. J. Mackie, Glad- 
stone, Mich. 


New Tricks for Old 


Until a couple of years ago, our dog, 
Old Skippy—half collie, half shepherd 
—liked nothing better than a pheasant 
hunt, a trip to our favorite fishing 
stream, or simply a run through the 
fields. But old age has finally caught 
up with him, and now he prefers curling 
up to read his favorite magazine— 
OUTDOOR LIFE. He doesn’t really need 
glasses, but to make him look more 
distinguished, he usually wears them 
when having his picture taken.— 
Forrest L. Kelly, Klamath Falls, Oreg. 


Start "Em Young 


The desk and chest I have in my den 
hold fishing-tackle items and have glass 
tops under which I keep pictures. The 
four walls of the room are also well 
covered. The many people who visit me 
always give a lot of time and attention 
to these pictures, and the one which 
evokes the most comment is the one I 
have enclosed. It shows two young, 
earnest fly casters displaying a consum- 
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ing interest in their sport. I think the 
eyes of the smaller girl, in particular, 
show a most intriguing intensity.— 
Arthur Emery Low, San Clemente, 
Calif. 


Locked Up 


One September morning, while in a 
field hauling feed on our farm, my hus- 
band heard a strange noise over the 
ridge. On investigating, he found these 
two bucks with their horns locked. The 
one on the ground was dead, but the 
other was quite alive. The problem was 
how to separate the two deer, so we 
called Mr. Wiliman, the Game Guardian 
in Red Deer. He arrived promptly, ad- 
ministered a tranquilizer to the live 
deer, and then sawed the antlers free. 
When the deer came to, he bounded 
away over the hill—Mrs. V. A. Saxby, 
Lousana, Alberta, Canada, 


Bear in a Can 


Last spring a bear with a can stuck 
over its head (see enclosed picture) 
came stumbling into Camp Gibbs here 
in Michigan and caused quite a com- 
motion. About 1 o’clock in the morn- 
ing we heard a terrible racket of some- 
thing bumping against the buildings, 
and it wasn’t until daylight we could 
see what the cause was. The bear had 
been prowling around our dump, and 
had shoved its head hard into this can, 
which had contained peanut butter. In 
wandering about trying to get unstuck, 
it came into camp, running into build- 
ings and rearing up on its hind legs. We 
tried to pry the can off with poles, but 
couldn’t budge it. Finally, we called 
the game department and asked what 
to do. They told us to shoot it. We did 
and then buried it—Wally Strand, Iron 
River, Michigan. 





magnificent 


Muces has been written 
about the superb fishing in 
Canada; much of it, with 
fefelelemma-t-t-elammr-telel i @air-1o lit 
ficent Manitoba! Here are 
the great lake trout and 
northern pike, and bass, 
walleye or grayling, to chal- 
cTalel-mecil-me-t Giime-lilemme | till -mme) 
the sportsman. Manitoba's 
spectacular fishing lakes 
and rivers are within easy 
driving distance, or “‘fisher- 
men’s specials” will hasten 
you by air from Winnipeg to 
teh-Jeliecleliculeleletct-@-lilemer: laa) ol) 
at the water's edge. 
Manitoba provides the fish- 
Tale mecteh aclihaligcmme) Me: MEIRGo. tails) 

may we help you plan 
WFeltie mileh ard 


BUREAU OF TRAVEL ‘ 
AND PUBLICITY, and a 
881 Legislative Bldg., ag fioen 

Winnipeg, Manitoba, #F . | 
Codie Manitoba! 


Please send information on fishing 
in Manitoba to: 


NAME____ —— 
PLEASE PRINT 


ADDRESS 


Stick this coupon on any 
postcard or enclose in envelope 
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ARCHERY (ram 


G. Howard Mate 
Gillelan 


Varmint 


O AN INCREASING number of 
T[Mecchers, the terms “hunting sea- 

son” and “off season’ are as ob- 
solete as flint arrowheads. These bow- 
men hunt big game during the fall, of 
course, but their hunting doesn’t stop 
then. They’ve discovered varmint hunt- 
ing, a sport which offers legal shooting 
throughout the year—and generally 
without landowner problems. It doesn’t 
involve any extensive trips or expensive 
guides, either, though some archers 
are so enthusiastic about the sport they 
would, if necessary, pay for a guided 
varmint hunt. 

In just about any part of the U. S., 
at any time of year, there’s at least 
one species of animal or bird that 
can be legally shot by a bowhunter. 
Immediately following the deer season, 
a varmint-hunting archer can hunt 
foxes, which he can continue to shoot 
for the rest of the year. During spring, 
summer, and into the early fall months, 
he can hunt woodchucks, with some 
time out for carp shooting. For a 
real challenge, he can try hunting the 
wary bobcat, or—in the Western half 
of the country—badgers. If he lives 
in coyote country, he can match his 
skill and wits with one of the cleverest 
of ali predators. 

The most successful varmint-hunting 
archers are those who have mastered 
the technique of calling predatory ani- 
mals that feed on rabbits. Because he 
uses a short-range weapon, the bow- 
hunter must get close to his game, 
particularly when shooting at small 
targets such as the majority of var- 
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Archer above can thank camouflage clothing for big part of his 
success in getting mixed bag of foxes, crows. Bowman at left, 
Chuck Kroll of Grayling, Mich., uses call on foxes and bobcats 


mints. Since it’s next to impossible 
to stalk to within 25 or 30 yd. of a 
tricky animal such as a fox, the hunter 
must either wait at a likely place and 
hope for a passing shot, or else lure 
the animal within bow range. By far 
the better method is to lure the animal 
by imitating the cry of a wounded 
rabbit. 

Though it’s possible for a hunter to 
press his hand against his mouth and 
squeal a good imitation of a cottontail 
in distress, it’s more practical to use 
a varmint call. It permits you to make 
a much louder noise, one which will 


This hunter, Dr. Edward Bowser, arrowed 
Canada lynx after killing moose with bow 


reach out and pull in a hungry varmint 
from afar. Which one of the many 
calls available you get is not as im- 
portant as the way you use it. Don’t 
let the technique of calling frighten 
you. Learning to handle a varmint call 
well isn’t nearly as tough a chore as 
developing a polished technique with 
a duck or crow call. 

There are a lot of things you can 
learn by reading, but predator calling 
isn’t one of them. For your first couple 
of varmint-calling sessions, you should 
go out with an experienced caller. If 
you don’t know of anyone to instruct 
you, get one of the phonograph records 
made by the call manufacturers. Listen 
to the instructions and calls a few 
times, then try it. Put some expres- 
sion into your calling. Attempt to put 
an urgent, desperate quality into the 
squealing sounds. Learn how to get 
the maximum volume from the call; 
then diminish the sound to a low moan. 
When your calling sounds like the 
awfullest shrieks you’ve ever heard, 
you're getting close. 

The vocal ability to entice a fox 
or coyote to mosey in close is im- 
portant, but so is using it in the right 
place and at the right time. First, you 
must line up at least five or six spots 
where there has been recent evidence 
of varmints. Game wardens and con- 
servation officers usually can direct 
you to promising places, and so can 
farmers and ranchers. Fox droppings 
are not difficult to find in territory 
where the animals live because foxes 
often deposit their droppings in the 





Run hot, troll cool—without fear of outboard failure! 


New Texaco Outboard Motor Oil was oper- 
ated for one hundred hours of rigid stop, 
start and full-throttle tests against five other 
leading outboard motor oils. The results prove 
that now you can make a fast run to the fish- 


An ordinary out- 
board motor oil 
fouled spark plug 
(far left) after only 
40 hours of firing. 


New Texaco out- 
board motor oil 
kept plug (left) 
clean after a 100- 
hour full load test! 


Buy the best...buy Texaco 


TUNE IN TEXACO HUNTLEY-BRINKLEY REPORT, MONDAY THROUGH FRIDAY, NBC-TV. ALSO METROPOLITAN OPERA RADIO BROADCASTS ON SATURDAYS. 


ing grounds, troll cool all day, and make a 
quick return home without worrying about 
spark plug fouling. 

This is no ordinary oil, but a carefully pre- 
pared blend of highly-refined stocks which 
are 100% distilled for purity. Texaco has 
added oxidation-inhibiting agents that pre- 
vent harmful engine deposits. Also detergent 
and dispersive agents which keep the engine 
clean—rings stay free, ports remain open. 

You can buy new Texaco Outboard Motor 
Oil at your Texaco Dealer — either roadside 
or waterside service stations. 
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How good 
can they get? 


Maybe we're hipped on things like 
precision, quality, dependability . . . 

But we believe the more care we 
put into a reel when we make it, the 
more care-free it'll be when you use it. 

That’s why we machine certain 
parts in MARTIN reels to tolerances 
closer than 1/1000 of an inch. And 
that’s why we give each part a long- 
lasting finish —even chrome-plate key 
components so they'll stand up to 
extra use and abuse. 

And look at the extras! Our auto- 
matic reel, for example, comes with 
an exclusive, quick-acting, all-metal 
brake. While our spin casting reel is 
uniquely designed to eliminate back- 
lash and line twist, and boasts fea- 
tures found only in reels selling at 
twice the price of a MARTIN. 


Mail coupon for complete 
details. 


MARTIN 


Precision Fishing Reels 


Martin Reel Co., Dept. 0-361, Mohawk, N.Y. 
Please send catalog/s on following: 
C) Automatics C) Single Action Fly 
C) Salt Water C) Spinning (all types) 


City and State 
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| most conspicuous places they can find 
—the middle of a trail or road and 
sometimes on top of a rock. Some 
outdoorsmen think this practice is a 
warning to other reds or grays that 
the hunting ground is already claimed. 

At each of your calling locations, 
which should be at least half a mile 
to a mile apart, select a brushy spot 
for your stand. It should be on a rise, 
if possible, with a fairly open area 
surrounding it so you can detect game 
when it approaches. Be careful not to 
silhouette yourself against the sky or 
a light-colored backdrop. 

AS you come to your stand, make as 

little commotion as possible. Turn 
most of your attention upwind; on 
windless days you can expect action 
from any direction. Liquid scents, both 
fox and rabbit, work well. They'll tend 
to mask your human smell and also 
may help to lure the varmints. If the 
stand doesn’t afford enough cover, 
throw up a rough blind. A portable 
camouflage net blind is excellent for 
this kind of hunting. Camouflage 
clothing—jacket and cap particularly— 
are a big help. 

Before starting to call, make your- 
self comfortable. You and your part- 
ner should be arranged so you'll be 
able to cover all approaches. Don’t get 
in an awkward position where you'll 
need to stretch every few minutes. 
When you're settled, begin with a 
series of six long, loud bawls spaced 
over about 10 seconds. Your hands, 
cupped over the front end of the call 
as you start each bawl, should open 
toward the end of it. Wait a few 
seconds, then repeat five more blasts, 
with irregular intervals between them. 
| Breathe, and repeat the sequence with 
| the same volume. But this time try to 
| vary it by giving a quavering sound 
| at the end of each cry. 
| Now you're ready to soften the sound 
| of the call, at the same time slipping 
in a few staccato yelps. Conclude the 
first movement of your varmint sym- 
phony with six or eight short, low 
|moans. While you're calling, visualize 
a desperate rabbit in pain. Strive for 
urgency. Meanwhile, picture a preda- 
tor over the next ridge 300 yd. away. 
You want him to think you’re a cotton- 
tail caught in a trap, or badly injured. 
Remember that the fox may be com- 
ing closer, and that you must finish the 
concert with weak, tempting moans 
| that’ll make his mouth water but won’t 
make him suspicious. 

Remain quiet and motionless for 30 
to 60 seconds; then call again with a 
|lower intensity. If nothing appears 
| after the first five minutes, start from 
|}the beginning. But keep your eyes 
| open and be ready to drop the volume 
| if a fox should appear. Some manu- 
|facturers make a _ close-range call, 
| which is effective when you can see 
the animal. Provocative, high-pitched 
| squeaks are best to draw him in closer. 

Most varmint callers advise you to 
| try your calling for about 15 minutes 
and suggest moving to the next stand 
|if nothing shows up in that time. I 
| prefer to continue the squealing for 20 








minutes to half an hour, unless there 
are plenty of other good stands to try. 
There are times when a well-fed fox 
can resist the call for 10 minutes, but 
if the appealing sounds are repeated 
for an extra few minutes he may not 
be able to restrain himself. 

I recall one afternoon with Lefty 
Kreh when our calling hadn’t raised a 
single fox in five separate attempts. 
Then we called for 15 minutes without 
a success at the final stand. Deciding 
it was one of those fruitless days, we 
rose from our blinds and began to talk. 
Immediately, a red fox, about 40 yd. 
away, scampered into heavy cover be- 
fore we could raise our bows. He’d 
been on his way to the clearing in front 
of our blinds; if we'd allowed an extra 
few minutes we'd have nailed him. 

A two-man varminting combination 
is just right. Often there’s too much 
action for one man to handle, while 
the addition of a third person means 
more human scent and potential noise 
and movement. We work mostly in 
pairs when calling foxes, each man 
alternating with the calling and shoot- 
ing. The caller must have his bow 
ready, however, in case two foxes are 
lured into range. 

If you score a kill, or miss a shot at 
a fox which then makes a getaway, 
don’t leave the stand or yell to one 
another. Continue calling. You know 
there’s one fox in the area, and you'll 
have a good chance of getting a shot 
at its mate when you continue the 
tempting call. 

The best time of year for effective 
varmint calling varies with the locale. 
In the East, where I’ve done most of 
my calling, the best season is in May. 
The vixen and her mate are still forag- 
ing for their cubs as well as for them- 
selves. This makes the foxes more 
susceptible to the squeals that sound 
like an invitation to a free feast. 

I’ve been told by veteran callers from 
the West and Southwest that it’s just 
the opposite in those regions. Adult 
foxes there seem to be more cautious 
during the denning period. 


| Died morning and the last hour be- 
fore dark are the best times during 


daytime. In states where there’s no 
legal restriction on lights in the woods, 
many bowmen hunt varmints at night. 
They use adjustable spotlights attached 
to their heads or caps. With the 
bright beam pointed upward at an 
angle, there’s an aura of dim light 
along the ground. The glow isn’t strong 
enough to alarm the game, but will 
faintly illuminate an animal when he 
comes to the call. When his outline 
appears, the hunter angles his head- 
light down and points it at the animal 
before shooting. Ideally, one man with 
a light should do the calling while the 
other archer does the shooting. If you 
try this, have plenty of loose arrows 
within easy reach, because you're al- 
most sure to get a second or third shot. 

You may be surprised at some of the 
results of your calling. Racoons, dogs, 
housecats, hawks, owls, bobcats, even 
mountain lions have been known to 

(continued on page 137) 





NEW 1961 MODELS, 
FAMOUS 
BRANDS 


FIRST QUALITY 


SAVE! ROYAL JAVELIN & SOUTH BEND 


FLY OUTFIT 





. o . 
Best Selling Top Quality Fly Outfit in the World! 
YoU GET Mt eS aegsy The most preferred 1961 South Bend Oreno- 
Matic Auto Fly . Fully automatic, silent, proven trouble. 
Capacity 40 Ai bs rate el line, retriev with 
$30 Garcia Royal soeetian Ph gg Suite 
Registered Fly Rod WE ity ® lay o 
wer to woahen casting an effortie: Cay te ° ‘wo section, 
natural tan tubular fiberglass shaft has ibiaaen hand aeae windings, 
guides and Bho Se a Eleg gold anodized screw- 
R bag inciud . also get a complete FLY 
a" wet flies, 2 streamers, 2 bass ppers, 2 
nfish poppers, 2 leaders. dressing—all in handy pooner ickle box. 
tit with 8-ft. rod is similar a includes flies for trout and panfish.) 
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touch of trigger 





CERTIFIED 
$49.95 Mfr’s List 
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or $2.00 Down, 
a week for 


Every item 
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— Carboloy tip- 
anodi " 

diameter a dent-p 
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balance and completeness by Tom Mc 


lures with Lag mae ease y 
Screw-lockin 
—_y with protective rubber See 
and corrosion e 
ind practical than the fine: 


Toy =fo) oA fo) a a 


Pay Only $2.00 Down...22 Weeks to Pay...Money Back Guarantee! 


MITCHELL & GARCIA ROYAL JAVELIN FINEST SPIN OUTFIT 
Perfectly Balanced! World’s Finest Quality! See How You Save! 


is proven Garcia ayn and double proven for quality, 
ja 





CERTIFIED 
$86.75 Mfr's List 


342 


or $2.00 Down, 
$1.72 a week for 


precise 
ily, famed outdoor wr.ter and sportsman. 
$32.50 List Garcia Mitchell Modei 300 full- 
ficent 0. arcia Sages Javelin Rod and 
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as amazing hook setting power. — 
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to all his friends! Order Ouent. 211 and State Panna -2 of 8 ft. Trout 

od, Si/2 ft. Rod with Trout/Bass action or 9 foo Rod. 
BONUS! oe only with a tackle outfit from this ad! Lifetime dent proof 
Hercul Ss to any rod ex Salt Water. You ‘or an 


SHAKESPEARE or SOUTH BEND & H-l OUTFIT 


pion dh or SyenyTuine: Your choice of either the latest 1961 Shake- 
recast or South Bend vee Spin Cast 
“both filled with B-ib. line... The 
registered custom tournament-tapered tubular fiber glass Imperial ® 
combines fast tip action with a powerful butt for hook setting ability. 
Hard chromed gusges are friction-free and will 
io overall, one pc. shaft. 
k 6 proven tures for ali types of 
enty of split shot, leaders, hooks, snap swiveis—ail rs 
weet nel box. State reel choice. ORDER +400. 99 
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A WEEK my or 
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94¢ FOR ONLY 22 WEEK 
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GARCIA ABU “170” & ROYAL JAVELIN OUTFIT 


u Get: Garcia's $29.95 new 1961 ABU-matic Mode! 170 pilus the cus- 

- Combines the ease of 

Heavy duty Model 170 Reel 

Garcia Platy! line and oiler. 

Royal Javelin Rod has high SS tubular fiber giass natural tan shaft 

scientifically designed with fast taper to cast both light and heavy tures 

with equal ease. Lifetime Carboloy tip-top and braced Stainless Steei 
Ss 


guides. One piece — /2 ft. overal 
$28°7 


CERTIFIED $54.90 M LisT. oneen ‘OUTFIT =200. 
Y $2.00 eK 
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BARGAIN $10.00 ACCESSORY KIT! Iliustrated above. Lures includ- 

ing plugs, spinner and jig, essential Accessories, pocket Tackie 

Box and Hercules lifetime Rod Case! Order +210. only. 





ZEBCO 33 & H-I SUPER ourrit 


newest and finest $19.50 Zebco 33 Reel, Horrocks- 
Ibbotson $19.95 Imperial 51/2 ft. Rod with custom built and “Individuatty 
ph recipe Tournament-tapered Power-glass one-piece tubular shaft. Im- 

ense ture and accessory kit contains 13 popular lures including plugs, 
poracnonnd spinners, jig, and simulated sues, extra reel spool, 125 yds. of 
og (pre-wound) and 100 yds. of 6-ib. Mono-line, handy pocket tackle 


and essential accessories 
$24°7 


ORDER Hogg 233. CERTIFIED $53.50 MFR'S LIST 
#33A.) 


be 
Outfit ag ey 


<M ONLY $2.00 DOWN _ 20 week FOR ONLY 22 
Ks, 
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AMBASSADEUR REEL & ROYAL JAVELIN ROD 


WORLD'S FINEST QUALITY! The Ppa 00 Garcia 
assadeur 
Model 000 


Order 
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rr) gine fast taper 
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PAY $2.00 DOWN, $1.98 A WEEK FOR ONLY 22 WEEKS, 


(Only $1.00 Extra if you prefer a 6 or 6\4 ft. 


2 Rod with 2-piece shaft.) 


7 Au Nylon AIR MATTRESS BARGAIN! 


00% DuPont NYLON official . & 

Force Air Mattress weighs only 23% Ibs ize 25” 

x 73” inflated—will fit all sleeping bags. Brand new 
imperfections doubly re- 
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INFLATE IT YOURSELF! 


2-MAN RUBBERIZED BOAT 
CANVAS 
24 Hour tested and approved! 
Do not Compare With Cheap Unsafe 
imitations These are the finest, 
new, first quality Brass grommet 
oar locks. Portable, durable, light- 
weight. Perfect for hunting, fish- 
ing, all water sports 
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extra-heavy flooring 
Weight 22 








FREE! OARS & PUMP| 


Air pump, two 2-pc. snap- 
together 45” oars made at pe | 
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safe ine, repair nd “All fre | 
"2 4- man boa <3 | Bo’ "$38 
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U.S. ARMY MODEL 1917 RIFLES— 
30-06 SPRINGFIELD CALIBER 
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FLE? So 
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KL IN'’S CASH PRICE 
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v. S. M-1 GARAND RIFLE—8 SHOT 


Genuine, original M semi-automatic 
e at the world ah wee Spring- 
All are in “NRA Good"’ 
shoot any .30/06 cartridge— 
world's greatest! Ail in original ‘‘as issued’ on- 
UARANTEED BY KLE! age milled parts. 
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Senta brand new, first quality, tatest 
1961 models. All oo hinged floor plates, adjustable 
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action for only R 
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Deluxe Stock to fit any above, 


One FORTIER oper REDUCED! 
go> .22 CAL—ONLY $16.95! 
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4. P. Saver & Son in Germany. 
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instructions. Order 

rod and whether you cast with your right or left hand 
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only 22 weeks. 
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AMAZING MITCHELL-H-I 
Complete Spinning outfit 


FIRST TIME EVER! Garcia Mitchell 304K Sp Kit atone sells sep- 
arately for $32.80 and contains the Mitchell 308. Reel, Extra Ree! S 
Garcia Tackle Box, 100 yards of pre-wound 6-ib. Garcia Piaty! 
6 Selected Garcia Lures, Garcia Accessories, Garcia 
structions. You also get a sparkling — 4.95 List 1 
rocks-tbbotson Imperial Spinning Rod stom bui 
registered! Tubular 2-pc. power-giass Shaft has hand wound 
Steel guides and tip-top, adjustable screw-locking ree! seat. ite your 
choice of - ft. rod and whether you cast with your right or 
left hand. Order Outfit 304 
bt agg $57.75 MFR'S List. PAY ONLY $2.00 DOWN 

3 WEEK FOR ONLY 22 WEEKS. O 


MITCHELL & ROYAL JAVELIN ULTRA LIGHT OUTFIT 


YOU GET EVERYTHING: Garcia $34.50 Mitchell Mode! 308 Vitra-light 

Spinning Reel weighs only 7 oz. $29.75 Garcia Royal Javelin Vitra- 

Light Spinning Rod 2 foot, two-section tubu- 

tip-top, super smooth 

guides Finest cork handle 

with gold anodized ‘ cushio 

You also get the —— 

cessory Kit which inctudes 200 ya 

Garcia Piaty! line pre-wound on spools, 

spinning tures, fitted — box, reel 18 

spinning instruction book, nd Garcia Guarantee Certifies 

you cast oe your right or arett hand 

ORDER ITE 308 CERTIFIED $83.80 MFRS. LIST. 

PAY $2.00 DOWN, $1.72 A WEEK FOR ONLY 22 WEEKS. 


ALCEDO MICRON REEL & ALCEDO MICRON ROD 


CAN'T BACKLASH! Finest 
timy 1961 Aicedo Micron ei, 
cision built, bail bearin 61 
z. $41.50 List. Reel is perfectly natenond wie ws 
35.00 Alc 


Continental 
3997, 


Uitra-Light Spin - 
rds of 4.1b. and 100 yard 6- 
ELEVEN 





675. CERTIFIED $76.50 
MER: s "Uist PAY $2.00 DOWN, $1.97 
A WEEK FOR ONLY 22 WEEKS, OR 








Suess, includes: Heavy duty $39.95 Garcia-Mitchell 
302 Reel has 
0 ib. Mono line 
tension stays constant when play- 
Planamatic tevel wind gears Strong, 
positive full bail line pickup has ultra-hard Dura- 
loy line guide List Horrocks-ibbotson 
imperial Custom Built rod has 2-piece tournament 
tubular fiber-giass shaft, 4” cork 
Rugged stainiess stee! 
Casts to oz. lures. 
ith right or left hand 
iO $79.95 MFR'S LIST PAY 
$1.98 A WEEK FOR ONLY 22 


$39% 


> COUPON TODAY! = =; 
KLEIN’'S—Dept. 0-3 Jj 

221 W. Washington St. 
Chicago 6, Illinois 


Establisned 1885—Our 76th Year 
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oa @ 2M 
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RUSH: 


Cash Order D Credit 


MY NAME 


ADDRESS 


CREDIT CUSTOMERS: Send $2.00 or more Down Payment. You save 
the smal! service charge, if balance of cash price is paid within 30 
days Otherwise pay balance in 22 weekly payments, payable 
monthly, if you prefer 
NEW CREDIT CUSTOMERS: To speed your order, send $2.00 (or 
more) Down Payment, name & address of your employer and 2 or 
more companies with whom you have (or have had) credit accounts. 
Also your age, Rene per no. of dependents, date present job 
began, and your weekly salary. THIS INFORMATION IS PREQUIRED 
ONLY ON YOUR FIRST CREDIT ORDER. 
or C.0.D. CUSTOMERS: Send check or money order in full, 
C.0.D. orders. Add oy 
EXCEPTIONS: Saas 
2 & 4-man m 
and ammo shipped via Express or Freight, > Gees Collect. 


um mm MONEY BACK GUARANTEE = = 





Ski Meet 


A TRUE TALE by Eddie Bennett, Sun Valley, Idaho 
WE PAY CASH FOR ALL TRUE ADVENTURES PUBLISHED 





Last winter I saw a bobcat on rocks near a road I ran for my car, but before I could I grabbed a ski from the car rack, 
in Sun Valley. As I approached, it sprang at me get in it the cat was almost upon me turned to face the snarling beast 


a. 


When it lunged, I cracked it with The cat was thin, I noticed, but fairly large 
the ski, sent it rolling backward and unusually aggressive. Could it be rabid? 





Kick in windpipe stunned it. Then I used a trick I'd learned I pushed my knee hard against the heart until it stopped. A later 
as a trapper. I quickly grabbed the cat’s front and rear feet test showed no rabies. I figure the cat was just desperately hungry 


12 ourpoor wire 





What’s New 


in retail store products 
and ideas for sportsmen 


THROW-AWAY BEDDING—The lat- 
est in ideas to make overnight camping 
easier than ever is a sleeping bag that 
can be thrown away after several 
nights’ use because it is actually made 
of paper. Constructed of cellulose wad- 
ding sandwiched between two layers 
of a waterproof form of waxed crepe 
paper, the bags are roomy and com- 
fortable despite their relatively light 
weight of 4 lbs. Now being marketed 
by the Bemis Bros. Bag Company’s 
Paper Specialty Plant, P. O. Box 308, 
Fullerton, Calif., the sleeping bags sell 
for $2.98 each. 


DOUBLE-LAYER SUIT—-Complete 
freedom of movement plus protection 
from wind, cold and moisture are 
offered in the 1961 style of outdoor 
wear from the Hodgman Rubber Co., 
Framingham, Mass.—the “No. 147” 
Suit. Two separate layers of cloth, 
one on the inside and the other on the 
outside with a layer of rubber between, 
provide the all-over warmth and dry- 
ness called for on really frigid days. 
Jacket and trousers $12.95 and $9.95 
respectively, complete suit $22.90. 


MESS-FREE LUBRICANT—All the 
stains, blotches and sticky spots that 
occur when you use a lubricant are 
eliminated by the new dry, all purpose 
spray-on lubricant, “Slipspray,” just 
introduced by E. I. Du Pont de Nemours 
& Co., Wilmington, Dela. The sleek, 
solid coating left after spraying not 
only lubricates whatever surfaces need 
it but also serves to retard the cor- 
rosion that can inevitably affect metal 
equipment such as guns, tools and bat- 
tery terminals. $1.25 per can. 


LONGER-LASTING THERMOS-—-AI- 
though sportsmen have been carrying 
cold or hot beverages along with them 
in Thermos vacuum bottles for many 
a decade now, those same old popular 
Thermos bottles have been given a new 
—and more rugged than ever—ex- 
terior to make them even longer last- 
ing. Just announced by the American 
Thermos Products Co., Norwich, Conn., 
the 1961 version sports a shock-re- 
sistant polypropylene ‘‘Perma-Case”’ 
that is said to last a lifetime. Pint 
sizes sell for about $2.15, quart sizes 
about $3.45. 


LINE-PRESERVING REEL—Up to 
three times longer life for the line you 
use is made possible by the especially 
gentle “resilient” line gripper on the 
new Langley model 999A reel. Manu- 
factured by the Langley Corp., Dept. 
99, 310 Euclid Ave., San Diego 12, 
Calif., it sports a non-reverse handle 
and non-slip thumb control to end the 
usual backlash and twisted lines. Com- 
(cont. on page 19) 
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SEND FOR ct& ABOUT OPPORTUNITIES... HOW TO BECOME A 
GOVERNMENT HUNTER 


GAME WARDEN — FOREST RANGER 


or Aid & Assistant Positions 
7 ~oThat Require Less Formal Education 


| OPPORTUNITIES IN YOUR STATE? — 
Check with your state or states you would 


like to live in — chances are you'll be sur- 
prised to learn of openings where your ed- 


ucation and experience qualifies you. Age 
limits usually 17 to 45, or sometimes older 


on private Game Farms and Shooting Clubs. 


| Weare not connected with the Government 


MANY START $3000.00 YEAR OR MORE 

| REGULAR CIVIL SERVICE ADVANCES 
Starting salaries vary, but many begin at 

| $3000 or more. Opportunity in some classi- 

| fications to work coward management posi- 

| tions up to $10,000. Others at $5000, $6000, 

| $7500! The government jobs are Civil Serv- 
ice, which means regular raises, many other 
advantages. 

HERE'S A WORKING 

GAME WARDEN’S 

PERSONAL OPINION 

OF OUR 

WILD LIFE 

COURSE! 

| “I have read your course 

| thoroughly and am amazed at 

| all the helpful and pertinent 
information it contains. Your 
course should prove of great 

| value to anyone wanting to be- 

' come a warden, professional 1 

| hunter, forester, etc. I wish I g 
could have enrolled a few 

| years back-many of the things r 

| you clearly explain I had to 
learn the hard way. Congratu- 
lations on a job well done.” 1 
J. F.C., District Game Warden j 
NORTH AMERICAN SCHOOL 

| Dept.£13,1038S. La Brea 


| LosAngeles19,California Ss 
| vem Ome’ aor eu 


Why be chained for life to a desk, a st 

or a factory machine? Prepare now 

at home, for an out r man's 

Forestry and Wildlife 

citing job classifications 

Governments - luxurious priv 

and Game Clubs. For some, you may already have 
basic qualifications. Find out all about 

it. Get the facts. Plan to live the 

outdoor life you love 


— pee 


Summer Vacation Jobs 
A GOOD WAY TO START 


Over 100 National Parks, Forests, 
and Game Refuges now accepting 
applications for summer jobs. Won- 


EXCITEMENT, 

THRILLS, ADVENTURE 

Every day is a new adventure fot men 
in Forestry and Wildlife Service. 
Some hunt and trap mountain lions, 
coyotes, wildcats. Some are trained to 


parachute from planes or land in heli- 


derful opportunity for young men to 
“learn the ropes” and make valu- 


nts who'd like to spend a summer 

of the nation’s most beauti- 

scenic areas. Apply now for 
Chgicest positions and locations. 


APPLY NOW — FREE BOOK 

TELLS HOW. Free booklet, “Vaca 
tions with Pay,” tells all about jobs, 
salaries, expense allowances. Tells 
where, when and how to apply. 
Everything you need to know about 
vacation jobs in America’s most pop- 
ular outdoor vacation spots. Free to 


copters—to help animals marooned by 
fire or flood, often to save the life of 
an injured camper, mountain climber. 
Adventure, public service, and good 


< pay—an unbeatable three-way combin- 


ation! 


wut HEALTHFUL 
“ OUTDOOR LIFE 


Hard muscles, bronzed skin, and vib- 
rant good health are the extra rewards 
of an active outdoor life. Sleep under 
pungent-smelling pines. Catch your 
breakfast ‘from an icy stream. Feel 
“like a million"-and ook like it, too! 


FREE! (All 3) , 


1. Exciting facts on Conservation ' 
careers. 
2. —o with Pay.” Sent te { 


‘ et “Select-a-Job 
OF CONSERVA ; 3. How to et “Select-a-Jo r 


our Students. Mail the Coupon now. 

SECURITY — RETIREMENT 
PENSIONS —- LOW 

LIVING COSTS 

Conservation jobs are mote perma- 
nent. No layoffs because of slow busi- 
ness, no worry about getting your pay 
check. Living costs are low, and your 
whole future is secure. Stay with the 
Forestry & Wildlife Service and a 
government pension assures you 3 
good income for life! 


AIM FOR A JOB 

IN THE GREAT OUTDOORS 

If you're an outdoor man at heart, stare 
planning today for a happy, secure 
and well-paid future doing 

what you most enjoy! 


All yours—mail coupon NOW FREE: 

‘Age 17 or older 
WORTH AMERICAN SCHOOL OF CONSERVATION, Dept. E-13 (Age J 
1038 South La Brea, Los Angeles 19, Calif. 

Please rush me the FREE facts on “Forestry & Wildlife” career oppor- 
tunities, FREE copy of “Vacations with Pay,” details and FREE “Select-a- 
1 Job Chart” No obligation on my part. No salesman will call. Thank you. 


Name Age. 





to Students Street 





te help you cheese your 
t outdoor career. 


a a ee aa 


Town Jone— State. 











“Drop Anchor’’ anywhere with 
all the comforts of home! 


oO 
r 
' aaa 


| oo oe 
| CITY 








The 19’ De Luxe is com- 
pletely self contained. 
Shower, toilet, septic tank, 
pressure water tank. 5 bu- 
iL tane gas appliances—hot 
'~ water heater, lamp, refrig- 
erator, range, space 
~ heater. Also other sizes. 


Send Coupon fo Nearest 
Factory for Literature. 


© 9401 TAMPA AVE., 
© 812 LOGAN STREET, 





NORTHRIDGE, CALIF 
GOSHEN, INDIANA 








WOW! TIE HOOKS 
ON LINES AND, ¢ 
LEADERS IN 
SECONDS! 


Amazing TI-EZE lets you 
snell hooks to leaders and 
lines quickly and easily, with 

knot that can't pull out. 
Takes all types of hooks —barbed, 
trebled, straight, or offset—from size 
No. 20 to 4/0. You can use the amazing 
TI-EZE with all lines from % Ib. to 50 Ib. 
test. Werks like magic on monofilament, nylon, 

silk, etc. Use with fresh or salt water tackle. 
Precision made —can't rust or corrode. Pocket size — 
only 4% inches long — with convenient pocket clip. 
EASY TO USE~—just thread line through hook eye, 
wrap around TI-EZE and pull tight. TIE A PERFECT 

SNELL EVERY TIME. Complete instructions. 


ORDER YOUR | cu 
TI-EZE Topay! | $2 


(Sorry no C.O.D.) 1 PPD. 
DEALER INQUIRIES INVITED 


AIRBORNE TOOL CO. 


138 SIERRA ST., DEPT. OL-31, EL SEGUNDO, CALIF. 


WINGSHOOTER’S 
HANDBOOK 

An Encyclopedia 

for Shotgunners. 

learn how you 


hundbook 


Write to: 
POLY-CHOKE 
362 Tunxis St. 

Hartford, Conn. 





Re-Power NOW with A V-8 or 6 Cyl. Engine—Use 


Ford-Chev-Mercury-GMC-Pont-Stude-Dodge or Plymouth 
in Jeeps, Jeepsters, Sta-Wgn, Trucks, Kaiser & H. J. 
cars. Conversion Kits $45.35 aa $56.90. Want ieee action? 
Give us full information, d $15.00 ind we will 
ship correct kit. Bal cop. s Send full amount “tor Prepaid 
shipment. Wire, phone or write today. DOetails FREE. 


MOOSIER MACHINE PRODUCTS Co. 
313L S. E. 6th St., Phone CR6-3442, Pendleton, Oregon 


14 ourpoor ure 





BATTERIES WILL STAND UP for more years 
and provide faster starting with these 
copper alloy discs that prevent corrosion. 
Stop sulfuric acid fumes from eating away 
vital battery parts. Plastic holder attaches to 
6 or 12 volt batteries in minutes. $1 ppd. 
U.S. Polymer Corp., Dept. L, Rockaway, N. J. 


STAY WARM ALL OVER despite cold wind 
and snow with a Spectator “Hot Seat” that 
radiates heat on touch. Naugahyde case un- 
zips into 2 seats. Room inside for blanket or 
thermos. No fuel or electricity needed 
$10.95. With own all-wool blanket, $18.95. 
Paul-Reed, Inc. , Dept. A, Charlevoix, Mich. 


German Binocular Specs 


for Sports, TV, Movies! 


. WEAR ‘EM 
ee | LIKE GLASSES! 


Orig. $2.98 


Ne a 


») POWERFUL German | Gineculare 
you wear like ~a Fe — 
MILE j er-weight— 
RANGE! we fatis rue 
ing, baseball, all 
Precision tad bree made. 
for sharper vies -_A million sold up to § 
Only $1 plu 10° Fed. tax. Money back guarantee. 
Prompt adleery. Not sold in Stores! Thoresens Exclusive. 
THORESEN, Inc., Dept. 49-C-90 
585 Water Street New York 2, N. Y. 





DON’T USE OLD-FASHIONED, 


AWKWARD HARNESS DEVICES. 


The new POLE HOLD gives you an 
t in landing even the 

8 it remains affixed to 

1 the time you are fishing 


removed in a second 
Made with Butyl 
Fits any Rea 


rubber to resist age 
ing and corrosion 
No tackle box is 
complete without a 
POLE HOLD. Send or Oval End, 
$2.95 | ppd) in cheek 


or MO or iat. 


FISH- EZE PRODUCTS, INC. Dept. D3 


7825S Melrose Av Los Angeles 46. Calif. 


‘Surplus WADING § SUITS 
Bargain Price $B 99 PT 00. 


Brand new! Guaranteed waterproof! Wade 
to Neck! Gov't cost. $25.00 re tre 
rub nog nylon takes hurric ane 
*t snag ght 
he nd gf. b ver 
Drawstring 
toe you can't 
fishing, Un 
y Adjusts able; Fits 
Ss ~ _ ac a guaranteed 
k! limited supply. see 
ERVICE. SURPLUS. Box 546 . 
0-3, Minneapolis 8, Minnesota 


100 So. 41st 


MANY ARE THE USES to which these raw- 
hide remnants direct from a leather tannery 
can be put. Large assortment of lengths and 
widths for handicrafts as well as quick re- 
pairs around the home, farm or shop. Fine 
for hangers, binders and laces. $1 ppd. L. H. 
Shingle Co., 1306 Walnut St., Camden, N. J. 


ALL READY TO ROAR are these precise scale 
models of 2 famous American cannons, 
Revolutionary War field howitzer and Civil 
War naval cannon. Solid iron-cast carriages, 
heavy brass barrels complete to touchholes. 
5” long. $4.95 each; $7.95 pair ppd. Park 
Products, Dept. OL-2, 509 E. 80 St., N.Y.,N.Y. 


Qualify— 


HUNT and TRAP 
..for PROFIT 


For position of Government Hunter, Game Warden, 
Ranger, etc. Learn the secrets NOW, at home! 
Valuable Furs bring big bounty. Learn modern, 
effective techniques. Complete Wildlife & Con- 
servation Course includes bounty pelt prices, where 
and when to sell; also complete details on becoming 
a professional conservationist. Big Outdoor Job 
Directory explains sumimer-time opportunities, 
where and how to apply. Similar type courses are 
selling for $70.00 and more. You benefit BIG on 
slightly damaged covers. Invest in your future 
now! Complete course, only $7.95. Hurry! Supply 


limited! 
WILDLIFE COUNSELORS 
18437 Ventura Bivd. 
Tarzana, California 


Gypsy Bait Oil 


MAKES FISH BITE ‘cosr 


COST 
Mysterious aroma ot Gypsy Fish 
Bait Oil Compound smell makes 
feeding fish wild through thou- 
sands of smell organs covering 
their bodies. One drop on lure 
or live bait works in fresh or salt 
water whether you still fish, cast, 
spin or troll. Really works. Only 
$1.98 (3 for $4.98). Cash orders 
postpaid. If C.O.D. postage 
extra. Draws fish to your bait 
or money back. FREE. Handy 
water resistant pouch with every bottle. EXTRA 
BONUS: Free Book ‘Bass by the Boatload’’ with 
order for 3. Order from: 


WALLING KEITH CHEMICALS, Inc. Dept 19-C 


Birmingham 1, Alabama 


Printer’s Close -out 





a 


NEW AMAZING "BALL POINT GUN" 


Novel and different. Looks 
like a est —. ace n % 
writes 1 Ipe vint pe n. . 
Bat cleverty built into the Postpaid 
other end is .22 caliber pistol. Send 
95 ca ash, money order, or check to: 


MERCHANTEERS INC. 
1221 S. Grand Ave., Dept. SA-2, Los Angeles 15, Calif. 





for Indoor and Outdoor Life 


SHAVE TWICE AS FAST as ordinarily by at- 
taching this Shaver Speeder to your electric 
razor. Converts AC power shavers to work 
on speedier DC. Adds to cutting power while 
prolonging shaver life and reducing static. 
$5.95. Deluxe model, $6.95. Best Values 
Co., Dept. OL, 403 Market St., Newark, N. J. 


ACTION STYLED COMMANDO gun is .22 
calibre beauty. Rifled steel barrel, blade 
front sights. Accurate fast draw revolver. 
Six shots. Has screw-in ejector rod. In blue 
steel, $12.95; chrome plated, $14.95. $5 
dep., bal. C.O.D. Nat'l Precision Sales Co., 
Dept. C-22, 606 Main St., E. Orange, N. J. 


KEEP GUNS FROM RUSTING by using 
“miracle vapor discs’ contained in these 
Gun Storage Kits. Prevents corrosion for 
up to 2 years. Works even in damp, 
salt air. Kit for rifles, shotguns, $1.75; 
for pistols, 85¢. Ppd. P. W. Clough, Dept. 
E-8, 100 Main St., Newmarket, N. H. 


SEE NEARER CLEARER LARGER with half- 
frame magnifier. Precision ground lenses, 
lightweight. Look down through lenses for 
close vision, over for distance. Will not cor- 
rect for eye disease. Ideal as reading 
glasses for people over 40. $3.95 ppd., Nu- 
Life Prod. Corp., Dept. 9B, Cos Cob, Conn. 








9x12’ AC 
Plastic 33 min. order 


TARP three tarps 


These giant transparent, dur- 
able plastic tarps protect floors, 
upholstery, carpets, furniture, 
r bikes, etc., from 
, dust, grease, 
dampness. Scott Mitchell's tre- 
mendous quantity buying facili- 
ties now make this amazing offer possible: 
MINIMUM ORDER 3 TARPS for $1 plus 25c for 
postage and handling. Just think of it—three 
9 x 12 foot tarps, 324 square feet of rugged pro- 
tection for just $1.25. That’s how much just one 
of these fabulous tarps formerly cost. 


SCOTT MITCHELL HOUSE, INC. 








Dept. OL-1, 415 So. Broadway, Yonkers, N. Y. 


45 Auto Ctges. with 1 moon clips. 
Walnut Grips, High Grade St 


Steel 

Gov't Specifications. Factory List $70. oo 
FREE 6—1/2 Moon Clips 

Vv G Cond. $29.95, Select $36.95. 


-_ Police Positive Model = ; a 
L. Blue Wei, 

Gheck trigger, square butt, a *, “model. Reg. price $72.50. 
Hudsons Price Very Good Used Cond. C.H.B. Select. $39.65. 
SURPLUS MILITARY AMMO G.!i. ALL $7.50 PER 100. 
6.5 m/m Sveti Mauser or Dutch Hembrug—7,35 m/m or 6.5 
m/m Italian—7.65 m/m Belg. or Arg. Mauser—7.5 m/m French 
MAS—7.62 Ru ssian—8 m/m Lebel—8 m/m Mauser—30/06 Govt.—30 
M 1 Carbine—30/40 Krag.—9 m/m Luger, Etc., $7.50 per 100. 
WRITE FOR FREE ILLUSTRATED BROCHURE & LIST 


Hudson Sporting Goods Co., L-52 Warren Street. N.Y. C 
C.H. BERTSCHINGER. Sole Owner No 








CARRY YOUR KEYS ON A 


KEY-BAK 


MONEY BACK odes 
GUARANTEE! $295 ot retci 


West of Mississippi East of Mississippi 
LUMMIS MANUFACTURING CO. CTL COMPANY 
2242 E. Foothill Bivd. 1710 W. Stewart Ave. 
Dept. 4, Pasadena, Calif. Dept. 4, Wausau, Wis. 


OVER TWO MILLION KEY-BAKS IN USE! 





WOSQUITOS / MOTHS / MILLERS / 
FLIES / GHATS / FISH FLIES / ETC. 


i 


Linear i 


attractor. Dead insect catcher. write 
SING SING BUG CHAIR 
80X 13708 OAK PARK 37. 








© SPORTSMEN © HUNTERS 
@ FISHERMEN © CAMPERS 

DISCOUNT PRICES 
Most interesting catalog in 
the world! Nearly 100 oe 
pages—thousands of items =a NEW 1961 
— breath-taking bargains! 4 
Before you buy any sports equip- EDITION 
ment anywhere—check your Gate- 
way catalog! 


GATEWAY SPORTING GOODS CO. 


Dept. OB-3 1321 Main St. Kansas City 6, Mo. : 








re 


At your deoler or 
4 $2.50 ppd. US.A 








IT FINS , 
IT CLEANS BUGLDBYa IL 0 Lencester, Pa. 





673 BOATING ITEMS 


592 CAMPING ITEMS 


BIGGEST VALUES EVER! 
Over 3600 selections for the 
sportsman in Montgomery 
Ward’s FREE 1961 Out- 
door Sports Book. Most 
complete catalog of its kind 
—132 pages, 21 in exciting 
color. Save as never before 
on nationally known brands. 
Top buys in all lines . . . plus 
Special Bonus Gifts at no 
extra charge. Everything 
guaranteed. Use your credit 
... charge it or pay by the 
month. 


SEND NOW...IT’S FREE! 


r Mail to: MONTGOMERY WARD, Dept. OL1-3 ! 
in city nearest you. 
Chicago 7, lil.; Baltimore 32, Md.; Albany 1, 
N. Y.; St. Paul 1, Minn.; Denver 17, Colo.; 
Kansas City 23, Mo.; Portland 10, Ore.; 
Oakland 16, Calif.; Fort Worth 1, Tex. 
Please send, without obligation, my FREE 
copy of Ward's big exciting 132-page 
1961 Outdoor Sports Book, ready about 
Feb. 10th. 


NAME 
(Please PRINT Name and Address Plainly) 











Street Address or Route and Box No. 
POSTOFFICE ZONE 





| STATE PHONE 
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IN YOUR FAVORITE SPORT) (zd cpbodas BEAUTY 


SEE MORE CLEARLY,| [O/T een Shopping 


MORE ACCURATELY] || mronree.rrom racy 
when it’s HAZY, FOGGY!) | fedoras othe conti 


speed in desperate 
hunting and fish- 
ing emergen ——- Sharp! Stays Sharp! 
cles, Choose Sy “4 - « » OPENS EVERY TIME! 
from 4 y This sion-engineered New 
4 “ Y¥ is not a ch- 
blade knife, It’s GUARANT 
open aw single time. s 
onds lost . . . no messy buttons. . 
no broken’ springs. Open blade loc ks 
into position with a clicking sound. 
Easy to handle. Razor-sharp cutting 
edge. ACT NOW. Se ~yr M. 
or cash. SPECIAL! e 
$8.75. Refund in $ 
Wiither tee taract: ansition heeled: fishing or amy thrilled. Florida residents add 
ethe s p LORIDA IMPORTS, Pp kman Bldg., Jacksonville 2, Fla. 
EE MORE ACCURATELY and FLO patch ne then ttm onsen 
AM BER SPORT 








cially designed AMBER lasses that out through hase : —_ THE SUPPORT YOU NEED for a comfortably 
and fog to let you see more clearly. You’ amaz ° ° 
and thrilled when you see the bullseye or game stand correct GRPOGIENES :CON be achieved with 
out so sharply and clearly—even though haze, fog this lightweight shoulder brace of strong 
and insufficient light obscure your ordinary vision! . . a al ie 
AVOID ACCIDENTS by identifying moving objects batiste cotton. Adjustable back for individ- 
oy t M4 a4 ‘ae F ‘ ‘ ual fit. Man‘’s, woman’s or child’s chest size 
yourself Money back if you gon't say they increase ike eee c 24-45 (specify). $3.49 ppd. Magic Mold, Inc., 
your sporting pleasure many times over. ; i "2 i ae 2 ‘ 

Beautifully made with 24-Karat GOLD-PLATED ; . ’ Dept. OL-3, 1270 B'way, New York 1, N. Y. 
Aviation frame, comfortable temples, adjustable nose- ‘ ‘ 

pads, wide-angle lenses. FREE! Rich-looking Leath- 
erette Carrying Case. Send check ~ money order or 
order COD plus postage. REGULAR STYLE only P 
$2.98. CLIP-ON STYLE for use over prescription fi 





glasses, only $2.25. DE LUXE STYLE with large 
Rhodium-Plated frame. $5.00. State STYLE 
whether for MAN or WOMAN. 


GETS THE BIG ONES where they hide and feed. Wig- 
STUYVESANT TRADING CO., INC., Dept. 423 gles thru weeds, rocks, lily pads, stumps — yet 


130 West 42nd St., New York 36, N. Y. never snags. Double hook is protected by hollow. 
soft plastic lure. When a fish bites, it squeezes the 
lure and hooks itself. It’s amazing! You'll get more 
strikes . . . hook more fish than ever before. Superb 
action! Soft, natural feel! Fish won’t spit it out. Spin 
or Cast sizes in Black, Yellow, Green or Red/White 
$1. ppd. Snagproof Lures, 4153 E. Galbraith, Cin- 
_cinnati 36, Ohio. 100’, guaranteed 


AND TOUGH MATERIALS EASILY LISTEN TO THE RING of this 7-jewel Swiss 
COMPLETE, EASY-TO-USE, RAY DUTY Pocket Alarm Watch and you will be sur- 
+ Se Ssrivewen mores ONE Com OOL prised at the sharp, clear tone. Back 
QUALITY READING or BIFOCAL GLASSES for FAR ond NE me, ; opens to form a stand for use on desk or 
Recommended for folks approximately — ae ée ; night table. Can be set on the quarter 
40 years or older who do not have astig- —_ xf = ” hour. $13.25 ppd. from Prince Enterprises, 
matism or disease of the eye, and who $4. o— OB Dept. OD, 305 Madison Ave., N. Y., N. Y. 
have difficulty reading or seeing far a. fike @ machine 


ADVANCE SPECTACLE CO. Inc. Pete OL-3 | SAVE MONEY with HEAVY-DUTY STITCHER. It’s easy to 
537 So. DEARBORN ST CHICAGO 5, ILL nything made of 





























‘00 | lor re 
Convertibie Tops, Awnings, 
cm, 


Seat Covers, Sportsgear, Rugs, sedalery = 3 a 
le 
THROW AWAY pl oS with 3 3 ditterent needies (fine, rved) 


bobbin of s' waxed ‘thread (2 
YOUR OARS ’ in HEAVY-DUTY STITCHER, Easy-to-fotlow 
® cluded. Extra needles and thread always aaltesion 





$1.98 money order or check, and we pay postage. 1 
Get the Big Ones! Amazing one-hand H 2:0.D. $1.98 plus postal charges. Money back guarantee. 


SPORTSMAN’S POST 
366 MADISON AVE. _ Dept. A-12 NEW YORK 17 


b DEALER INQUIRIES INVITED X | Si ee in B a 8 ar ai n 
HYDRO-FIN oes: Kh soe man, laggy Bo a 
‘\ 519.9 By Mail 























GOLD RUSH THRILLS can be lived again 
with this Alaskan Statehood commemora- 
tive coin issued by Fairbanks Chamber of 
Commerce to celebrate Statehood Year. 
. , ; Plated in Alaskan Gold, coin is col- 
% 5 LLING ‘oe 

® 100% NYLON Cov ER 4 See Paces Tene lector's item. $1.00 ppd., Dept. OL, 
Rest ““Buy’” in the U-S.! Super quality sleeping bag, has Chamber of Commerce, Fairbanks, Alaska. 
**Leather Tongh'’ A NYLON COVER, Full ‘‘way 

around’’ Heavy dw 
zipped together to 


Canopy, Air mattre 
FULL 4 LBS 





oO 
armth even in arctic cold 36” " 8 
a 342. 00 Value ond semptete Satisfaction or Money Back! 


(Buy 2 for $38 
‘VALUE KING 


Dept. OB- 3. Box 5466, Minn eenolis | 8, Minn. 
® DEALERS INQUIRIES INVITED 























For All 4 Wheel 


Drive Vehicles | @ FREE Pro-Diving 
’ . Catalog-Manual 


SELF ENGAGING, BUMP PROOF =; Sead Complete PRO-“lung” in- 
THE STRONGEST HUB BUILT formation for underwater 


fun, adventure, profit. 
THE HUSKY IS SELF ENGAGING. A fingertip a Spear fishing, treasure 
twist of the HUSKY control handle and the vehicle ad 3 hunting, exp Oring, boat | . 
engages oe RU xy for you. With other hubs you ; maintenance, salvage, | STURDY BUT COMPACT boots for rain or 
have to rock or roll the vehicle an | £ ~ le | i ishi i 
but never with a HUSKY. vou CAN'T BIND A | ¥ ten sevinn, weeny Sven, aap. Meneee ehing. cauping gating 
HUSKY BY BUMPING because the HUSKY actu- 4 tech-data by registered, | ‘atex gum rubber. Fit into pocket, tackle 


HUBS are tocgh oan ao cover. HUSKY at licensed experts. New box, glove compartment. “Stretch Boots’’ 
d compac ¢ drive | _ \ - ’ i 
a thick and is of high specification heat reamed 4 = 4 Lt mtg ge feo ee swretch over. men's shoes. Block. Siete size, 
conomical to buy. Satisfaction guaranteed. writt ; PRO ‘'Factory-to-You’’ | 6-13. $6.20 ppd. Dobbs Prod. Co., 1255 
TODAY FOR FREE LITERATURE. DEAL ER INQUIRIES INVITED, a 4 offer. Send for REE Cata- Ss. Wabash, Dept. 208-A, Chicago 5 iM. 
TRADE WINDS, INC. | log-Manual now. 16 
Box 976 Boulder, Colorado ROSE AVIATION, Inc. OUTDOOR LIFE 


Box 73 Aurora, Ohio 








for Indoor and 
Outdoor Life 


Boats, Cisterns. Fully automatic! No 
. improved, dual-action 
siphons up to 
Drains flooded cellars, boats, 
War a hose & water faucet. 
16” of floor, Durable, non-rusting 
¢ annot break down. Uses NO elec ctricity. : atistied 
users. Price REDUCED! Now onty, $2. baad pias. : ne postage & hi dling, Rusb 
$2.99 for prompt delivery anywhere. lus 50c. fee). Satisfaction 





guaranteed or money back. HYDRO MASTER. sold only by 


] ie — = prt, 
Dries Flooded Cellars THORESEN, Inc. Dept. 49-C-491 
Pools, Boats, Cisterns _ 585 Water Street, New York 2, N. Y. 


pi “a with 
AROUND THE WORLD” place mats are “, g pate og 
useful, educational conversation pieces. ‘ peep 
i i band sights 


Maps of the world are in seven radiant col- 


ors on durable, heat-resistant washable ace- “th e ax, $24. i with 4X scope 
tate. Stain proof. 4; $2.00 ppd., 6; $2.75 } WINCHESTER Samy oe * mounted and bore- 
ppd. Terry Elliott Company, P. O. Box No. | oe sighted complete. 
1918, Grand Central Station, N. Y.17,N.Y. | & REMINGTON .303 AMMO 


USED IN THIS MODEL 


Enfield bolt action rifle proof fired in Britain, With Royal 3 
Army ordnance marks, Pistol-grip sporterized stock, Ac AMMO e- 
curacy guaranteed, Ideal for all North American big game. 4 NEW es 
American made .303 ammunition available at all stores ACCESSORIES 
Add $5 for specially selected exterior. (sold only with 
SPECIAL SCOPE OFFER: 4 power color corrected rifle- rifles) « 100 rds. tar- 
eons = internal adjustments for windage and elev. get ammo, $7.50 * 40 
erfect scopes, rejected by mfgr. because of rds. softpoint hunting 
Might exterior blemishes. We mount free with rifle, $24.95 ammo,$5.90 « New Leather 
complete. adj. sling, $2.00 « Web heavy 
TO ORDER: Enclose $10 deposit for C.0.D. Shipped F.O.B. duty gun case, $2.00. Cleaning 
Culver City, Calif. resid. add 4% state tax. 10-day money kit consists of heavy duty cleaning rod, 
back guarantee, patches, borecleaner, gun oil, brushes, $2.00. 


_ WEAPONS, INC., 11029 wenteapee Bivd., Culver City 47, Calif. 








SPORTSMEN ENJOY many features found 


in this rugged but comfortable “Sportcraft- | NEW SIGHTMASTER seq O1 ” RIFLESCOPE ie 


er’ jacket. Sleeves are cut to allow full arm 
. It’s here at last! The most sensational scope value in a lifetime in your choice of power — 2%2X, 4X or 6X. its got 
movement. Zipper pocket keeps keys and all the deluxe features you've been looking for: precision glass optics throughout; color corrected; & with internal FREE 


in fe. i adjustments for perfect focus & alignment. Beautifully — a. Long eye relief. Easy to install, fits over 350 U.S, 
coins safe. 16 colors and sizes 16 to 60. and foreign rifles including Enfields. Only Send cash, check or M.O. C.0.D *S require $5 MOUNT 


we . $9.95 p 
$7.95 ppd. Rugby Knitting Mills, Dept. OL, deposit. Add. $1 for Air Mail, IMMEDIATE DELIVERY. SATISFACTION GUARANTEED. When ordering specify scope 
1490 Jefferson Ave., Buffalo 8, N. Y. Laiekdon make ana mode! of rifle. Dealers inquire. PAM TECHNICS, INC. 1230 Pan Technics Bidg., Encinitas 65 Calif, 


FISH BY SMELL 


NEW GETZEM is fortified with QUMOX 
hormone attractant and concentrated food 

odors fish love. One tube catches dozens 

of fish. Not an ofl that stays on surface 

Instead, it disperses, penetrates deep into water. 
Legal in every state. Only $1.25 per tube (3 for 
$2.95). Six flavors. Indicate choice: Trout. Cat. 
Carp. Other fresh water. Salmon. Other salt water. 
30- oi eee -back guarantee. Postpaid ex- 


ew NORKI, LABORATORIES, Dept. OL-31N 
809 W yandotte, Kansas c } City, 


END LOOSE ROD PROBLEMS with adjust- r 
x hen 3 ; | wey SLINGSHOT 


able rod case that telescopes 
inches to 56 inches and locks in position. ‘4 y Accurate as a Rifle 


i | P Powerful. Hard hitting 
Accommodates two or three fly rods in cloth | yt ie’ nadiee Screen 


cases and all but largest salt water spinning of and sturdy cast aluminum assem- oan ( ? ) t 

rods. Convenient carrying handle. $3.85 | 7 Pouch fy Fo ends pon Sw we 2 oe a3. ih OOMY j/OM ON ese 
d., L. L. Bean, Inc., Main St., Freeport, Me. | :—C SS t the best, most accu- 

pp p ee . ee ee ee ‘es “The Dreamer’ COACH 





rate, most powerful 
ever used $1.50. Cash orders ppd. 











from home. Beautiful interiors. Complete 


galley, dining and sleeping for six. Large 

Pr crank-out windows, roof vents. Self-con- 

tained lights, water, icebox, etc. Toilet 

LINN and shower, available. Custom fitted to 

WIVEL SAVES FISH your needs. Insulated for year ‘round 
a) Onn comfort. 


SLIP HOOK IN OUT OF GUARD = CARTWHEELS lightest, sturdiest coach made due to 


75¢ 
was CORP. Box 501, Windsor, Mo. Ready to live in—a home away 

















GUARD WHEN TO BAIT Tal 0 rugged aircraft type construction. Jig-built 
NOT IN USE. : pend ale for precision and economy. Mounts and 

{ Roll-Up dismounts in 15 minutes. Aluminum ex- 
terior painted to match truck. Fits all 


e Trotlines have a 
pick ups, including new low compacts. 


2-way swivel hook guards 
eliminate tangling, dismantling. Fish can't twist : 
END COLD WEATHER WORRIES os to off! Needle sharp 4/0 hooks legally spaced. ; 
whether your car will start by installing this FULLY ASSEMBLED —READY TO BAIT “OM; Sipe tee att Mit 
electrically-heated battery warmer. Heating | 80 ff. TROTLINE on winder, 16 assemblies $3.95 $5.75 from $595. “The Dreamer” outsells all 
coil keeps batteries at 60 degree level in 100 ft. TROTLINE on winder, 20 assemblies. . 5.50 6.95 others Send for FREE fact-filled folder 
sub-zero weather. Specify year and make 150 ft. TROTLINE on winder, 24 assemblies. . 6.95 8.95 Some deal rships 0 Writ TODAY! 
of car or truck. $9.95 ppd. Stadri Products Extros if desired: Roll-up Reel $1.00; Hook Guard $1.20 doz.; Brass 0 ership pen. rite s 
Dept. L, 147-47 Sixth Ave., Whitestone, N Y. U-shaped Brad (2 for each guard) 15¢ doz. Trotlines quoranteed. Ppd 

sf pitts FREE WITH ORDER: 22-page illustrated booklet 
| tells how. when, where to a eg ete Coons CUSTOM COACH MFG. co. 
MARCH, 1961 17 NOTE: Mailed FREE at your request . . this Val- 

| 107 Commercial St., Oswego, Kans. or 


uable Booklet and Full Information! 
F LAWRENZ MFG. © DEPT. V. 319 N.BISHOP AVE. DALLAS. TEX 3937F Mission Blvd., Pomona, Calif. 


100% LIFETIME GUARANTEE for orig- 
inal owner. Four basic models, priced 





DISCOUNT PRICES on 2000 National Branc 
Fishing, Camping, Archery, Boating, Ath- 
letic, Hobby, Clothing, other interesting 
speci alty sports items you can’t buy any- 

where else. All accu- 

rately illustrated and 

described . Uncondi- 

tionally guaranteed, 

HURRY! Clip coupon 

and get this Big FREE 

Book-of-Bargains early! 


DAVE COOK Sptg. Gds. Co. 1611M Larimer, Denver, Colo. 
NAME 


ADDRESS 


STATE 


city 


America’s newest, most luxurious Coach with all 
the features, yet budget priced for everyone. 
Write neorest factory for Free Brochure. 


Dealers inquire too. 


ROMER SALES, INC. 
LAKEVIEW, CALIF. 


ROMER OF KANSAS, INC. 
MINNEAPOLIS, KANSAS 





FREES "HUNTING KNIFE 
O ye7_ Lo 
7-TNCH BLADE 


We give you handiest hunting and fishing knife you've ever 
had! Has 4-INCH LONG highly tempered steel blade—VERY 
SHARP! Attractive handle. We send knife FREE to acquaint 
you with our below-wholesale bargains. Please send 25c for 
handling. NO LIMIT—but send 25c handling for each knife. 
Order TODAY! 

Hunting KNIFE, Dept. K-540, Box 881, St. Louis, Mo. 


Tells how we 
can teach youk 


U ICKY & FAS! [' nceaher 
yl 
Wi 


‘ + ‘ ‘ 


GAME HEADS, FISH 


Send at once for this fascinating free 

which tells how you can learn 

to bea taxidermy artist. Save 

and preserve your beautiful hunt- 

ing trophies. Decorate your den 

FREE A grand hobby for sportsmen, 

hunters, anglers — both men 

and boys! DOUBLE your fun 

nting and fishing.We 
teach you this marvelous art right in your 
own home, by mail in your spare time. Also, 
we teach you to make strong, useful GEN- 
UINE LEATHER from hides. Act right now. 

! a a letter or penny 

SEND TODAY! i for the beautifully il i 
lustrated 68-page FREE BOO! ‘ull of fas- 
cinating game pictures. Learn about this old 
reliable school for outdoorsmen. 43 years in 

business. More than 400,000 students! No cost or obligation 

for the book. Get your copy NOW. STATE YOUR AGE 


NORTHWESTERN SCHOOL OF ——— 
3 Elwood Building - Omaha 2, Nebraska 





x! Otemy 
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Shopping 


for Indoor and Outdoor Life 


GUN DIGEST “TREASURY” contains the 
best from first 15 years of Gun Digest, 384 
pages, 64 features. Illustrated. Personally 
edited by famous John T. Amber. Big 82” 
x 11” page size. Will give hours of reading 
pleasure. $3.95 ppd. Gun Digest Assn., Dept. 
OL, 4540 W. Madison St., Chicago 24, Ill. 


A FOUL WEATHER FRIEND is this extra long 
50-inch rain parka. Heavy gauge, heat 
sealed vinyl protects against the heaviest 
downpours. Zipper front and gusset, large 
game pocket. Carrying case. Small, medi- 
um, large sizes. $4.20 ppd., Thoresen, Inc., 
Dept. OL 269, 585 Water St., N. Y. 2, N. Y. 


HEADS WILL TURN when bellow of Bombay 
taxi horn sounds. 20” horn was originally 
used on horse-drawn carriages in 1900. 
Still favorite of taxi drivers in india. Nickel 
on brass. Easily installed. Perfect for car 
or boat, $12.95 ppd. Rowland, Dept. 3-E, 
165 East 35th St., New York 16, New York. 


GOVERNMENT SURPLUS Guide. ‘‘How and 
Where to Buy Government Surplus” is a 
64-page book that shows bargain hunters 
how to buy from U. S. Government. 200,000 
sold. Lists over 600 Government Surplus 
Depots. $1 ppd. Aviation Surplus Center, 
Dept. OL, P.O. Box 789, York, Penna. 


OUTDOOR LIFE 


ELECTRONIC GAME CALLER contains re- 
corded “‘live calls.” Hi-fi bird and animal 
caller designed for hunters, photographers. 
Self-contained including power supply. 45 
rpm lifelike records. $129.50 or free folder. 
Electronic Game Calls, Dept. OL, 210 
W. Grand Ave., Wisconsin Rapids, Wis. 


ENGLISH DUELING PISTOLS from early 
19th century and rifles, pistols, edged 
weapons, almost 1,500, are listed in this 
208-page catalogue-reference book. All of- 
fered for sale, illustrated, described and 
priced. $1 ppd. Museum of Historical Arms, 
1038 Alton Rd., Dept. OL, Miami Beach, Fla. 


TODAY'S HEADLINES COME ALIVE in this 
collection of twenty-two stamps from the 
twelve new African nations. Exotic and col- 
orful stamps from places like Mali, Congo, 
Somalia. Rare animals and startling tribal 
masks in brilliant colors. 10c ppd. H. E. 
Harris and Co., Dept. T28, Boston 17, Mass. 


REMOVE BLACKHEADS IN SECONDS with 
Vacutex, a device designed to remove even 
the most persistent blackheads quickly and 
easily. Rubber tip assures simple, painless 
operation and quick relief for all age 
groups. $1.10 ppd. Balleo Products Co., 
Dept. 133, 735 E. State St., Westport, Conn. 





(continued from page 13) 


plete with 120 yds. of 6 lb. test mono- 
filament, reel retails for $16.95 at local 
tackle or sporting goods dealer. 


DRY FLY AERO-SPRAY—The key 
ideas behind this new offering for the 
growing numbers of dry fly fishermen 
are convenience and improved perform- 
ance. U. S. Line Company, Westfield, 
Mass., developed this canned Aero- 
Spray to keep your line afloat. Apply 
this fast-drying silicone solution with 
a touch of the finger from the pocket- 
sized 2 oz. container. Can be used while 
on the stream or before the fishing trip. 
$1.25 at sporting goods dealers. 


ANTI-SLIP DECK SHOE—An all-new 
Ropeez Deck Shoe is being manu- 
factured by the Tyer Rubber Company 
of Andover, Mass. This is a white cir- 
cular vamp oxford with a special anti- 
slip sole made of heavy duty jute 
impregnated with neoprene. For added 
traction, the sole is integrated with a 
white rubber border. In addition to its 
exceptional safety advantages on slip- 
pery decks and docks, the manufac- 
turer points out that the Ropeez sole is 
lightweight, flexible and durable. And, 
because it is non-conductive, it is said 
to keep feet comfortable cool in all 
temperatures. These shoes are avail- 
able in whole and half sizes, from 6 to 
13 at a suggested retail price of $6.95. 
Write Tyer for the name of the store 
in your area. 


RECEIVER SIGHT FOR NEW SAV- 
AGE—A new micrometer receiver sight 
for the recently introduced Savage 99F 
and 99DL has been reveloped by 
the Williams Gun Sight Company of 
7,300 Lapeer Road, Davison, Mich. It 
is said to be foolproof. Known as the 
FP 99S, the new receiver sight is free 
from knobs, posts and other exterior 
obstructions that restrict the shooter’s 
field of view. The rifle is drilled and 
tapped on top of the receiver so that 
the new sight will fit just ahead of the 
shotgun type, tang safety. Weight is 
only 1% oz., but manufacturer main- 
tains this sight has the utmost in 
strength, and is the most positive to 
use. Price is $9.00. 


AUTOLOADING RIFLE first especial- 
ly designed for new .22 magnum car- 
tridge, has been announced by the Jeff- 
erson Corporation of 112 Quinnipiac 
Avenue, North Haven, Conn. The com- 
pany says it is an entirely new concept 
in a varmint rifie, which combines ex- 
treme accuracy with high velocity and 
killing power, plus firepower not before 
available. It gives the shooter the abil- 
ity to deliver a series of rapid but ac- 
curately aimed shots at running game. 
Finely balanced inertia blocks tame 
down recoil and rearward motion of the 
bolt. The model 260 has 12-round mag- 
azine capacity (plus one in chamber), 
22-inch barrel and receiver integrally 
locked for accuracy, and many other 
features. Price is $59.95 at gun dealers, 
or write Jefferson for nearest dealer’s 
name.-—Ben Smith 
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Save labor cost up to 100%, reducing 
completed home cost up to 40%. You can 
assemble any of 57 designs from easy-to- 
follow plans. No measuring or cutting 
...@very piece precision ma- 

chine pre-cut and marked. 





PRICED FROM 
$2295 UP 


FIVE EASY- 
PAYMENT PLANS 


B cUT-T0-FIT HOMES ‘cut COSTS yp 10 40% 


BUY DIRECT FROM MILL. Eliminate all 
between overhead, profit and labor costs. 
Nothing to plan or figure. Complete with all 
lumber, hardware, paint, nails, glass, posting. 
etc. Sterling Home quality material throu wey. 
out. Freight paid most areas. Write 

Send 25c for illustrated, color catalog, floss 
plans and details. 


INTERNATIONAL MILL & TIMBER CO. Bay City, ation, DEPT. OL-31 








3 ACCORDIONS*: ¥2 OFF! 


Save up to 44 off retail prices of comparable accordions! | 
5-DAY FREE TRIAL | 


if Buy Direct from world’s Largest Dealer! 
ee Compare our low Importer-to- Youprices! 


e! 8 
address for FREE Color Catalogs and 
‘ect Importer-to-You prices. Write 


New CLIP-ON Magnifiers 


—— 


‘ Accordion Corporation of America | 
» 2003 W. Chic: 


+» Dept.oL -31 Chicago22 


U. S. Pat. Office 

WONDERFUL — nofreeds — Keeps Worms Alive. 
Crawlers—Reds—Gardens. Hauls alive 1,000’s 
miles hot weather. Makes worms big—clean— 
lively fast. Add only water. Used over and 
over. Getem when wet, gotem dry weather 
for fishing. Season supply only $1.00. Free 
Catalog. Buss Mfg. Co., Lanark, Ilinois. 


Originator—Patent owner. Buss U.S, Pat. No. 





2,790,716, 


Make Reading Easy 


Now, everyone who wears prescription-made eye glasses 
can “CLIP ON” these wonderful magnifying lenses. 
Make small print read bigger. No need for extra reading 
glasses. Clip on and off in a second. Can only be worn 
on other glasses that are not bifocals. Read the Bible; 
makes fancy work easy. Fit any type and size. 10 Day 
Home Trial. Send name and address. On arrival pay 
postman only $4, plus C.O.D. Satisfaction guaranteed. 
Or send $4, we ship prepaid. Ideal gift. Order today from: 


PRECISION OPTICAL CO. 
Suite 198-C Rochelle, Ill, 





TANNERS SHOE CO. « 


YOUR OWN 
E AT HOME! 


Earn $10.00 to $50.00 weekly extra 
cash, with great Kushiontred Shoes! 
swum No experience or investment! Spare 
time only! Write for big FREE outfit! 

















DRAINS cellars, cisterns 
B\ IRRIGATES - CIRCULATES - 


wash tubs; 
SPRAYS 


t. Won't ane 2 clegt Use. 1/6 HP 
»tor e HP for up to 
100 GP ty 450 ‘6 iP rig 80’ high; 
560 @ PH from 25’ well. 1” inlet; 34” 
tlet. Coupling included free. -95 

Duty Ba 


Postpaid if cash with order. 
Guarantee. Also other sizes, types 


LABAWCO PUMPS, Belle Mead 67, N.J. 





BURIED TREASURE & RELICS 


Hor plot electronic M-SCOPE locates hidden 


by experienced explorers since 1932. Tran- 
sistorized, lightweight. From $59.50. Terms. 

Guaranteed. Write for FREE illustrated book- 
fet of fascinating customer reports. 


Dept. 7E Palo Alto, Calif. 





Reveals 200 Ways 


FE GUID to Make Extra Money 


YOUcanturnyoursparehoursinto  —_ 
eash ($25 to $100 a week)! Ask for Free Subscription 
to Opportunity Magazine, nationwide guide to extra 


eash for millions of men and women. Contains hints, | 


plans, hundreds of offers. No matter what your age, 
experience, or occupation—write TODAY for next 5 
issues FREE. Send no money—just your name. 


OPPORTUNITY, 850 N. Dearborn, Dept. 340, Chicago 10, lil. 


207 Brockton, Mass. 


old, silver, coins, etc. Used world-wide | 


i FISHER RESEARCH LAB., INC. | 


ONE DROP 
Holds a Ton! 


HIGH POWER CONCENTRATED 
EPOXY WELDS ALL MATERIALS! 


As featured in Reader's 
Lif 


Sold 
Only By 
Thoresen 


or expand. Helps you SAVE hundreds of dol- 
lars on home & car repairs. Deluxe 2 tube 
kit only $1.98. COD’s plus fee & post. Money 
back guarantee. Prompt delivery anywhere! 


THORESEN, Inc., Dept. 49-C-785 
585 Water Street, New York 2, N. Y. 


CAMPERS!! 


low cost family fun 
save hotel-motel bills, 
room for all weather 
living, fold or set up 

in 5 minutes, light- 
weight-safe-also utility 
trailer. 

Buy direct from factory 











SURINAK ENGINEERING 
13100 W. Cleveland Ave., kesh a 





| [Price LS aad with 50 
DISINTEGRATING PELLETS 
They crack like o rifle ¢ 
wis hoy hae ore S995 

mark—puff of smoke! 








Beautitully polished 
cast aluminum stock. 
Pistol grip. So powerful it kills 
small game. Fits pocket perfectly! 
Gvoronteed. FREE shooting manvol. 
Order NOW from: SPORTS 
4184-03 Apple Street, Cincinnati 23, Ohio 


| haat 





STYNIIG TT LiL de 


Retail F.O.B., Irwin, Pa. 

Sleeps 4 or 5. Weight: 975 Ibs. 

Also available in a 15 foot Scotty 

model. Write for literature or see 
your Serro Scotty dealer. 


SERRO TRAVEL TRAILER CO. 


THE SCOTTY WAY 


This low, trim 13-foot beauty with aluminum 
exterior and aluminum gear-type windows and 
jalousie door with matching screens. Roomy dinette, 
built-in sink, 2-burner stove, ice refrigerator. Ample 
+ storage and cabinets. Keep in garage; use as 
spare bedroom. Ideal with new compact cars. 
=7"* Available in 3 floor plans, one with commode, 
—all with famous Serro step-down interiors. 


1031 ARONA RD., IRWIN, PA. 





SALT WATER 





George Heinold 


OTS OF salt-water fishermen catch 
their first false albacore by acci- 
dent while casting or trolling for 

bluefish. It was that way with my 

friend Ted Allerton. 

“This is the hottest fishing I’ve had 
since I moved to the East Coast,” ex- 
claimed Ted, formerly of Washington 
state, as he unhooked his fifth fly-rod- 
caught bluefish. “Towing a small skiff 
out here was a great idea. How’d 
you happen to think of it?” 

“I didn’t originate the idea,’’ I ex- 
plained. “One of the skippers I’ve 
fished with in the Caribbean always 
tows a pair of skiffs behind his cruiser 
so we can explore shallow flats for 
bonefish and permit or run up creeks 
for. tarpon. He also uses them out in 
the deep water when we run across 
schools of small blackfin tuna, king- 
fish, bonito, or any other fast-moving 
fish that can be chased with a ma- 
neuverable little boat and caught on 
light tackie. It just happened to dawn 
on me that the same thing could be 
done up here, that’s all.” 

“You sure hit upon a good thing,” 


} 


laughed Ted, whose favorite tackle is 
the fly rod. “I was getting bored with 
trolling.” 

Our lightweight skiff was riding 
gentle seas some 30 miles outside of 
Montauk Point, New York. We had 
loaded her aboard a deep-sea cruiser 
our party of six had chartered for a 
day of school-tuna fishing. Ted and I 
put her over the side when a big school 
of top-feeding blues was spotted. Per- 
fect game for the fly-rod man, those 
blues averaged about 4 lb. After we'd 
caught our fill or lost track of the 
school, all we had to do was return to 
the cruiser and resume tuna fishing. 
In that way we could enjoy the kind of 
sport we liked without interfering with 
that of the rest of the gang. 

Once more I revved up the outboard, 
gave chase to the blues, glided within 
casting range. This time Ted’s hasty 
cast fell short of the surface-feeding 
blues, but he got action anyway. 

“One’s after my bucktail,’ he said, 
seconds after beginning his retrieve. 
“Look at him burn through that water, 
will you?” 





Portable Deer Blind 


Finding a blind doesn’t stump John Kirbo, left, and Jack Hargis. 
The two Fort Worth, Texas, hunters have faked a hollow tree stump 
they carry with them on deer hunts. Their stump frame is covered 
with linoleum cylinder that’s neatly shingled with real tree bark. 
Top of the blind has double doors for stand-up slrooting. Knotholes 


allow side shots. 


gag Ws 
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Luxury fittings in stump include seats and lights 
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False albacore taken off North Carolina. 
They range from Caribbean to Cape Cod 


I looked up in time to see Ted’s jaw 
drop in astonishment. He’d hooked a 
fish that was ripping line through the 
guides of his fly rod, and the rod was 
bent into the shape of an upside-down 
U. 

“He must be the biggest blue in the 
ocean,” Ted gasped. 

The fish didn’t swerve or dive. He 
remained close enough to the surface 
to cut a wake with his dorsal fin and 
held to an arrow-straight course as he 
pulled fathoms of line out of Ted’s 
salmon-size reel. It was fortunate that 
Ted had filled it to the hilt with nylon 
backing line, for it seemed no time at 
all before 75 yd. of that line was knif- 
ing through the Atlantic. 

“That fish isn’t a blue,” I said. “A 
blue would’ve veered, jumped, or bored 
for bottom by this time. I’d guess that 
it’s either a young tuna or a bonito.” 

It wasn’t until that swift fish had 
carried out nearly 100 yd. of line that 
he decided to change his method of 
fighting. He made a lunge that jarred 
Ted, swung sharply to our right, and 
dived, plunging for bottom as fast as 
he’d raced during his straightaway 
run. Then he began to bulldog and 
dodge from one direction to another. 

“He’s some powerhouse,” grunted 
Ted, after a quarter of an hour had 
passed. “Do you think I'll ever bring 
him up?” 

“Sure,”’ I chuckled. 
afternoon.”’ 

“You're a big help.” 

New to deep-water fishing, Ted 
wasn’t fully aware of how much help 
I was giving him with the boat. I kept 
it in motion, always following the fish. 
This maneuvering enabled Ted to re- 
cover at least a third of the line the 
fish had carried away. The fish was 
now almost directly underneath us. 

“T’ve got him on his way up now,” 
Ted exulted a few minutes later. 

Each upsweep of his rod lifted the 
fish closer to the surface. He lost only 


“You've got all 





1. Corvair Monza Club Coupe 
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3. Greenbrier Sports Wagon 


They take you places you used to hike to! 


Know why Corvair’s so adept at taming wild terrain? Traction. 1. oo Club cre tw Bows —_ 
; ‘ : ‘ ; sports car, wi ucket-type seats u 
Rear-engine traction. Every Corvair’s got it. Plus light, sure con- front and almost 12% ieahaed ae 


trol and beautifully balanced braking. Plus the smooth, level ride capacity under the hood. 


. a . Lakewood — an honest-to-goodness rear- 
you get from 4-wheel independent suspension. Plus lots of other engine wagon! Holds up to 68 cubic fest 
pluses — about which your dealer will be glad to tell you. Drop of your stuff. 
in on him soon. . . . Chevrolet Division of General Motors, - Greenbrier—we call it a Sports Wagon be- 

‘ vans cause it’s so nimble, even with room for 
Detroit 2, Michigan. up to 175.5 cu. ft. of people and things. 


‘61 CHEVY CORVAIR 
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Easy to Wear — Easy to Care For — Yet the 
price is surprisingly low. Satisfaction Guaran- 
teed or your money back! Only 

the Rugby Sportcrafter has so $7795 
many unique features: 


Safety Keepocket — Zipper closes so you 
\ won't lose coins or keys. Auto- 
matic ‘Push-up' Sleeves. Snug 
elastic hip-huggers. 
L 
Comfort Cut Swingeze Sleeves / 
for full free arm movement to ? 


help land the big ones! 


< Weather Protected by Button-up 
Collar and double shoulder yoke. 


ph Jam-Free Conmatic Fastener. 
my 1 ANe 


Guaranteed Washable — Sanfor- 
ized® and Dupont Zelan” durable 
water repellent treated by Bradford. 


16 colors — sizes 6 to 60 


Co 
©” Guaranteed by 
Good Housekeeping 
s 


* 
» 


Here's a ‘get-acquainted 
offer’ you can't miss... 


12 SELECT HAND 
(Regulor $1.00 valve) TIED DRY FLIES 


Send 25c in coin with this coupon 


Name — 





Address 
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RUGBY KNITTING MILLS, INC. 
1490 Jefferson Ave., Buffalo 8, New York 


Some dealer franchises available. Write for details 
if you ore rated in D & B. 


|picking up our 
| ‘We'll soon know what you've caught.” 


|I laughed. 


|more than 65 





| bucktails. 


| with this startling suddeness. 
| because they’re nomadic wanderers of 
| our warmer seaways, the kind of fish 


inches of line when the. fish resisted 


| with bursts of power which were be- 


coming weaker. 
“Steer him toward me,” I urged, 


long-handled net. 


I made a quick pass with the net and 


| brought into the skiff a hard-muscled, 
| tuna-shaped fish that weighed 12 Ib. 


The bluish shades of his upper back 


| paled to silver underneath. Only on the 
| hind portion of his upper sides were 
| there conspicuous markings. Similar to 


those of the common mackerel, they 


| were wavy bands and spots. 


“You've caught yourself an alba- 
core,” I told Ted. ‘‘A false albacore.”’ 
“A false albacore?’”’ Ted echoed, 


looking puzzled. ‘“‘What’s the difference 


| between an albacore and a false alba- 
core?” 


“Quite a bit, even though they’re 
both members of the mackerel family,” 
“One difference is size. 
False albacore seldom come much 
larger than 20 lb., while albacore of 
Ib. have been caught 


with a rod. The coloring on an alba- 


| core’s back is dark blue, the sides are 
| bronze, and the fins are bright yellow. 
| Also, the side or pectoral fins of an 
|albacore are 


very long—almost half 
the length of his entire body.” 

“Are albacore stronger fighters than 
false albacore?”’ 

“That question would start a hot 
argument in some circles,” I replied, 
recalling some I'd heard between Flor- 
ida and Cape Cod, Massachusetts, the 
Atlantic range of the false albacore. 
“I’ve listened to quite a number of 
anglers who claimed that, pound for 
pound, the false albacore has an edge 


|} on the albacore. But the International 
|Game Fish Association lists only the 
| albacore as a gamefish.” 


“Well, I sure 
gamefish,”’ 


recognize him as a 
Ted exclaimed. “Do you 


| think we can find a few more?” 


So our chase for blues ended up as 


| one for false albacore. Ted and I were 


just about under way again when, 
abruptly, the entire school of albacore 


| appeared on the surface to clobber the 


swarms of baitfish they’d driven up 
from below. They were good-size fish, 
running between 10 and 14 lb. It was 
as easy to hook them as it was difficult 
to whip them with our fly rods. 
All we had to do was to bring the skiff 
close enough to reach them with our 
Ted and I managed to land 
five more before the cruiser came along 
to pick us up for the homeward trip. 


ane albacore nearly always burst 
into the lives of sea-going anglers 
This is 


that range the ocean hunting baitfish. 
To watch a school of them drive into 
bait hordes is a blood-firing spectacle. 
These swift marauders often leap clear 
of the water during the pursuit. At 


| other times, they'll “push water,’’ as 


the charter-boat skippers say. Only 
their fins show when false albacore 
push water. But a large group of them 
rushing forward at full tilt will create 
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waves which move faster than those 
whipped up by a stiff sou’wester. 

One of the saltiest skippers ever to 
sail out of Brielle, the famous New 
Jersey port, once taught me an inval- 
uable lesson in the catching of false 
albacore that were surfacing. This 
particular school was leaping wildly 
within an easy cast of our boat. Ex- 
citedly I grabbed a bait-casting outfit, 
hastened to the bow, and cast a feath- 
ered spoon repeatedly. Not one of my 
casts produced a strike. 

“There must be something about this 
spoon that those albacore don't like,” 
I grumbled. “I’m going to try another.” 

“Don’t waste your time, young 
feller,” the skipper advised. ‘‘Artificials 
very seldom take albacore when they’re 
jumping around like that. Wait until 
they settle down.” 


Sn the school of albacore, splitting 
into several sections, had the bait 
cornered. Now they stopped using the 
aerial acrobatics. Only their dorsal fins 
were visible. 

“Chuck your spoon out there now,” 
the skipper directed. ‘‘They’re really 
feeding now—not just chasing.” 

The spoon that had been scorned 
only minutes before now became a 
sensation. One cast, one fish; two 
casts, two fish; three casts, three fish. 
It kept on going that way until the 
school left for other parts. 

Whether it’s summer along the north 
and central Atlantic or winter in Flor- 
ida and the Caribbean, any light-tackle 
fan who’s on a cruiser plying the blue 
water stands an excellent chance of 
tangling with false albacore. Once 
these fish are around the boat, all he 
has to do is take his place on top of 
the cabin or on the bow and cast into 
them. If they’re so far off they can’t 
be reached with a cast, simply drop 
the lure overboard and let it drift to 
the school. 

Bait-casting rods such as you’d use 


‘for black bass and pike in fresh water 


(5 to 5% ft. long) will do for the 
angler who prefers to fish with a level- 
wind reel. But be sure the reel is large 
enough to accommodate at least’ 150 
yd. of 18-ib.-test (6-thread) line. Be- 
cause of the false albacore’s long runs 
and sustained dives, it’s prudent to 
allow a little leeway in both the 
strength and length of line. 

Spin-casters are among the false 
albacore’s most enthusiastic supporters. 
Their tackle is especially well adapted 
to fishing for him because it shoots out 
a lure as far, speaking generally, as 
the bait-casting outfit. The long, 
springy tip of a spinning rod allows 
the person using it the sensation oi 
playing a strong fish with a slender fly 
rod. And a great many of the flashing 
spoons and jigs in most spinning kits 
are deadly for false albacore. 

A medium-weight spinning combina- 
tion is ideal for false albacore. I’ve 
had good luck with a 7-ft. rod and a 
ree. that held about 200 yd. of mono- 
filament testing at 8 lb. 

Althoujzh flashy spoons and feather- 
trailirg jigs that weigh up to 2 oz. 

(continued on page 81) 








16 BEAUTIFUL HAND TIED FLIES 99¢ | CONRAD'S SURPRISE Box 


(FREE PLASTIC BOX WITH ANY 3 SETS OF FLIES FOR $2.97) eeck with thatr’ eo Tull of bapoy surpriocs 


week with their box full cf happy surprises 
for the fisherman. We give 100’, money back 


4 guarantee on every Conrad's Surprise Box ; 
Each box contains three to five times its Ya 
mn price in regular retail value—fiies, spinners, - 
Ss ' lures, swivels, Jeagiers, etc.—and all useful. OUR 
4 fancy items in choice of box: (a) Spinning, YA. Spinning 8. Fly Fishing 


2081 R (b) Ply-fishing. (c) General, (4) Sult water. QC. Generet_ 0. Salt Wate 


. THREE SIZES OF SURPRISES 
779 JUNIOR SUR- 
PRISE BOX — Big rate SENIOR oye 775 SUPER SURPRISE BOX 
thrill, big value SE BOX—Con- A super-duper tackle value! 
; small price. With at ‘@ins 15 or more Box filled to bursting with 25 
Coac man Yellow Sally 











"Royal KAR Belle le ast 10 useful items items certified $6 to = mroe useful tackle products. 


' ‘| 
McGinty Bee 9 only $1.95 ss reall only $4.95 


4 : x Ibis retail onl 
eee ws ye m6 Sen Wee FIETED“VRCRTE-BOXES” 
YOU'LL SMILE Black Gnat  ® Brown Hackle HIP-ROOF, BULGING WITH FISH-APPEAL — 


| j Peacock In your choice of Spinning, oe Fly-Fishi 
Too White Miller Professor & \ Montreal S675—WELL FILLED BOX 1 0 


9.90 
ig, Sturdy Philson Hip-roof—chock full, 20 or 
WHEN You Je FA’ ) 


more items. Lightweight 12 x 7 x 9 inch. 

fe d — enamel ine oe finish, ee 

Th choice selections of poyular patterns of fli ear includes line, leaders, swivels, hooks 

SAVE AT are carefully tied ee "CHOICE OF SIZE TOO! — Hfioats, various lures. Separately box and 
CONRAD'S Flies of this high quality often sell for 20¢ or cout tie & berger oo contents retail over $15. 

more ‘apiece. Some wet, some dry in every nke 4 . , - 5676 WELL FILLED BOX 2 $14.90 

COMPLETE : A aay > F oo $12 wn gg be ne -lock por has 

sh Se (Bcc : retin ie compartments. Large 812 x 11 x 17 inch. 

FISHI ‘ mt WIRE FISH BAG + soe ae leak-proof steel, rust- ronan 

: is , : nicke ittings. Famous grip-lock handle 

s F , a7 bs st root caimivm plat Tkeeps box from spilling when carried. WE 

KIT OM aaa ed wire fish bag for fresh LOAD THIS BOX WITH USEFUL NECESSARY 

live and free, is turtle (GEAR — lures, lines, hooks, sinkers, etc. 

roof, escape proof, lies {For a GUARANTEED RETAIL VALUE OVER $25. 


lat when not in use 
1731 FLY 1732 switch rinses clean and ready forg9678 WELL FILLED BOX 3 $25.88 
FISHING SET $9.88 CASTER $12.88 next time. eee ON NSuperiative 9 x 11 x 17 inch aluminum hip 
Split bamboo fly rod, with Split ath combination fly i605A 121%” tiem. roof box retails for $25. Best box on market 
gn gf O56 134° dlam., * Biampacks.1¢ full of fish-getting tackle to. 4 
: . Bh Pen - _ ¢ MY lune, Cas 1712 SPLIT 16058 13%4” "alam, jam-packs it full of fish-getting tackle to a 

eee useful tackle. $18 line, and other gear. $24 or BAMBOO roo $9 ty 231%4"” dee ... 4.88—iguaranteed retail value of over $50. All 

asaecr samc: SomaD 3 Pe. 8 ft. excellent 16050 15%" “dian, sorts of lures, hooks, line, sinkers. 
CONRAD'S FAR-OUT me ag BN se " age %” dee 8 
rod, a e, nick- ” 
FIBERGLASS POLE = jitied reel seat exira tip, 1605K 20” dian. _ g.gg§ CONRAD’S WORLD FAMOUS : 
Dag. rf e 

1768 HEAVY DUTY 1766 SPIN-CAST ROD OOGIAK 
_— far ae ee in ig LE ROD fee. AND REEL SET $10.88 ALL-FIBERGLASS BOAT 
sensitive action et ele- ° 
scopes into one 4 foot section. : $20 Value Model 7531D 
For all kinds of fishing. Hol- ar #3 ° 
lowglas “except : for Ae ip 16 16 ft. $7. ¢ Cash Price $199.00 
séction. 16 ft. has sect 2 2 ° Pi2 12 ft. §. “4 a 
ft. has 3 sect., 8 ft. has 2 sect. Write for Terms 


SLIDE TOCETHER POLES D ih Durable, lightweight, ultra-safe! Beautiful appearance. Many uses — 


p . terrific as a duck boat, for trapping, fishing in rivers, lakes, canals, 
Roy! There's no more fun ine - perfect car-top boat. Rounded bottom with shallow draft. Smooth 
—— with these sturdy black ise RR ; 3 friction-free unbreakable fiberglas reduces weed and water drag. Un- 
vamboo poles. Thread wrapped, 3 fie you ‘like an open face World’s Champion Push inkabl t t ¢ lok £ chomb I rf I 
times lacquered for flexible free], here’s our heavy Button spin-cast reel on sinkable — two styro foam sink-proof chambers. Impervious to salt 


~ Doctor rtified $3 to $6 S12 retail value 


























The natural way to fish; with tren ae , 7 2 y " hot Id th: 

a ength. First grade poles. duty. World’s Champion 199 yards 8 1b. monog Water, hot or cold weather. - 3 
Rg 4 ie 0. Each 2 re seed tase reel with 100 nylon line, genuine hollog SPECS: 13 ft. long, 40” wide, 15/2’ deep. Weighs 90 Ibs. Cockpit 9 ft. 
Reach way out, yet slide to- '20 18 ft., 5 sec. * ~ $5.99 Bards of mono nylon line, 8/8 6% foot spin-cast] Capacity 500 Ibs. Recommend 2/2 to 5 HP motor or double paddles, 
gether when not in use for si 5 ft, § see. 2.00 “49 Ieenuine hollo fiber glass Tod with recessed handled oars, single paddles. With optional canopy two six-footers can sleep in 


handy carrying. 125 ' : bees. scnt™ teres aad see eer gat] warm comfort inside Oogiak — perfect low cost way to camp out! 
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, Terrific action ... we Treble hook spinners } Set — 3 vinyl worms ' 
Hand painted assortealTerrific for trout and | Wise fishermen swear by; painted 1/5th oz. lead eas with beautiful mother- | and harnesses with blade Hate of eee oie 
teasers in choice of|pan-fish. Size 10 hook. |this 1/24 oz. jig. Choice| body with ripple blade. | Realistic vinyl frog howe of- pearl body, supported | and beads. Deceptively oe ME ee eee 
large, medium, small or|Choice sinking or fioat- |Red, Yellow, White, As-| This lure sells in stores | Teal action. ks ure by nickel finish metal | effective! came sh wl Dp as- 
assorted. ing. sorted. for 60¢ to 75¢ each. sells usually for 75¢ ea. |ia ce 


——————————— 
i HO! 7 3099 FIVE GAY 400 20 NYLON 450 12 SURF #62 Four Weed- | HOOKS, LINE AND, SINKERS. 
BASS FLIES SUF PLAT foOP™ O9e/DeceiVens 99¢| Leavers 99¢ | {Eabers O9¢ | ee [ees 99¢ | and then some! 
Three terrific packages each 99¢ 4 
pints Spool of Conrad's nylon line, 
j ; si fers and more, 
for your fishing pleasure. 
610 CASTING SET 








er and swivel with 


° f 50 yards braided nylon casting 
Oe. Nylon covered steel] lead- e. te » 

Popular assorted bass}3 tandem claw hooks, | Tantalizing vinyl repro- Pkg. of 20 leaders with Tough 36” nylon lead- : i 4 bobber, ee leader. (Choice 10. 
teasers, streamers, cat-|fashing beads & blade. |ductions of daily diet of] SWivel on one end, snap , ers with 2 dropper loops,| weed guards. Use with \f 715. 20 tb - 99 


erpillars, for all kinds|Wor trolling, spinning, jall game fish. Regular-| 0" Other in assorted swivel and snap. Assort- 


of bass fishing. still fishing. ly 30¢ to 45¢ each. lengths and tests. ed 20 to 40 Ib. plugs, spin lures, plain 


hooks. , 

7 2 » 10 yards leader, Minnesotal 

2924 Six Red-and- 298 5 HORNET 19110 BAG OF 8 936 Four Perfect yy A] HOOKS 1138 Filet Master Z ‘ ers, 

White Spoons 99¢/SPin tunes’ 99¢/Soeeens 99¢| Sphere Bobbers 99¢ | assorTED 99¢ Solingen Knife 99¢ sort s i any. oe ne SS 
630 SPINNING S 


ml aye 1) ® &4 >| = ee 


‘’. 
Old favorite! Red and 1 Set includes Namco au- {To 
white striped spoons. here Ba ioe oy Spee ceasatio: ene "4 Automatic =a Ly owen me ¥ Sons apa ae “ To CONRAD COMPANY 
Choice lg. (3%4”) med. , cil, snap-on, ete. ndi-| round for perfect casts le anc oks Solingen German 6 in. ‘ 
(2%”) sm. (1%”) or blades Bs Ros. vidually would sell for| yet reels all the way in. | various styles. Choice, | stainless flexible blade, UBox 989 Dept. 260, Minneapolis 40, Minn 
assorted. $1.80. Set of 4 assorted. lg, med, sm, asst. (case 25¢ extra). ’ Please send me: 


296 3 Wily Will ~) ; Ball- 461 Five Ball- 710 DOUBLE & 940 100 ASSORT- 1127 LIFETIME Quantit Catalog No. Amount 
Spin Lore: . 99¢} Bearing Swivels 99¢ Bearing Leaders 99¢ TREBLE HOOKS 99¢ ED SINKERS 99¢ zg MORA KNIFE 99¢ 5 eenty oo ———. 


eo Ke 

J <a” 

y t| Fish teeth can’t cut ny- | Ruggec 1 Swedish Mora | 

wed aaang fan’ with ton covered cable leader. Less than 2¢ apiece! | Almost one Ib. of sink- | knife — plastic case. | 

Flashing Spin blade,|more swiveling action.| Ball bearing swivel. No] Treble and double hooks | ers—swivel type, clinch- | World’s best blade—bar ‘ 

weighted % oz. body, |Cioice: 1g., med., sm.,|kink, no rust, no lire] for many uses. Choice: | on, split shot, egg, ete. | none! We guarantee 4” ° 
feather treble tail. Se ce a E "Il twist. Assorted lengths.| lg, med, sm, asst. Conrad's pays shipping! | blade for life. 

3325 100 SPIN- 258 48 SNELLED 99 |2240 100 LIVE 99¢ 

3320 200 Pe. Do 3210 Do It Your- 4619 LURE ¢ 99c ¢ |GoLDEN GRUBS { 

It Yourself Kit 99¢| soir Plug Kit 99¢) Paint Kit 99 NER BLADES HOOKS TOTAL nd Cash, Check, M.0 
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Reports from the field / BEN EAST 





Top Fishing Holes 


NE OF THE HOTTEST fishing holes anywhere in 
the Midwest this year, and the hottest in South 
Dakota, will be the tail-waters and reservoir at Oahe 
Dam on the Missouri River six miles above Pierre. 
Oahe is the biggest rolled-earth dam in the world, 
9,300 feet long and 242 high. When the giant reservoir 
is filled in 1962 it will extend upstream 250 miles, almost 
to Bismarck, North Dakota. It will cover 375,000 acres 
and have a longer shoreline than Lake Erie. 


>The dam was closed in August, 1958, and almost 
overnight the tail-waters became a red-hot sauger 
spot. Between July, 1959, and June, 1960, some 
46,000 fishermen were tallied. Their catch was 137,000 
fish taken from about 200 acres of water below the 
dam. Crappies led numerically, but sauger were the 
big item, running to seven pounds. Last summer 
northern pike showed up frequently. 


Ted Shields, superintendent of fisheries for the South 
Dakota Department of Game, Fish and Parks, predicts 
Oahe tail-waters will provide A-1 fishing for 50,000 
anglers a year from now on. They’re open the year 
around. Much fishing is done from shore, but boat 
fishermen have better luck. Access is no problem, boats 
and motors are for rent, and there are plenty of lodging 
and eating places in Pierre. 

Last summer the reservoir itself began to develop 
into prime water, with northern pike the star attraction. 
Two-year-old northerns reach a weight up to five pounds, 
and the impoundment swarms with them. Shields tells 
me there'll be plenty of eight to 12-pounders this sum- 
mer. Crappies, perch, walleyes, and sauger are expected 
to be abundant, too. But it’s likely that pike will stay 
in first place, and Shields won’t be surprised if Oahe 
turns out to be the best piece of pike water in the coun- 
try within the next year or two. 

Access to the reservoir is still difficult because of 
fluctuating water levels, but visitors can find access 
sites by checking with local authorities. Once the lake 
is filled, adequate access roads and boat-launching sites 
will be developed. 


P Looking for a really hot piece of bass water 
that could stand a lot more fishing? Try Lake Nor- 
fork on the Missouri-Arkansas border. Impounded 
in 1944 and covering 22,000 acres, with 380 miles of 
shoreline, Norfork is somewhat overshadowed by 
Bull Shoals, the younger and bigger impoundment 
on the White River 20 miles to the west. In recent 
years Bull Shoals has earned the reputation of being 
the top producer of lunker bass on this beat, if not 
in the country. But anglers who fish Norfork regu- 
larly say that, considering its size, it is about as good 
and deserves more attention than it gets. 


To check that claim, I asked Jim Strimple, of Forsyth, 
Missouri, who publishes Ozark Lake and Stream, a 
weekly newsletter reporting water conditions and fishing 
success in that region, to keep track of Norfork catches 
for a year and let me have the figures. 

Here’s what he came up with: Between May 1, 1959, 
and May 1, 1960, he got reports of 1,441 bass weighing 
over four pounds, including 33 over nine pounds and 
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three over 10. May was the best month, with 620 
lunkers. April was second, with 206. Winter was the 
lean period. Only 17 big bass were reported in Novem- 
ber, then 30 in December, and 18 in January. But Jim 
is convinced Norfork’s poor winter showing is largely 
due to very low fishing pressure. ‘Fishermen flock to 
Bull Shoals for the famous winter fishing, unaware that 
Norfork is equally good,” he says. 

All timber was cleared before the lake was impounded, 
and the big trees were short-stumped. The result is a 
lake floor ideal for both casting and trolling, with miles 
of gravel bars and polished stumps. Walleyes are al- 
most as plentiful as bass, and five- to eight-pounders are 
not exceptional. 

There is a free ferry system, connecting all the major 
highways in the central lake area and operating four 
or five trips an hour 24 hours a day. 

“What Norfork needs is more anglers with the know- 
how to fish an impoundment of that size,” Strimple told 
me. ‘The fish are there, spoiling to be caught.” 

Other places to keep in mind in mapping your spring 
campaigns: 

Michigan has better muskie water than many fisher- 
men realize. Lake St. Clair, on the outskirts of Detroit, 
heads the list. Its fans claim there is no better muskie 
lake in the country, and catch records support them. 

Gun and Thornapple lakes in Barry County, Brevoort 
Lake near St. Ignace, Burt and Mullet lakes in Cheboy- 
gan County, waters around the Cheneaux Islands at the 
north end of Lake Huron, and Lac Vieux Desert on the 
Wisconsin border near Watersmeet are also worth a nod. 


Psiuegills get top billing in Ohio, with crappies 
in second place. Fish Guilford, Leesville, Jackson, 
Alma, Grant, and the Portage lakes for bluegills; 
Lake St. Marys, Indian and Seneca lakes, and Dela- 
ware Reservoir for crappies. Clendening, Alma, and 
Grant lakes are good bets for bass, the Mad River 
near Urbana for rainbow trout, Lake Milton, Berlin 
Reservoir, and Pymatuning Lake for walleyes. Look 
for bass and big channel cats in the latter three, too. 


Several Nebraska reservoirs provide topflight walleye 
fishing; Maloney, McConaughy, Box Elder, Enders, 
Swanson, and Medicine Creek are among the best. 
March to June is the big time. Try Smith Lake in the 
Sand Hills for bass and bluegills. 

Want to go farther afield for something special? The 
remote waters of northern Manitoba are hard to get to, 
but also hard to beat for grayling. Reindeer and South 
Knife lakes, the South and North Knife, Seal, Cochrane, 
Owl, Deer, and Silcox rivers are tops. 


Dream Come True 


PET DREAM of Illinois sportsmen and conserva- 

tion officials is coming true. A new fishing, boating, 

and hunting area, one of the finest in the Midwest, will 

be available in a few more years in a section where 
such facilities are urgently needed. 

Shortly before he left office in December, Gov. Wil- 

liam G. Stratton signed an agreement, approved earlier 

(Continued on page 28) 
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Unlocked from 
Colt’s Hall of Fame 


NEW HEAVY FRAME FRONTIER 
and BUNTLINE SCOUT SERIES 


All Colt hand guns represent 125 years of quality workmanship based on Colt’s exacting standards. Now 
these new heavy frame nickel-plated Frontier and Buntline Scouts are available singly or in sets. Prized 
possessions in the field or in the den, you will find both offer unmatched accuracy. Chambered for 
.22 short, long, long rifle or .22 magnum. All are in 125th Anniversary medallion presentation cases. 


Frontier Scout $64.50; Buntline Scout $74.50; Frontier Scouts, the brace, $125.00; Buntline Scouts, 
the brace, $145.00; Frontier and Buntline Scout combination $135.00. 
SEE THEM AT YOUR REGISTERED COLT DEALER TODAY 





Slamming over a submerged log at full throttle 
is a brutal test of outboard strength and stamina. Time 
after time, standard production 45 hp Mercurys and 
other brands of outboards were subjected to this 
“destruction test”. Most competitive engines failed 
early — but Mercury outboards were going strong after 
dozens of these brutal jolts! 


Mercury doesn’t recommend this kind of “flying” for 
family outboarding pleasure — but even the weekend 
outboarder should be happy to know that Mercury 
motors will thrive under treatment far rougher than 
they will meet in normal boating use. The wide extra 
margin of durability built into Mercs demonstrates the 
advanced engineering concepts, the careful attention 
to details of design and construction that put Mercury 
years ahead of other brands. 


You get more choice, more engine when you go Mercury! 
Only Mercury offers patented Glide-Angle Design 
twins — plus a choice of three 4-cylinder engines in 


horsepower classes where others still offer only 2-cyl- 
inder motors. And only Mercury makes 6-cylinder 
family outboards! See them all at your Mercury dealer’s 
now ... check his liberal trades, easy terms! 


Tommy Bartlett says: “In my Tommy Barilett Water 
Ski Shows, our famous jumping boats with 22 hp Merc 
200’s have thrilled audiences around the world with 
over 30,000 jumps in the past two years — with never 
a motor failure! That’s real dependability!” 


WORLD'S NO.1 OUTBOARD —-11 GREAT MODELS FOR ‘61-6 TO 80 HP 
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by the U.S. Army Corps of Engineers, calling for trans- 
fer of the Illinois-Mississippi Canal and Sinnissippi 
Lake from federal ownership to the Illinois Department 
of Conservation, once the Engineers have completed a 
$2,000,000 rehabilitation job. 

The main canal, built years ago and obsolete before 
it was completed, is 75 miles long, starting in Bureau 
County 100 miles southwest of Chicago and emptying 
into the Rock River near Rock Island. A feeder canal 
runs 29 miles south from Sinnissippi Lake at Rock Falls 
and joins the main canal at Sheffield. 


PThe entire waterway is to be converted into a 
state park and recreation area more than 100 miles 
long. Illinois conservation officials say there'll be 
nothing like it among the state parks of the country. 
Army Engineers will restore the dams and locks, 
Illinois will develop facilities for fishing, boating, 


picnicking, and camping, plus at least one large 
refuge and public hunting area. 


Sportsmen’s organizations have urged for years that 
the canal be restored and made into a public playground. 


Spring Gobblers 


ISSOURI will have a spring turkey hunt again this 
year, the second since 1936. Three half days, from 
5 a.m. to noon, Wednesday, Thursday, and Friday, April 
26, 27, and 28, gobblers only, 14 Ozark counties open. 
Missouri’s turkey population, resulting from stocking 
with live-trapped native birds (hatchery birds failed to 
survive in the wild), is building up. Last April 780 
hunters took 94 toms. This spring should be better. 
—Ben East, Midwest Field Editor. 


Reports from the field / cHar.es ELLIOTT 





Gobbler Seasons Set 


EPORTS INDICATE that again this year a growing 
number of Southern shooters will take to the field 
during the weeks between late March and early May. 
The eagerly anticipated attraction is the annual spring 
season on wild gobblers. 

From time to time, gobbler hunting has been con- 
demned by armchair conservationists who have claimed 
that killing off the males at mating time would eventu- 
ally deplete the flocks. But the custom continues while 
the populations of our largest gamebird perennially in- 
crease. What the inexperienced defenders of our wild- 
life resources fail to consider is that even during the 
nuptial season a cagey tom doesn’t lose one iota of his 


| caution. He’s just as difficult to bag then as at any time 


of the year. 


pwiid gobbler hunting offers a brand of excite- 
ment all its own. The trick is to be in the right place 
at the right time, and the ability to make a call pro- 
duce the seductive notes of a turkey hen. Patience 
is a prime virtue of any gobbler hunter, along with 
knowledge of how, when, and when not to cluck or 
yelp. 


In the eight Southern states which allow spring hunt- 
ing for turkeys, the season runs generally between mid- 
March and the first week of May. Specific dates are set 
by state and area. Here is a run-down on open dates 
and areas, and recommended hotspots in the various 
states. 

South Carolina is trying its second short spring sea- 
son at Sumter National Forest in Edgefield and Mc- 
Cormick counties. Both the Key Bridge and Forks 
management areas will be open March 31 to April 1 
and April 7 to 9. There’s no fee for hunting, but gun- 
ners must check in and out at either Woodlawn Tower, 
a mile east of Highway 28, or Key Bridge, 31% miles east 
of Parksville on Secondary Road FS-94. 

Also listed for spring gobbler seasons in the Palmetto 
state are Colleton and Dorchester counties in Zone 6 
and all of Zone 7, consisting of Dillon, Georgetown, 
Horry, and Marion counties. Open dates in both run 
between March 15 and April 15. 

In Georgia, gobbler hunting outside management 
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areas is limited to the state’s mountainous region. 
Counties included are Gilmer, Murray, Fannin, Pickens, 
Dawson, Lumpkin, Union, Towns, White, Rabun, and 
Habersham, where the season is April 11 through 22. 

Dates for Blue Ridge and Lake Burton areas are 
April 18-23, for Clark Hill April 21-23, and for Fort 
Benning Military Reservation March 20 to April 15. 
Lake Burton area is said to be tops in state for spring 
gobblers. 

Bruce Johnson of the Mississippi Game and Fish Com- 
mission reports that the two spring periods for turkeys 
in his state run April 1-9 and 18-28, inclusive, in the 
following counties: 

Bolivar, Clarke, Coahoma, DeSoto, Forrest, George, Greene, Hancock, 
Harrison, Issaquena (east of Highway 61), Jackson, Jasper, Jones (east 
of Highway 85 and south of Highway 84), Kemper, Lauderdale, 
Marion, Newton (south of Highway 80 and west of Highway 15), 
Noxubee, Pearl River, Perry, Rankin, Scott, Sharkey, Simpson, Smith, 
Stone, Tate, Tunica, Wayne, and Wilkinson. There will also be man- 
aged turkey hunts on the following areas: Red Creek, Leaf River, 
Wolf River, and Tallahala—April 1, 3-8, 18-22, 24-26; Dancing 
Rabbit and Noxubee Refuge—April 1, 3-8 (no Sunday hunting al- 
lowed on any of the above areas); Chickasawhay and Sunflower— 
April 1-9 and 18-26. 

For the best turkey hunting available to the average 
gunner, Johnson recommends the following areas: Sun- 
flower, in Sharkey County, near Rolling Fork; Chicka- 
sawhay, in Jones and Wayne counties, near Laurel; 
Red Creek, in Jackson, Harrison, Stone, and George 
counties, near Wiggins; Leaf River, in Perry County, 
near Lucedale; and Tallahala, in Jasper, Smith, Newton, 
and Scott counties, near Newton. 


Twelve counties in Florida will have a spring 
season on gobblers, I’m told by James T. Floyd of the 
state’s Game and Fresh Water Fish Commission. 
These lie in District 3, which includes Jefferson and 
all counties in the northwest corner of the state. Not 
open in the district are Calhoun, Gulf, Franklin, and 
Liberty counties, except those portions of Calhoun 
and Franklin which are within the Roy 8S. Gaskin 
Wildlife Management Area. Season begins April 1, 
closes April 9. 


“The wild turkey population in northwest Florida,” 
says Floyd, “is considered at a peak. Sportsmen may 





Each location on a stream or lake demands a 
different technique and lure to catch the big ones. 
The really successful fisherman adapts his strategy 
to each spot. He thoughtfully plans his casts, 
then carefully selects a lure which will best solve 
the location’s fishing problem. He knows that no 
one lure will effectively take fish everywhere, 
under all conditions. That’s why he carries a 
variety of Arbogast “Bait of Champions’’—to 
catch more fish at any location and to solve every 
fishing problem. Are you getting your share of 
braggin’-size fish? If not, put a selection of these 
Arbogast lures in your tackle box. You'll be set 
to get the biggest ones under all fishing conditions. 
And here’s how and where to use them. 


How and where to use 


ARBOGAST 
“BAIT OF CHAMPIONS" 


to catch more fish 


Tear out... keep this handy guide in your tackle box. 





SHALLOW LAGOONS—Rea! hot 

spots in the early morning, at ! 
dusk, and at night, when lunker- \ 
size fish move in to feed. Use . 
Arbogast surface lures—like 
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the Jitterbug and Sputterbug— 
to land the big ones here. 


JITTERBUG ®—Wobbling, surface swimming action is especially 
designed for big fish. Retrieve slowly in stop-and-go twitches for best 
results. %, %, % 0z.;8 colors; $1.35. Ask for NEW Ulitra-light 
Ye oz. size $1.10. 


SPUTTERBUG®—Iarge head spinner creates terrific surface 
commotion calling feeding fish from great distances. Allow to rest 
and vary speed of retrieve. Hula skirt squirms when lure is at rest. 
%, % oz.; 8 colors; $1.35 





HEAVY BRUSH AND WEEDS— 
Favorite hiding places of bass. 
Cast right into the thickest 
growth, not just to the edges. 
Use lures that are weedless and 
retrieve them slowly and care- 
fully to avoid hang-ups. 


*1 HAWAIIAN WIGGLER®-—allow this deep runner to 
sink, raise it off the bottom, then let it sink back. Weedguard and 
single hook prevents snags. Hula skirt squirms to give “‘live’”’ look. 
%, “% oz.; 5 colors; $1.25 


*2 HAWAIIAN WIGGLER®—a shallow running bait that 
fills the stringer fast when it is retrieved slowly with a pumping 
action. For added action, reverse the Hula Skirt. Slides through the 
thickest cover. %, % oz.; 5 colors; $1.25. 





COVER AND STUMPY AREAS— 
Look for natural pockets and 
channelsinthe growth. Sharpen 
your casting eye and lay your 
bait in lightly. Also try the 
edges of the weed beds in early 
morning and at dusk with these 
jures. 


The EYE®— design imitates the eye of a bait fish. Can be 
retrieved fast or slow with equal effectiveness. Willow-leaf spinner 
turns with the slightest movement. Try fishing at various depths 
%, Ya, % 02.; 4 colors; 85c. 


ARBO-GASTER® — this floating/diving lure is deadly for bass 
Speed of retrieve controls running depth. Cast among stumps and 
alongside cover. Large lip prevents hang-ups. %, %, % 02z.; 8 colors 
$1.35. 





GRAVEL SHOALS AND LILY 
PADS—Here’s where the tackle- 
busterslurk... everything from 
bass to muskies. Cast into 
pockets of pads and over shoals. 
Fish pockets slowly and use 
erractic retrieves over shoals. 


HULA POPPER ®—cast into a good-looking spot and let it rest. 
The Hula Skirt will squirm to give ‘live’ action. Twitch occasionally 
with the rod tip and retrieve s-l-o-w-l-y for best results. %, % 02.; 
8 colors; $1.35. 


HUM-BUG®-—can be fished at any depth. Silver willow-leaf 
spinner resembles flash of a minnow. Special design prevents line 
twist. Erratic, darting retrieves produce more strikes. 4%, %, % 02.; 
4 colors; 85c 





DEEP ROCKY LEDGES — Try 
these spots, especially those 
fed by streams and springs, for 
the big fish hide in cool, rocky 
crevices. Make your approach 
cautiously. Start at the bottom 
and work up, fishing every level 
thoroughly. 


HULA DANCER® ~— Retrieve at speed needed to produce fast, 
quivering action. Hula Skirt gives life-like swimming action. Vary 
type of retrieve and be ready to set the hooks. %, % oz.; 8 colors; 
$1.35, 


RIB-LIP ®_— this slow-sinking, swimming-type lure is most effec- 
tive when rod tip is twitched during retrieve. Troll along rocky shoals; 
cast into crevices where fish hide. Allow lure to sink to desired 
depth before retrieve. % oz.; 7 colors; $1.35. 





WOW TO CATCH MORE FISH 


FREE! Fishing hints and tips in 
= Arbogast’s new 1961 free, 


full-color catalog. Write today for 


ak; 
o. 


‘* 
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your copy filled with pictures of 
fish caught on Arbogast lures. 
P.S.— Many thanks for your pic- 
tures and letters. We here at Arbo- 
gast really enjoy receiving them. 


FRED ARBOGAST COMPANY, INC. 
333 West North Street, Akron 3, Ohio 





anticipate good gobbler hunting along the Chipola River 
swamps in Jackson county; the sand hills of Washing- 
ton, Bay, Holmes, and Jackson counties; or in north 
Escambia and Santa Rosa counties. The Gaskin, Black- 
water, and Eglin management areas will be open, and 
reports indicate excellent turkey populations on all three 
areas.” ” 

Tennessee’s split turkey season outside management 
areas has been set for April 1-8 and May 1-10. Seasons 
inside management areas run generally between those 
two dates. Areas and season dates follow: 

Shelby, on the Mississippi River above Memphis, April 7-8, 11-12, 
14-15, 18-19, and 21-22; Cheatham, west of Nashville, April 17-18, 
21-22; Falls Creek Falls, near Pikeville, April 6, 7, 8, 13, 14, 15, 20, 
21, 22, and May 11, 12, 13; Catoosa, north of Crossville, April 14-15, 
18-19, 21-22, 25-26, 28-29; Tellico on the Tennessee-North Carolina 
line east of Madisonville, April 17-18, 24-25, and May 1-2; and 
Ocoee, near Benton, April 10-11, 14-15, 17-18, 21-22, 28-29. 

Alabama has the most liberal regulations on wild 
turkeys of any Southern state. In addition to a fall 
season, in many counties, a spring season is also al- 
lowed, with a limit of one gobbler a day and a total of 


five for both seasons. 

The open spring period for Clay, Coosa, Jefferson, Randolph, 
Shelby, Talladega, Tuscaloosa, and Walker counties begins March 25 
and extends through April 20. For Barbour, Bill, Bullock, Butler, 
Chilton, Choctaw, Clarke, Conecuh, Covington, Dallas, Escambia, 
Houston, Marengo, Mobile, Monroe, Perry, Russell, Sumter, Wash- 
ington, Wilcox, Fort Rucker Reservation, and Baldwin (except 
south and west of U.S. 80), the season runs between March 20 
and April 15. The counties of Cleburne, Colbert, Lawrence, Winston, 
and Franklin (north of Highway 24), April 1-20, and for Autauga, 
Crenshaw, Dale, Elmore, Geneva, Greene, Henry, and Lowndes (south 
and east of Highway 21), April 1-15. 

For the managed hunts, the dates are: Bankhead National Forest, 
April 1-25; Oakmulgee, April 1-15. Hunting is allowed from daylight 
until noon only on dates given for the following: Conecuh National 
Forest and Blue Springs Area, Butler County Area, and Rob Boykin 
Area, March 20-April 15; Barbour County Area, March 28-April 1 and 
April 11-15; Clarke County Area, March 20-April 15; Coosa County 


Area, March 28-April 1 and April 11-15; and Hollins Area, April 4-8 
and 18-20. 

G. K. Lightsey, chief law enforcement officer of Ala- 
bama’s game and fish division tells me that the south- 
western counties of Wilcox, Monroe, Clarke, Baldwin, 
Washington, Choctaw, and Sumter have high turkey 
populations. The management areas in Clarke and 
Washington counties offer good turkey hunting, with 
permits free. Hunting on other lands in these counties 
would be by permits from landowners only. There is 
also a good turkey crop in Barbour County, which has 
a split season, and in the Bankhead National Forest in 
Winston and Lawrence counties. 

As this goes to press, spring turkey seasons had not 
been set in either Louisiana or Arkansas. 

Steve Harmon of the Louisiana Wild Life and Fisher- 
ies Commission says that the season there “will be 
within the framework of the March 1 to April 30 dates.”’ 

George M. Purvis of the Arkansas Game and Fish 
Commission reports that in all probability the dates 
there will be the first week in April, the same as the 
open days last spring. 


“The best turkey hunting,” Purvis states, “is 
generally in the southeastern part of the state, in 
the counties of Grant, Cleveland, Desha, Chicot, 
Phillips, and Arkansas. Our best turkey flocks are 
along the White, Mississippi, and Arkansas river 
bottoms. Prospects this year look very good.” 


Last season the commission reported the best turkey 
kill in years, with 555 birds bagged. Leading counties 
which reported kills were Desha (150), Lee (90), Ar- 
kansas (65), and Hot Springs (52). 

—Charles Elliott, Southern Field Editor. 
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Good Year for Deer 


(jeter ALL OVER the West I get reports of a gen- 
erally excellent deer harvest and above-average 
hunter success. Everyone seems agreed that big-game 
management is being handled well. Unless unusual 
storms or winter-range conditions cut down survival 
severely, liberal regulations may be expected to continue. 

Even California, which presents the paradox of the 
biggest deer herd and the poorest hunter-success ratio 
in the U. S., had its second-best buck harvest in history, 
only 18 shy of the record of 75,602 set in 1954. 

Nearly all counties, except east of the Cascades and 
in the East Sierra, had better kills than in 1959, says 
Game Management Chief Ben Glading. Good hunting 
weather and higher concentrations early in the season 
were credited with the near record. Herds allegedly 
decimated in special hunts a few years ago are in healthy 
shape, and winter rains and snowfall in critical areas 
are the best in five years. 


A drop in sale of permits was suffered by 
Utah, which, like Colorado, Wyoming, and Montana, 
depends on nonresidents to help harvest big game 
and finance management. It had bad weather early 
in the season in some areas but likely will have a 
harvest of only slightly under the record kill of 
126,315 deer in 1959. Hunter success, I’m told by 
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Director Harold Crane of: the Utah State Department 
of Fish and Game, should stay right up there at 
about 70 percent. 


Colorado’s game manager, Gilbert Hunter, reports 
final statistics will show one of the best seasons in his 
state’s history. Check-station final reports for 1960 
indicate an increase in the kill of about 19 percent over 
1959. Inasmuch as only about a third of the deer are 
checked, Hunter expects the final figures from report 
cards to run about 117,000, which will top the record 
kill of 114,000 in 1957 when hunters could take two 
deer on a single license in most of western Colorado. 

Indications are the elk harvest will be up about four 
percent, Hunter says, as the check-station reports show 
3,509 compared with 3,365 in 1959. This total is also 
only about a third of what the report cards will show. 

A new Colorado elk record may have been set by Paul 
Guerriri of Gunnison during the past season on Table 
Top Mountain. If official measurements taken 60 days 
after the kill stand up, the trophy is expected to top 
the previous Colorado record by a narrow margin. 

Washington’s deer harvest was a bit higher than last 
year, according to estimates by district supervisors and 
field biologists. There were 72,000 killed, compared with 
69,400 a year ago. Elk-hunting success has been a bit 





The Truth 








About Fishing Lines! 


Ow often have you heard, “Almost any fish- 
H ing line is okay...” Yet vothing is further 
from the truth, as every good fisherman knows. 
All line is sapposed to do the same thing — get 
your line way out to the fish and land him after 
he’s hooked. / 

N your fishing line ride all your hopes and 

fears when a big lunker takes your lure. If 
you figure you save money by buying a cheap line 
sary risk you + er. of losing a thrilling catch, 
as well as the loss of confidence in your own 


—think about the unneces- 


fishing ability. 
N the other hand, this one over: 
The most expensive fishing line you can 
buy will prove to be your wisest and cheapest 
investment. When you pay a little more for 
Cortland, the best line money can buy, you have 
absolutely no fishing line worries; you can fish 


with complete confidence, knowing that it now 
becomes only a matter of skill . . . it is you versus 
the fish. 

ORTLAND’S specialty, for the past half cen- 
C tury, has been in making more quality fish- 
other 


ing line than any —— 


manufacturer in the “GS T-~ whole wide 
world. Cortland folks know fishing and the ways 
and wants of fishermen. Only Cortland lines 
\ only unconditionally guaran- 


actually INSURED for your 


arenot \e\ 
teed but 
protection. = 


HETHER you are 
x a weekend dangler 
or a dedicated angler, you will find there is 
a Cortland line to suit your every need. So, put 
more fun in your life and go fishing often .. . 
with Cortland line, of course. Costs a little more, 


worth a /ot more. 





Line Recommended 


Kind of Fishing 


Why Line is Best for Purpose 





~ Bait Casting CAM-O-FLAGE Braided 


It’s the line fish can't see. 





Surface Bait Casting _ HEART-O-GOLD Braided 


Floats ... waterproofs itself from inside. 








Spinning PLION Monofilament 


Tensionized for controlled stretch. 





Spinning or Casting 


CAM-O-FLAGE Single Strand 


Super relaxed for open or closed face reels. 





Fly Rod Cortland 333” 


Largest-selling floating fly line in world. 





Squidding CAM-O-FLAGE Braided 


Camouflaged . .. small diameter smooth nylon. 





Trolling Dacron GREENSPOT 


Low stretch ... spliceable for big game angling 





COBRA Monofilament 








Surf Casting 








New wide shape for longer surf casts. 





CORTLAND LINE COMPANY, Inc. 


Finest in Fishing Lines Since 1915 - Plants at Cortland, N.Y. and Downey, Calif. 
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above last year, and the harvest may run to 8,000. The 
elk population is about 38,000. 

If the questionnaire returns from the either-sex late 
seasons in western Washington reflect the favorable 
weather, it’s possible the final harvest of deer may top 
75,000, I’m told by John Biggs, Director of the Depart- 
ment of Game. The estimated deer population is 460,000. 

Much of the credit for the improved kill goes to better 
farmer-hunter relations under the state program which 
opened up a lot of new private land. 

Idaho’s deer harvest will perhaps be off a little from 
last year, reports Levi Mohler, Chief of Game Manage- 
ment. Open weather during the early part of the season 
did not benefit deer hunting as it did elk hunting. He 
believes that when all the hunters’ cards are in, they 
will show a five-percent drop in the deer kill and a 15- 
percent gain in the elk kill. Thus, the deer harvest will 
be somewhat less than 70,000, and that of elk perhaps 
considerably greater than the 13,500 estimated from 
hunter report cards in 1959. 

Mohler feels management of game has been all right 
this season, but adds, “We will need more help and 
more ways to get hunters into areas that are over- 
populated.” 


> oregon’s record kill of 146,000 deer in 1959 
probably won't be equalled when the 1960 harvest is 
estimated from a new system which involves 20,000 
questionnaires to random licensees., But, according 
to Phil Schneider, Director of the State Game Com- 
mission, this will be a reflection of the beautiful 
weather during most of the season rather than the 
deer population or skill of the hunters. Much of east- 
ern Oregon was powder dry a good part of the season. 
Later rains improved the kill in the western part of 
the state. 


Too much good weather in western Montana during 
most of the deer season cut down the harvest, says John 
Willard, Helena outdoor writer. The game stayed high 
and the lack of concentration made hunting tough. In 
the eastern half, the harvest was about normal. 

Even if last year’s estimated kill of 120,000 deer isn’t 
topped, Montana’s hunter-success ratio of 102 deer to 
every 100 hunters should hold. Department Director 


Walter J. Everin of the State Fish and Game Commis- 
sion adds that 100,000 or more deer have been harvested 
every year for the past five. The elk kill this year may 
go over the record high of 15,000 last year. 

Wyoming’s state game warden, James B. White, looks 
for the final figures to show that his state’s deer harvest 
of 54,451 last year will be topped by a good margin. 
Sportsmen report excellent hunting in most areas, and 
the kill from the multiple deer units should boost the 
over-all total. The statewide elk harvest probably will 
be down from last year’s total of 9,266. This decrease, 
White says, is due to more conservative seasons in the 
northwestern part of the state. 


>The antelope harvest should be considerably 
more than last year since 40,522 permits were issued 
compared with 30,775 in 1959. Nonresident antelope 
licenses increased 2,000. The permit increase was 
justified by short winter feed supply in many areas 
throughout the state. 


Wyoming’s legislature will be asked to pass a check- 
station law requiring hunters to stop and furnish in- 
formation needed in game management. At present, 
many hunters do not stop voluntarily. 

New Mexico deer harvest should be about the same as 
last year’s 45,400 out of an estimated population of 
360,000, says Levon Lee, chief of game management. 
Only in the southwestern part of the state was there 
an apparent drop. 

In Nevada, storms late in the season caused the deer 
harvest to spurt ahead of 1959. The latest check of 
hunter report cards showed the kill at 21,636 compared 
with 19,795 last year. Elko County leads, as usual. 

Arizona hunters report that this season has been 
spotty for deer. You had to be in the right place at the 
right time due to unpredictable weather. A storm a 
couple of weeks before the season opened moved the big 
bucks down; then bluebird weather started a gradual 
drift back. At the peak of the season the herds were 
scattered. Bill Sizer of the game department says ques- 
tionnaire returns haven’t been compiled, but that all 
indications point to a harvest of 35,000 with about 
90,000 hunters afield. Last year’s kill was 31,000. 

—Joe Mears, West and West Coast. 
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Mrs. G. Wants To Know 


MONG the numerous Ietters received from readers 
commenting on my articles about paid hunting in 
the September, October, and November, 1960, issues of 
OuTpooR LIFE, is one from a Michigan woman hunter 
who signed herself “Mrs. G.”’ I think her letter calls 
for an answer here because it reflects a widespread, and 
I think dangerous, misapprehension by sportsmen of 
two aspects of today’s hunting conditions. 

Mrs. G. is concerned, and rightly, about the sharp 
decrease in the past few years in the acreage of private- 
ly owned land open to public hunting. She wrote, in 
part: “Hunting clubs have taken a lot of our good hunt- 
ing ground, that we buy licenses to hunt on, away from 
us. Now it looks like some big shots want to have it all 
their way and crowd us little guys all the way out. 
What have we been buying licenses all these years for, 
if not for the privilege of hunting game?” 
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* The hunting licenses we buy, Mrs. G., give 
us the right and privilege of hunting wild game, but 
they do not, and cannot, give us the right or privilege 
of hunting it on privately owned land without the 
landowner’s permission or consent. 


Cornerstones of our American system of public, but 
not necessarily free, hunting are two widely divergent 
legal concepts, both of which have been upheld repeat- 
edly by the courts. One of these is that live wild game 
is the property of the state—meaning of all the people 
of the state—and that the state has the right and power 
to enact and enforce laws regulating its hunting, even 
by the owner of the land om which it lives. The other 
concept is that land is the property of the man who 
owns it, and that he has the legal right and power to 
give away or sell the privilege to hunt wild game on it, 
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o Slow Troll 


Troll ali day without stalling, 


Relax . conc eonthefuno shine nd then when you want 

io move to > od spot, get up ( at thirty miles an hour and 
wer. Precision engineered | n craftsmen, the new 30 hp Bundy 
500 give m ant ren what they war versatile performance 

for trolling, skiing and famil ru 1g, plu nomy of operation. The 
Bundy has everything eus prove it b riting for details today. Bundy 
Marine, Department G3, 207 : eld, Mc side, New Jersey 


ted dealers 


BUNDY SOOcc by Ghia 


a new, versatile outboard from Italy 





to permit some sportsmen to hunt on his land and to 
forbid others to do so, or to forbid all hunting on it. 

It is possible, although I think it is extremely unlikely, 
that some American court some day may rule that game 
is the property of the owner of the land on which it is 
present, as is the law in Europe. But it is not conceiv- 
able that any American judge ever will rule that a 
landowner hasn’t the legal right to discriminate between 
hunters by allowing some—but not others—to hunt on 
it, to restrict hunting to those who pay him for the 
privilege, or to forbid all hunting on his land. 

So, Mrs. G., the hunting licenses we buy aren’t, and in 
all probability never can be, the keys which will unlock 
the gates of the many farms and other private land 
holdings which are, and which will be, closed to free 
public hunting. 


> The other misapprehension Mrs. G. labors 
under is that all or most of the new hunting clubs 
which have bought land, or—much more frequently— 
leased exclusive hunting rights on privately owned 
land, have memberships restricted to “big shots.” Of 
course, some clubs are plushy and expensive. But 
the members of a large majority of recently organized 
clubs are run-of-mine sportsmen who by banding to- 
gether, and usually by devoting many of their closed- 
season weekends to down-in-the-dirt habitat improve- 
ment, have built up or are building up satisfying 
hunting at moderate cost to each member. 


In some parts of the country—southern New Eng- 
land, for one—many of these clubs operate on land 
which has been closed to hunting for some years. Every- 
where they take at least a little of the terrific hunting 
pressure off often overcrowded state-owned or state- 
leased hunting lands and off the diminished acreage of 
privately owned land that still is open to free public 
hunting. Whether they hurt or help the unattached 
sportsman depends largely on local conditions. Either 
way, in all likelihood hunting clubs are here to stay, 
and there is no law that can prevent more of them from 
being organized. 

Much more freely than they did even a year ago, state 
game officials, especially in the East, admit their worry 
over the continuing loss of privately owned hunting 
land both through the leasing of hunting rights to clubs 
or individuals and through the posting of No Hunting 
signs. Most Eastern state game commissions are mak- 
ing strenuous efforts to at least slow down this loss. 

The Maryland commission is trying out an interesting 
new program which permits the landowner to retain 
control over hunting on ‘his land, allows the commission 
to do habitat improvement on it, and still keeps the 
land open to free public hunting. I hope to be able to 
report soon on the results of its trial run. 


New Way to Catch Shad 


OR 100 years and more, waterside wiseacres have 

been saying you can’t catch white (true, not hickory ) 
shad on hook and line, while here and there, where con- 
ditions are just right, an enthusiastic minority of sport 
fishermen have been proving you can. 

Until recently practically all shad caught by anglers 
were taken by fly or spin-casted weighted flies or small 
spoon-type lures, and most of them were taken just 
below dams, such as the Enfield on the Connecticut 
River and the Conowingo on the Susquehanna. Other 
rivers, among them the Delaware and Potomac, Mary- 
land’s Choptank and Wicomico, New Jersey’s Maurice 
and Mullica, and Connecticut’s Hammonassett, have 
provided a share of the sport, but it has been small, 
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apparently because dams and large concentrations of 
spawning fish below them are lacking. 


> But over the past two seasons an increasing 
number of Maryland shad anglers, fishing the 10 
miles of the Susquehanna between Conowingo Dam 
and Chesapeake Bay at Havre de Grace, and on the 
Susquehanna Fiats near the head of the Bay off that 
town, have proved that shad can be caught by trolling 
in much the same manner that striped bass are taken, 
and that they can be caught in open and practically 
currentless waters. 


Capt. Harry Jobs, skipper of the charter boat Alice 
out of Havre de Grace, who was one of the innovators 
of this new look in shad angling, last spring and well 
into summer made numerous excellent shad catches 
both in the lower Susquehanna and on the wide Flats. 
He has shown me the tackle he uses, and has demon- 
strated his fishing methods. 

Any spinning, bait-casting, or boat rod will serve, 
together with either a spinning or a revolving-spool 
reel, Jobs told me. He attaches a sinker to the line four 
or five feet from its end. If it is closer to the lure the 
bubbles it creates when trolled are likely to scare off the 
shad. Using a sinker of the right weight is important, 
because you must troll at the depth the fish are lying 
or moving. They may be anywhere from the bottom to 
close to the surface. To find them, Jobs starts by trolling 
three rigs with sinkers of different weights—six ounces, 
three ounces, one ounce. After he has found the right 
depth—by hooking a fish—he weights all the lines with 
sinkers that will troll lures at that depth. 

Both Jobs and Guy Rogers, Maryland Game and In- 
land Fish Commission regional fish culturist for the 
district, have found artificial worms to be the most gen- 
erally productive trolling lure. Jobs has also had good 
results with an assortment of largemouth-bass casting 
plugs. Late in June and through July last year the 
red-and-white shad dart proved very successful, and 
many fish were taken on various spinners. Trolled live 
minnows also were productive. “Try anything you 
think of,’”’ Guy Rogers advises, “but be sure to have 
some of those artificial worms along.”’ Lures should be 
trolled slowly, with 30 or 40 yards of line out. 

Last season, trollers made good shad catches in the 
Susquehanna River near the highway and railroad 
bridges at Havre de Grace, on the Susquehanna Fats, 
and near mouths of nearby Northeast and Elk rivers. 


> New York’s Hudson River has a big run of 
shad each spring. Gill-netting them where the river 
widens into the broad Tappan Zee near Haverstraw 
and Ossining still is a profitable business, but John 
R. Greely, the state Conservation Department’s chief 
aquatic biologist, says he never has known of anyone 
catching a Hudson River shad on hook and line. 


“If a thorough try by numerous anglers is made,” 
Greely adds, ‘perhaps someone will learn how to do it. 
My suggestion would be to fish where the shad are pres- 
ent in large numbers. Anglers could check on that with 
the gill-netters. My guess is that prospects would be 
best late in the run, when the river is not too cold or 
too muddy. Finding out how to catch shad by angling 
would open up an entirely new Hudson River sport.” 

Water conditions in the lower Hudson aren’t the same 
as they are on the Susquehanna Flats, but they aren’t 
entirely different. Maybe trolling those artificial worms 
would be the right answer to a problem a lot of good 
New York fishermen haven’t been able to solve. 

—Arthur Grahame, Eastern Field Editor. 
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A Dream Trophy 


By GRANCEL FITZ 


But it was a planned dream, this biggest Newfoundland 


caribou in 10 years, even if I did nearly spoil it all 


a base for Ray Wellon’s bush airplanes, we 

unfolded my big map of Newfoundland. I had 
outlined four small areas on it in pencil. Fairly 
well separated, they were deep in the southern 
interior, and I pointed to a remote patch that 
scaled out to roughly 15 miles wide. 

“That’s where we want to go,” I told Gene 
Manion, who would fly the little plane. “If it 
doesn’t pan out in a couple of days we'll try one 
of the others.” 


L: THE CABIN on Deer Lake that served as 


“T figure we’ll get there in about two hours,” 
Gene said. 

The plane was loaded with our simple camp 
gear, and its pontoons left the water a few min- 
utes later to carry us eastward in the bright 
sunshine of an early October day. In only a few 
minutes we were crossing the narrow expanse 
of Grand Lake, and soon we were speeding over 
the Rainy Lake country where Wellon has a 
hunting camp. 

“From all accounts, they’ve seen a caribou with 


Handsome antlers [I’m holding with such delight have 42 points. A couple more had been broken off before I killed the animal 





A Dream Trophy a 


Our plane warms up for flight to area I’d marked on map 


Gene Manion, pilot and guide, sets up camp on lake shore 


The guide is standing by the nameless lake we landed on 
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a real big rack around there,’ Gene remarked to me. 

Only the evening before, I’d been told about this giant 
bull by a hunter who saw it after filling his license 
with a handsome, 30-point trophy that wasn’t quite big 
enough for the official records. A somewhat bigger 
specimen than his was just what I wanted. But, on 
assignment from OUTDOOR LIFE, I was following a very 
special plan, and I wasn’t going to try my luck in the 
Rainy Lake region if I could help it. 

We flew onward over countless brooks, puddles, 
ponds, and larger lakes. In contrast with the mountain 
scenery we had left in the lower Humber River valley, 
there were only occasional, isolated hills. The farther 
we went, the more open and barren the country became. 
Somewhere beyond Red Indian Lake we noted a few 
small, scattered groups of little white dots: These were 
the first Newfoundland caribou I had seen, and the total 
came to around 25 before we crossed that locality and 
entered a broad strip that seemed completely empty. 

“The area you marked is just ahead,” Gene said at 
last. 

I soon realized that the choice of landing places 
would be limited. Very few of the nameless ponds were 
big enough to let us take off from them safely, but 
Gene brought us down on a larger one—scarcely 500 
yards long—and dodged rocks in taxiing to its northern 
edge. There he tied the plane in the shelter of the 
bank. 

“Here’s a place we can pitch the tent,” he said as 
I scrambled ashore. He had found a level spot not far 
from the water’s edge. But we could make camp later. 
I was anxious to hunt while the weather was good, 
having learned how quickly it can change. Soon we 
started out through an open and fairly wide corridor, 
covered with yellow marsh grass, that stretched away 
to the west between stands of spruce. 

Once or twice we had to detour some soft spots, but 
none of the footing could match the really treacherous 
muskeg in parts of northern British Columbia and in 
various ranges of the Barren Ground caribou. Stretches 
of tundra covered with hummocks of typical caribou 
moss were less common here; they often gave way to 
grassy bogs and to firmer ground carpeted with a kind 
of short buckbrush. Most of the forested sections, 
which had seemed to be trifling when we flew over 
them, now proved to be considerably bigger. 

Perhaps a mile from the plane, the edge of the timber 
on our right curved back sharply, and when we passed 
that point we saw a bull caribou lying in some buck- 
brush about 150 yards away. His antlers were so tall 
they startled me. Gene and I froze in our tracks. The 
gentle north wind blew directly toward where we stood, 
and I was glad the bull hadn’t spotted us as I raised 
my binoculars for a careful look at him. . With more 
features to consider than on any other antlered animal, 
caribou heads aren’t easy to judge in a hurry. 

This one showed four or five top points on each side— 
not big, but acceptable for a woodland specimen. His 
slender main beams were straighter than most, and 
therefore were shorter .than their height suggested. 
They would tape a bit more than 40 inches. His double 
brow palms were rather small, and he had about 30 
antler points, all told. His most remarkable features 
were his extremely long second, or bez, points. They 
curved far out to their high-carried end palms, which 
weren’t much wider than my hand. That length would 
count heavily in an official trophy score. 








Here’s a sultan with a tremendous harem. I[’d planned to shoot him, but then I saw his antlers weren’t good enough 


“The head looks light,” Gene commented, summing 
up a major weakness. 

“T wish he’d face this way and show me his spread,” 
I said. 

Seemingly eager to oblige, the bull stood up. So did 
a cow that had been bedded near him in the low brush. 
The bull was the biggest-bodied woodland specimen 
I’ve ever looked over. The hair on his gleaming, snow- 
white neck was so long and thick that it hung in an 
enormous dewlap. His fine spread of antlers almost 
equalled their length, and after some quick calculations 
I decided that he could make the lower brackets of 
the record class. But the spindly conformation of his 
rack bothered me, and I knew that he wouldn’t do for 
my collection. 

“He’d make the record book,” I told Gene, ‘but I’m 
going to pass him up.” 

Turning from temptation with the thought that our 
hunt had hardly begun, we continued walking. And 
those curious caribou came right along, narrowing the 
distance between us. We stopped. They stopped. We 
went on, speeding up and angling somewhat away from 
the wind to discourage their notion of circling in front 
to get our scent. That, I knew, would start them rac- 
ing off into country where they might spook a finer 
trophy. But they kept abreast, and soon we were barely 
60 yards apart. 

“Go back where you came from, you old fathead,” 
I said to the bull. 

While I doubt he understood me, he proved again 
that he aimed to please by ceasing to follow when we 
moved off. Before long he was heading toward where 
we had found him, taking with him the one bride he 
had so far collected. 

The rest of the day turned up no other notable heads, 
but enough ordinary caribou to keep things interesting. 
We were careful to avoid giving any of them our scent. 
One young bull and a couple of cows waited until we 
were within 50 yards. Then they walked on ahead of 
us exactly like driven cattle. 

When we finally went back to organize our little 
camp, I had sized Gene up as a smart outdoorsman who 
knew his hunting as well as his airplanes, and he had 
surely proved himself to be an excellent companion. 
My greatest satisfaction, however, was in the behavior 
of the caribou we’d found. This reinforced my confi- 
dence in the plan I had carefully worked out. That 
plan, which has possibilities in other regions, was de- 
signed to answer a challenge that differed drastically 
from any other I had ever tried to meet. 

In 1959, when I'd finally collected all 25 legal, big- 
game animals in North America, it seemed reasonable 
to limit my future hunting on this continent to the 
nine classes in which I had (continued on page 128) 
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Rough measuring. Official taping is done after 60 days 


Gene lugs caped-out head to the plane for our trip back 





Fury in 


Silver 


By GEORGE X. SAND 


Brought to his knees by the down-slashing fish, Charlie Waterman fights to hold the brawling monster with light spinning tackle 


(See Cover) 


These spectacular photos reveal Florida 
tarpon to be savage air-borne adversaries 


boat’s cockpit and watched 1,000 or more silver 

gamefish surfacing lazily all around us. As the 
six-foot fighters rolled unhurriedly across the emerald 
quiet of the Gulf of Mexico, their gleaming sides winked 
and flashed in the midmorning sun. Their scales were 
the size of silver dollars, for these were silver kings— 
the great Tarpon atlanticus. 

We were trolling heavy plugs and spoons. I watched 
one of the black-backed fish, long as a tall man, surface 
momentarily behind Waterman’s wiggling plug, then 
drop quickly from sight again in our wake. Two more 
followed it, crossing the bubbling trail of the boat to 
inspect my own lure before simultaneously sinking 
toward the bottom without striking. 


C mss WATERMAN and I stood in the charter 


40 ourpoor ure 


“I haven’t seen this many schooling tarpon at one 
time in years,” I told Charlie tensely. 

“T’d rather see less and have a Sew of them hit,” my 
companion drawled. We hadn’t had one strike so far. 

We were fishing off Sanibel Island, near the mouth of 
the Caloosahatchee River on Florida’s lower Gulf coast. 
We had boarded the charter boat a couple of hours 
earlier at Cape Coral, just across the river from Fort 
Myers, where we were staying. This was June and the 
moon was full—an ideal period to catch tarpon in this 
part of Florida. 

We could overhear the captain in radio contact with 
several other boats. Each skipper gave the same re- 
port: plenty of fish, but no action. 

“That’s tarpon for you,” he said apologetically. ‘Yes- 





Seemingly jet powered, the tarpon heads for the clouds in a gill-rattling display as the fisherman tries to keep line taut 


Now stiffly erect, Waterman keeps a wary eye on his acrobatic opponent as I take pictures from a nearby skiff more-> 





slack as fast as he can 


/ gist Yh 


This is the dangerous time. Descending tarpon can fall on tight line and break it easily, particularly if it is a light one 
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Almost horizontal, fish seems to have launched itself for an attack on the angler. Charlie’s lure is a small yellow bucktail 


Fury in Silver continued 


terday they’d nearly jump into the boats to get at the 
baits.” 

We didn’t scoff. Yesterday the fishing had been hot 
and fast. We’d confirmed this from several’ other 
sources. 

“Let’s get out of here,” Charlie said impulsively. “I 
don’t think these rolling fish are going to hit anything. 
Let’s try the flats on the opposite side of the island.” 

“We'll have to get a skiff for those waters,” I told 
him. 

This didn’t deter Charlie, Co-ordinator of Conserva- 
tion Clubs throughout the state for Florida’s Game and 
Fresh Water Fish Commission and one of the state’s 
most determined fishermen. ‘Take us back to Cape 
Coral,”’ he told the captain. 

A short time later, Waterman and I were back in the 
vicinity, this time in an open outboard skiff. Instead 
of passing seaward cloge to the Coast Guard station that 
stands at the southern tip of the sandy island, we fol- 
lowed the lee shoreline northward toward Tarpon Creek. 
High overhead a solitary man-o’-war bird soared across 
the deep-blue tropic sky, and soon we would make good 
use of the light breeze that fanned our faces by shutting 
off the muttering kicker and drifting back over our 
course. Each of us wore Polaroid glasses so we could 
better see the dark outlines of the tarpon in the glitter- 
ing water as we approached the flats. 

When we finally killed the motor and began drifting 
over the graceful gigantic (continued on page 88) 
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Ready to fire, I heard Ed somewhere behind me yell, ““Don’t shoot! He’s a big one!” 


E GOT our first look at the 
big brown bear under con- 
ditions that made a stalk 


out of the question. It was late eve- 
ning, and although the May twilight 
is long on the Alaska Peninsula, 
there was hardly an hour of good 
light left. 

The brownie was in the open, feed- 
ing along the beach two miles away. 
We'd have to keep out of sight in 
grass and alders, and long before 
we could get to him, it would be 
too dark to shoot. On top of that, 
an offshore wind was howling down 
from the mountains, strong enough 
to biow the feathers off an arrow. 

“No use to try,” Ed Bilderback 
told me. “If we let him alone, we 
might see him tomorrow.”’ 

The bear looked good through the 
binoculars, and I itched to go after 


3 


him. But I knew Ed was correct. 

This was the fourth brownie we'd 
seen in five days of hunting along 
the bleak, treeless coast of the Penin- 
sula across Shelikof Strait from Ko- 
diak Island. Of the four, three were 
good trophies; the guides thought 
one might have been the biggest bear 
they’d ever looked at. But sighting 
a trophy and hanging it on your wall 
are two entirely different matters. 
I hadn’t succeeded in getting within 
range of any of the three. 

The hunt had started on Kodiak 
Island on May 2 last year. My hunt- 
ing partner was Bob Munger, who 
runs a hardware store in Charlotte, 
Michigan. The two of us had just 
wound up a lively hunt for polar 
bears on the arctic ice off Point Bar- 
row in April. 

Bob and I had met under rather 


ILLUSTRATED BY FRANK McCARTHY 





Vee 


Ed Bilderback grabs bundle of bows and welcomes me aboard 57-foot Valiant Maid 


YOU GO, | STAY .... 


unusual circumstances 10 years be- 
fore in the deer woods of northern 
Michigan; we’d sneaked in on the 
same buck from opposite directions. 
We've been good friends since, but 
this was the first year we’d hunted 
together. 

Bob had gathered in a fine polar 
bear, and I had taken one about as 
good, but I couldn’t claim credit for 
mine. I’m a bowhunter, earning my 
living as a manufacturer of archery 
equipment at Grayling, Michigan. I 
had driven an arrow into my bear at 
close range. Given a little time, it 
would have killed him, but he had 


other ideas. He charged headlong 
the instant the arrow sliced into him, 
and my guide had to put him down 
with a 180-grain soft-nose bullet 
from his .300'Magnum. Of course a 
trophy taken that way doesn’t count 
in an archer’s score book. 

I had decided to try for a brown 
bear on the way home. Bob had killed 
a good brown three years earlier and 
wasn’t interested in another, but I 
wanted pictures as well as a trophy. 
Bob agreed to be my cameraman. 
He commented somewhat dryly after- 
ward that following a bowman with 
a camera on a hunt for big bears 


Harley King fleshes hide of my bear. It squares 10 feet. Skull’s in foreground 
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packed enough excitement to satisfy 


’ any reasonable man. 


We made arrangements with Bild- 
erback, a Cordova guide, and he met 
us at Kodiak with his 57-foot boat, 
the Valiant Maid. He brought along 
Harley King, also of Cordova, as sec- 
ond guide and helper. 

Ed Bilderback turned out to be one 
of the most interesting and resource- 
ful men I’ve met in a lifetime of 
hunting. He’s competent at anything 
he puts his hand to. In his early 
30’s, Ed guides in spring and fall, 
fishes for salmon in summer, and 
uses the Valiant Maid to deliver mail 
to a number of native villages on 
Prince William Sound from October 
to the end of April. He also has a 
gold claim back in the interior. 

If you were manager of a zoo, 
needed any kind of Alaska animal, 
and could get the necessary permit, 
Ed would fill your order. He’d rope 
you a bear, sheep, goat, wolverine, 
or anything else you might want. 
His basic philosophy is that a gallon 
of outboard gas will get a fire go- 
ing much quicker than a quart. He 
knows brown bears from plenty of 
first-hand dealing, and understands 
the problems of a bowhunter because 
he’s one himself. 

He’s also an expert rifle shot, cool 
and dependable; that’s the kind of 
guide you need when you’re hunting 
dangerous game with a bow. I’ve 
never known a man I’d be more will- 
ing to trust to back me, and before 
this hunt was over I had plenty of 
reason to be thankful for Ed. 

We hunted Kodiak Island for three 
days without luck. It was a discour- 
aging start for an adventure we’d 
looked forward to so keenly, but we 
took the edge off our disappointment 
by anchoring in Larsen Bay the last 
day and hiking inland two or three 
miles to fish the Karluk River. 

We planned to cross over to the 
mainland that night, but Shelikof 
Strait, separating Kodiak Island 
from the Alaska Peninsula, was dem- 
onstrating why it has a well-deserved 
reputation as one of the world’s 
roughest stretches of water. The 
rumpus was too much for Ed’s boat, 


_ So we waited until the wind died at 


6 o’clock next morning before ven- 
turing out of Larsen Bay. Even 
then, we had a wretched crossing. 

We dropped anchor in a small cove 
shortly after noon and went ashore 
in the skiff. Almost as soon as we 
landed, we spotted two bears just 
below snowline on a mountain that 
shouldered up behind the beach. We 
figured them for a male and sow, and 
the male was a big bruiser. 

We watched them through our 
glasses for an hour, until they got 
sleepy in the warm spring sunshine 
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and lay down. Then we started for 
them, climbing through a tangle of 
alders. The mountain was steep and 
wet and slippery from melting snow, 
and there was still some snow in the 
alders. It took us 21% hours to make 
the climb, and when we got almost 
up to the bears we ran up against 
dry, noisy grass. While we were still 
60 to 70 yards off, we made enough 
noise to catch the attention of the 
big fellow, but we decided later that 
a flash of sun off the chrome trim 
of the movie camera Bob was carry- 
ing must have alerted him. He raised 
his head and tried to locate whatever 
was disturbing his nap, but the wind 
was in our favor. 

He lumbered to his feet and made 
a small circle, swinging his head, 
snapping his jaws, and growling soft- 
ly. His antics aroused the sow from 
her bed on the point of a ridge about 
40 yards from the knoll where he 
had bedded, and she moved around 
to the other side and out of sight. 

A steep slide, originating at the 
foot of rimrock about 60 yards high- 
er up, separated the spots where the 
two bears had been lying. Mr. Wide- 
head, as we named him later—and it 
fitted him to a T—stood at the edge 
of the slide and pondered the situa- 
tion. 

He was broadside to me, a perfect 
rib shot, and the distance was less 
than 100 yards. A rifleman would 
have wrapped him up then and there, 
but I’m not a rifleman. All my hunt- 
ing in the past 25 years has been 
done with the bow. I was carrying a 
65-pound Kodiak model of my own 
make and razorhead hunting arrows, 
a good (continued on page 95) 
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I pose with my big brownie in alder thicket where he fell dead one minute after I'd shot two arrows into hii on Alaska beach 
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Full-mount trophy is constant reminder of the Indian farewell, “You go, I stay” 
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South’s Best Fishing... 


LAND OF 
RECORDS 


New lakes, new fish, new 
records, more sport for 
all—the South’s booming 


By WYNN DAVIS 


Rigmouth bass above are from St. Johns River near Welaka, Florida 


Typical plump crappie is boated below Pickwick Dam in Tennessee 


Catfish gang up below Pinopolis Dam, South Carolina 
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Angler on Lake Cumberland, Kentucky, 
displays a whopper bass caught there 


Toxaway River in North Carolina offers fast, cold water that wild trout thrive in 


anglers who want to catch big fish dur- 

ing 1961. Record-size fish are being 
caught in Dixie today in many places where 
such fishing never existed before. And the 
waters that have been luring anglers South for 
generations are holding their own or getting 
better. 

This wealth of good fishing in the South isn’t 
the work of chance, nor did it happen overnight. 
A combination of well-planned events added 
the new fishing and enhanced the old. 

The fishing boom in Dixie began when the 
TVA and Army Engineers started building huge 
dams across some of the Southeast’s rivers, 
creating inland seas that soon became filled 
with fish. Next a lot of pollution in rivers and 
existing natural lakes was cleaned up and a 
fish-stocking program inaugurated that has pro- 
duced remarkable results. The years have also 
brought improvements in the fish and game 
departments of these eight states. Men trained 
in fish biology and dedicated to conservation 
have generally replaced the people who once 


c SOUTH, young man, is sound advice for 


MARCH, 1961 49 


Lake Karnac is one of many Mississippi hotspots for black bass 
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Brown trout above, from Dale Hollow 
tail-waters in Tennessee, is North 
American record—26 pounds 2 ounces 


Spotted bass from Coosa River, Alabama. 
State also has plenty of largemouths 
and runs of stripers up coastal rivers 


DIXIE-LAND OF RECORDS .wwiswe 


Few Yankees know it, but Georgia has trout streams. Jacks River, above, is sample 


held these offices as political plums. 

The extent to which this has paid 
off is reflected in the fishing in all 
eight states. It’s good and, on the 
whole, getting better. Already fish 
from this great country east of the 
Mississippi and south of the Ohio 
have set seven fresh-water world 
records and one a North American 
record. Six of these record fish were 
caught during the past five years. 
This is a record-setting pace that no 
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other section of the U.S. can match. 
Perhaps the biggest eye-opener for 
Yankee anglers is the North Amer- 
ican record that went to a tradition- 
ally Northern fish, the brown trout. 
The record brown, weighing 26 
pounds 2 ounces, was caught in April, 
1958, from the tail-waters of Dale 
Hollow Reservoir in Tennessee. 
Another fish long associated with 
cold climates is the walleye. Yet the 
world-record moved to Tennessee in 





are landlocked striped _ bass 
these in Marion and Moultrie 
South Carolina impoundments 


There 
like 


lakes, 


August, 1960, when a walleye weigh- 
ing 25 pounds was taken from Old 
Hickory Lake. 

The world-record smallmouth black 
bass is an 11-pound 15-ounce trophy 
taken from Dale Hollow in Tennessee 
in July, 1955. 

You might expect Dixie to hold 
the world record for largemouth 
bass, and it does, with a 22-pound 
4-ounce fish caught from Lake Mont- 
gomery, Georgia, in June, 1932. The 
South also holds the world records 
for white crappie, black crappie, 
bluegill, and channel catfish. 

What’s more, Dixie is far from 
overfished in spite of its proximity 
to more than half the population of 
the U. S. It takes three days or less 
to drive to the farthest fresh-water 
fishing in the Southeast from New 
York City, Cleveland, Chicago, De- 
troit, Philadelphia, Baltimore, Wash- 
ington, Kansas City, St. Louis, 
Houston, and all points in between. 
Trains and planes serve towns near 
the fishing waters. Yet I’ve had as 
much privacy on the Southeast’s 
waters as I have in the wilds of 
Maine or the canoe country of north- 
ern Minnesota. There’s a lot of wild 
and semiwild country. Some of the 
water near roads and cities is over- 
fished, but even where the rod pres- 
sure is greatest the fishing is sur- 
prisingly rewarding. 











This doesn’t mean you can drive 
down any time and fill your limits 
with trophy fish. It isn’t that easy, 
even in the best waters. The record 
fish landed are the once-in-a-lifetime 
catches. But the important thing is 
that the potential is there. In fact, 
it’s not hard to find anglers who'll 
swear they’ve hooked and lost even 
bigger fish than those that set the 
world records. You might discount 
these tales. But you can’t laugh off 
the conservationists who have told 
me in recent years that they have 
netted, weighed, tagged, and released 
several fish that would beat existing 
records. 

There’s adventure, too, for the 
Dixie fisherman who’s not afraid to 
go into the wilds far beyond the 
highway’s end. I don’t mean danger 
from panthers, black bears, or wild 
boars, though there are some of those 
customers around. I mean the adven- 
ture of going into fantastic scenery 
such as the mysterious depths of 
such wild swamps as Okefenokee in 
southern Georgia, for the fishing, 
views of wildlife, and the experience 
of being utterly alone in a corner of 
the earth that’s now very much as it 
always was. Okefenokee, fortunate- 
ly, is a federal refuge, and I hope it 
will remain forever unexploited. 

Another spot no angler should miss 
is wondrous Reelfoot Lake, created 


pacer 


Walleye fishermen can boat some big ones at Center Hill Lake, central Tennessee. That’s a 13-pounder being netted 


by an earthquake in 1811 and now a 
fine bass lake. There are inviting 
fishing trips down picturesque rivers 
winding through the Blue Grass 
Country and green farm lands, as 
well as wooded mountain valleys. 

For something special, there’s the 
long, lazy St. Johns River in Florida 
that offers a fishing trip of several 
hundred miles if-you fish all the way 
from Helen Blazes near its source 
down to Lake George about 75 miles 
from its mouth. This would take a 
week or so and carry you right 
through the heart of the best large- 
mouth-bass fishing in the United 
States. It flows through eerie 
swamps, big lakes, citrus groves, 
farms, towns, the Ocala National 
Forest, and finally meets the salty 
tides from the sea near Palatka. 
Much of the way, you’d share this 
wonderful river only with the white 
egrets, blue herons, bald eagles, wild 
ducks, cormorants, wild turkeys, 
hawks, buzzards, bobcats, coons, wild 
pigs, bears, and panthers. It has 
bass and pickerel from one end to 
the other, along with countless crap- 
pies, locally called speckled perch. 
In the winter and early spring, you 
could have excellent sea-run shad 
fishing on artificials above Highway 
50. 

I’ve never made a trip all the way 
down the (continued on page 84) 
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Float fishing is good on such rivers as 
Cumberland. Scene shown is in Kentucky 
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Yes, My Dove 


A dove hunter with a bum foot needs 
a chair, decoys, and a retrieving wife 


Author’s wife packs gear to dove stand 


By JAMES W. FREEMAN 


PHONED Ed Brookshire the 

| night before the opening of Cali- 

fornia’s dove season. Ed recog- 

nized my voice before I could explain 

anything. He started peppering me 

with questions. ‘Have you got the 
doves located ?”’ 

“Sure,” I said, “I saw more birds in 
the past three days than I’ve ever 
seen before. But... .” 

“How about the weather? 
still hot in the valley?” 

“Yeah, the thermometer in Liver- 


Is it 


more is hanging around 100. It’ll be 
hot enough for the opener. But, I’ve 
Sot... 

I could almost hear Ed smacking 
his lips over the prospects for open- 
ing day. It’s always my job to scout 
out the area of the big San Joaquin 
Valley, just a few miles to the east 
from our homes on San Francisco 
Bay. Ed is an auto mechanic in 
Berkeley. He usually hunts on week- 
ends, but my job as a fireman lets me 
move around more, because I work 


Freeman, sprained ankle propped on box, blazes away as doves top trees. He missed a lot but eventually got his limit 











Gap in trees allows author to pick off a dove flying low behind foliage 


24 hours at a stretch and am off the 
next 24 hours. Ed and I and the rest 
of the gang had been holding our 
breath collectively over the Septem- 
ber 1 to September 30 season. The 
mourning doves we shoot here in 
northern California will pick up and 
leave if a few cold vapors slither 
down the big Central Valley. There 
hadn’t been any cold nights yet, 
Rut.:5}). 

“How about that case of shells you 
were supposed to load? It takes a 
lot of lead to stop a limit of doves. 
We've got to be ready for anything, 
and....” 

“Wait a minute,’ I yelled into the 
phone. “I’ve got some bad news.”’ 

The phone was quiet for a long 
time. I couldn’t tell if Ed was still 
there or not until he finally said, 
“O.K., give it to me.” 

“T sprained my ankle,” I said. 

The phone went silent again. Then 
Ed said, ‘“That’s ridiculous. How can 
you hunt with a sprained ankle?”’ 








“Well, dammit,” I growled, “I 
didn’t plan to sprain it.” 

I looked down at my right foot, 
propped up on the seat of a chair. It 
looked as though someone had stuffed 
an old football into my sock at the 
ankle. I winced, feeling sorry for 
myself, and tried to explain just how 
purple it was. 

“The doctor said to stay off it,’ I 
added. 

“Well, that’s too bad,” Ed said. 
But somehow his voice lacked the 
sympathy that I felt my throbbing 
bones deserved. 

“All right, you fiend,” I finally said. 
“Bring your maps over and I’ll mark 
the places where I saw the best con- 
centrations of birds.” 

“T’ll be right there,” he said. He 
banged the phone down in my ear. 

What Ed was interested in was the 
report of my week-long survey of the 
dove population in the Livermore and 
Delta valleys close to home. This 
pre-season (continued on page 126) 
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Pat retrieves for her ailing husband 


Note decoys on ground, on weed stalk 


Author’s nurse-wife brings in a pair 


See it in Pictures 





SPINNING: 


CROSS the wide Norwegian salmon river I saw a man 

A twirl a line around his head, the heavy silver spoon 

on the end of it flashing in the sun. As it came around 

on about the sixth twirl, he released the line and the spoon 

shot out over the river. Now he shoved the bright tin can 
held in his other hand out after the moving line. 

“What’s he doing ?” I asked. 

“He’s a tin-can fisherman,’’ my guide replied. “He has his 
line wrapped around a smooth tin can and when he throws the 
big spoon out, it pulls the line off the end of the can. He's 
casting.” 

“A fixed spool,’ I said. ‘‘How long has this been going on?” 

“For as long as there have been tin cans,’’ the guide replied. 

A year later, far down in South America’s Patagonia, I saw 
a wood chopper fishing the Segnuerr River in exactly the same 
manner, except that instead of the can he used an empty wine 
bottle as the fixed spool. 

I doubt that either of these fishermen, who lived at least 
10,000 miles apart, had ever heard of spinning. Yet they were 
using the same basic principle as the spinning reels which have 

The Grip taken the United States by storm in the past 10 years. 
ined ani 2 Ss in ean It’s true that spin fishing was practiced in Europe for better 
we ) pts tae ‘en. relies Se ee ay en than a century before it achieved any popularity or even notice 
Oe Nee ne OR Seen eae SF One? in the United States. In 1945 there were less than 200 spin 
supporting shank. With closed-face reel in the : t : ; 
second photo above, proper grip is ahead of the fishermen on this continent, but by 1950 it seemed that spin- 
reel seat. Expert demonstrating grips and other ning would clear the decks of every other kind of light tackle 
moves in photos that follow is Gordon Dean, an fishing. The converts to spinning were loud in praise of their 
authority on light tackle. Dean’s employed by the tackle and successful in fishing. (continued on page 83) 
outdoor-equipment firm Abercrombie and Fitch 





Line Control, Bail 


@ First step in preparing for a cast 
with an open-face spinning reel is to 
catch line where it leaves reel spool 
with the crooked first finger of right 
hand, as shown in first photo at left. 
Then left hand flips line-holding 
bail to one side, leaving line free to 
curl off the reel spool when crooked 
finger lets it go. Caster’s finger 
holds line as shown in second photo 
until rod is whipped through cast- 
ing are and aimed toward target. 
Then crooked finger releases the 
line to let it curl off the reel spool 
and flow through rod guides for 
distance cast. The speol of a spin- 
ning ree! doesn’t fart during cast 
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Spinning tackle is easy to use, but there’s still a 


right and a wrong way. Here’s how an expert does it 


HOW TO CAST 220 exoons 


Line Control, 
Closed Face 


Wi Closed-face reel needs different 
line-holding system to control line 
prior to cast. The method expert 
Gordon Dean uses is shown in first 
photo at right. Line is run from reel 
over the back of the rod-holding 
hand and pressed against cork rod 
grip with thumb of rod-holding hand, 
as shown in second photo at right. 
With line held firmly in place with 
right hand, Dean uses his left hand 
to push reel handle into position 
that unlocks line-holding bail inside 
the reel. His thumb will release the 
line when he casts 





continued > 


To Stop Lure 


fi Dean demonstrates two methods of stopping forward flight of lure 
after the cast. At left, with closed-face reel, he turns reel handle forward 
to engage line with hidden reel bail. Above, using an open-face reel, 
Dean controls cast distance by fingering line as it curls off reel spool. 
Turning the handle of open-face reel will also close bail, engage line 


MARCH, 1961 





SPINNING: 
HOW TO CAST wwii 


Straightaway Cast 


i} Photos above and at right show the three steps in mak- 
ing straight-ahead cast where there are no special prob- 
lems or obstructions. The photo above shows starting 
position, thumb holding line as the rod points forward and 
up at about 45°. Then rod is swung back smoothly to the 
position shown at top right, all done with smoother and 
faster motion than stop-action photos suggest. Then rod 
is powered forward to position seen at right and held at 
that angle while lure sails to target. Thumb holding the 
line te rod grip will be lifted to shoot line through the 
guides as rod springs forward to aim above the distant 
target. This is closed-face reel, but line is released at 
same point in forward sweep with open-face spinning 
reel. The casting motion is the same with either type of 
reel——-a smooth and rhythmic sweep back and then forward 





Wind Conditions 


Dean shows how to cope with the wind in the photos at left and 
below. With wind at his back (left photo) he lets line shoot forward 
with rod tip high, so wind can take lure for added distance. Cast- 
ing into wind, rod is swept forward and down to minimize wind 
drift as lure shoots low over water 


rw 








Sidearm 


@ The sidearm cast demonstrated at 
right is a good wind-bucker and use- 
ful when overhead foliage makes a 
conventional forward cast difficult. 
Cast starts with rod low and angled 
forward as in first photo at right. 
Then comes a backswing and forward 
sweep that ends with rod pointing 
toward target as in second photo. 
Line is released just before rod points 
toward the caster’s target. Rod’s fol- 
low-through motion curves the bait or 
lure to the mark angler’s aiming for. 
Sidearm casts are particularly useful 
when wading narrow, tree-bordered 
streams or in boats holding two or 
more fishermen. There’s plenty of 
room for casts with sidearm motion 





Underhand Lob 


@ This underhand cast is made much 
like routine sidearm cast, except 
that rod tip is lower on backswing 
and higher on forward sweep. A lure 
given underhand lob will sail in a 
high, soft arc, hit water gently. This 
makes good cast for the clear and 
shallow runs where a splashy cast 
would seare fish. Underhand lob 
is also useful when there’s foliage 
blocking overhead casts 


continued > 


@ This short-range, cramped-quarters cast depends on upward flip of the rod to 
toss the lure. Start flip cast by dipping rod tip sharply as in left photo below. 
After that quick downswing bends tip of rod, add to rod spring with sharp lifting 
motion—the move just starting in center photo below. If the cast is to be short, 
release line as the upsweeping rod nears horizontal position. For a longer flip 
east, bring rod up to position shown in third photo before releasing the line 
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Backhand Lob 


@ If overhanging limbs block area over angler’s head and to his 
right, the backhand lob will throw the lure for fair distance. 
To make the cast, swing rod to position shown at left and then 
power rod tip up and toward target. High are drops lure with 
minimum of splash—a good approach for clear, shallow water 


SPINNING: HOW TO CAST ....... 


Bow and Arrow 


® This is a trick fishermen walking banks can use to shoot a 
jure through holes in streamside brush. Photos below and at 
right show same cast in different positions. The technique is 
the same: Grasp bend of the lowest hook on lure so that it 
will clear hand smoothly and safely. Then shoot lure like 
an arrow, releasing line at rod grip as lure shoots forward 








Retrieve 


@ Proper stance for routine retrieve is shown in photo 
at left above. Rod is high enough that its bend will 
absorb shock of hard strike by big fish. Position is 
good for hook-setting, as shown in center photo. Note 


Grasshopper 


@ Here’s the spinning cast that gets a lure into the pockets of 
water that are screened from routine casts by bushes drooping 
low over the water. The grasshopper cast puts the lure in the 
fishy-looking pocket by skipping it off the surface like a flat 
stone, the lure plunking into the target pool after its first 
bounce. To execute this cast, Gordon Dean crouches, then 
swings rod into low backsweep and whips it forward low and 
level with unusual power. Lure hits hard, skips into pocket 


that Dean holds left hand on reel handle to keep line 
under constant control. Rod butt is braced against 
his body. Third photo shows how to gain clearance 
when playing fish in very shallow, snag-filled water 
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NORTH AMERICAN BIG GAME: No. 18 


‘The Rocky 


Mountain Goat 


By JACK O’CONNOR 


Illustrated by Douglas Allen 


A patriarch of the cliffs and canyons, he’s a trophy unique 
in the world, and one that should be hunted more than he is 


Jack Holiday and I made a hunt along the backbone 

of the Canadian Rockies north of Jasper National 
Park in Alberta. We camped late one afternoon on the 
bank of the big Smoky River three days away from the 
railroad. As soon as we had stowed our duffel and rifles 
in our tent and had blown up our beds, Jack got out his 
big 10 x 50 Zeiss glasses, rested his back against a pack 
box, and started looking over the mountains across the 
river. Their gray and serrated ridges went above tim- 
berline, but their lower slopes were clad in thick dark 
spruce streaked by long, apple-green slides. In past 
springs, great masses of snow had broken loose and had 
swept down those steep slopes and cleared off the trees 
as if they had been matchsticks. In time, grass had 
come up on these smooth slopes, and these slides were 
excellent pastures for grizzlies in the early spring and 
for goats almost anytime. 

“This,” said Jack, “is goat country. I'll bet I’ll show 
you a goat.” 

“Show me a goat then,’ I said. 

“Here’s one,” he said presently. “It’s right at the top 
of that middle slide and to the right just under the cliff.” 

I had noticed a fleck of white there, but it had been 
stationary and so very white that I’d thought it was a 
spot of snow. I swung my glass back to it and soon 
could see it move. Then we set up a 20X spotting scope, 
and there, sharp and clear in the cool, thin, evening air, 
was my first goat. Against the short grass he looked 
incredibly clean and white. I could see the shoulder 
hump, the head carried low, the short beard, the panta- 
let effect of the long hair on his legs, and the squarish, 
blocky-looking body. 

A few minutes later we saw two more goats on another 
slide not far away, and others joined them until there 
were about 15, large and small. Then more put in their 

5 appearance until over 30 were scattered along the top 
Standing on guide’s shoulders, O’Connor aims of the slides under the rocky cliffs. Three or four were 
at billy perched way up on canyon’s steep side solitary old billies, but most were family groups of nan- 


| SAW MY FIRST Rocky Mountain goat in 1943 when 
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The Rocky 
Mountain Goat 


continued 
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His feet almost as high as his head, Bradford 
shoots at goat 300 feet up and 200 yards away 


nies and kids. Then, not far below one of the largest 
groups of goats, a great bull moose walked out of the 
heavy timber onto the slide. His black-brown body was 
as round and sleek and stuffed-looking as a sausage, and 
his recently cleaned horns looked almost as white as 
the goats. 

As I watched the goats, my blood pressure went up 
by the minute. I knew it was the plan of Roy Har- 
greaves, our outfitter to travel fast for two more days, 
then make camp and hunt bighorn sheep. At the time 
I had never shot a Rocky Mountain bighorn, but neither 
had I shot a goat. It struck me that a goat in the hand 
was worth two or three bighorn rams on some as-yet- 
unseen mountain. 

“What do you say we stay here and hunt goats a 
couple of days?” I asked Roy. 

“Nothing doing,” Roy said shortly. “I want to get 
those rams behind us. Nothing to getting a goat. You'll 
see the things by the thousands. We'll knock one over 
when we don’t have anything better to do.” 

When we hit the trail the next morning, the goats 
were back at their dinner table—big goats, medium-size 
goats, and little goats. I hated to leave them, and Roy 
apparently read my mind. “That mountain’s no good,”’ 
he told me. “There are a few moose and an odd grizzly 
there, but mostly nothing but those damned goats. 
You'll get so tired of seeing goats you won’t pay any 
attention to them.” 

And we did see a lot of goats. If we didn’t see them 
by the thousands, we at least saw them by the hundreds. 
At one camp, by the banks of the Muddywater River, I 
could always see somewhere between 50 and 100 goats 
on a hill less than a mile away. Almost anywhere we 
hunted, a few minutes work with binoculars would pro- 
duce from two or three to a couple of dozen goats. 
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I didn’t realize it at the time, but I was then in some 
of the finest white-goat country in the world. We were 
hunting along the British Columbia-Alberta border, and 
the goat is primarily a British Columbia animal. There 
are goats in the mountains along the mainland of the 
Alaska Panhandle, in the Kenai Peninsula of Alaska, a 
few in the Yukon, some in Washington, Montana, and 
Idaho, and, as we have seen, in the Alberta Rockies. I 
understand that a few have recently been planted in 
Colorado, and some that escaped over a score of years 
ago from a roadside zoo are doing well in the Black 
Hills of South Dakota. 

In his Lives of Game Animals, Ernest Thompson 
Seton estimates that one quarter of the goat popula- 
tion is in the Rockies and 95 percent of all goats range 
in Canada. However, there are goats in the Cascades, 
the Selkirks, the Coast Range, and the Bitterroots. I 
have seen goats a few hundred feet above tidewater 
in the Alaska Panhandle and at over 10,000 feet eleva- 
tion in the rugged mountains above the Middle Fork 
of the Salmon River in Idaho, the southern tip of the 
goat range in North America. And as odd as it may 
sound, I saw the carcasses of winter-killed goats right 
on the beach up there in Alaska. 

Mostly the goat occupies high and rugged country too 
rough and too far from civilization to be of economic 
use, and in the winter in many areas instead of coming 
low, as sheep often do, he stays up on the high ridges 
where the wind sweeps the snow off. As a consequence, 
goats are about as plentiful as they ever were. 

They are found in huntable numbers in Idaho, Mon- 
tana, and Washington, in Alaska, in the Alberta Rockies, 
and in a few places in the Yukon as well as in British 
Columbia. For whatever the reason, they cling to the 
coastal mountains as they go North. There are none in 
interior Alaska and very few on the west side of the 
Rockies in northern British Columbia, but there are 
many on the east side in the famous Cassiar district. 
I have made half a dozen long hunting trips in the 
Yukon, but I have never seen a goat in the territory, 
and on a 45-day trip into the Muskwa-Prophet River 
country of northern British Columbia I saw hundreds 
of Stone sheep but not over a dozen goats. 

Except in areas close to roads, hunting has little if 
any effect on goat numbers, and goat populations are 
pretty well stabilized wherever the animals are found. 
In 1925 Ernest Thompson Seton estimated that there 
were about 15,000 goats in the United States, and it is 
believed that there are about that many today. A 
study in Jasper National Park showed that goat num- 
bers remained about the same in spite of the fact that 
there was no hunting and limited predation. Goats long 
ago filled up the suitable country, and from then on 
their numbers have remained about the same. A rough 
estimate puts somewhere between 3,000 and 4,000 goats 
in Idaho and something over 5,000 both in Montana 
and Washington. 

It is often said that goats and sheep are never found 
on the same mountain, but that is not true. I have seen 
bighorn sheep and goats on the same mountains in Al- 
berta and British Columbia, and one time I had an 
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@ This is the eighteenth in a peers é 20. 
monthly stories on North American Big Game __ 
by Jack O’Connor, famous shooting editor of 
OUTDOOR LIFE, Each story will be accompanied 
by a full-color painting, suitable for framing, _ 
by talented wildlife artist Douglas Allen. 
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opportunity to shoot both a sheep and goat 
without moving out of my tracks. In 1951 
my son Bradford shot a Stone ram and a 
goat on the same mountain in the northern 
Cassiar, and on several occasions I had 
sheep and goats in the field of my binocu- 
lars at the same time. 
However, goats seem to like a wetter and 
rockier. country than sheep. Because of 
their wonderfully warm, thick coats, heavy 
rain generally does not seem to bother 
them. Indeed, the Alaska Panhandle, where 
they are found in good numbers, is one of 
the wettest portions of the globe. Sheep as 
a rule like to feed in high alpine pastures 
with rocks and cliffs nearby for protection 
against wolves, but goats will stay in rough 
country where there is little of the grass 
that sheep love. 
It is often said that the Rocky Mountain wlll 
goat is not a goat at all but an antelope. 4 maxes 
It is true that he does not belong to the 
tribe of long-horned goats such as the ibex 
and the markhor. Instead he belongs to 
the subfamily of short-horned goats— 
Rupicaprinae—and is related to the chamois 
of Europe and the serows, gorals, and takins of Asia. 
The little Indian serow, which can be seen now and then 
in zoos, looks just like a small and dingy edition of the 
North American white goat. To anyone who is familiar 
with true antelope such as the kudu and the sable, the 
oryx and the impala—lithe, swift, and wary— insisting 
that the white goat is more antelope than goat is down- 
right preposterous. 
In his Campfires in the Canadian Rockies, the late 


While O’Connor films the scene, the billy 
calmly picks his way up the almost vertical cliff 
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Though goats like wetter and rockier country than 
sheep, both are sometimes found on the same mountains 


Dr. William T. Hornaday, famous naturalist and direc- 
tor of the Bronx Zoo in New York, wrote: 

“Among naturalists, a good deal has been said about 
the inappropriateness of calling this animal a goat. 
Some have laid stress upon his antelopelike character- 
istics, and some have seriously proposed, and even used, 
the name ‘goat antelope’. If the mountain goat has 
about him anything that is particularly like the typical 
antelope, it must be very deep down in his anatomy, 
for thus far it has never been pointed out.” 

The mountain goat is one of the few large animals in 
the world that is pure white the year around. Others 
are the Dall sheep and the polar bear. His coat is long, 
soft, luxurious in the fall and winter, but he sheds in 
the spring, and a goat seen in the late spring or early 
summer has an oddly skinny look, like a bird dog that 
has just been clipped so he won't collect cockleburs. 

His eyes are straw color, and his horns short, black, 
slightly curved, and as sharp as needles. Both sexes are 
horned, and often the nannies grow longer horns than 
the billies. Horns of the males are heavier, however. 
There is less variation in the horns of goats than there 
is in any other animal I know, and there is little differ- 
ence between just an ordinary trophy billy and a record. 
I have never shot anything better than a fair-to-mid- 
dling trophy goat. My best head is 934 inches around 
the curve. The world record is only 12. Goat heads are 
very difficult to judge, and it isn’t even easy to tell a 
nannie from a billy. In the fall hunting season, if I see 
an adult goat with other goats I conclude it is a nannie. 
If it is alone I guess that it is a billy. Generally goats of 
either sex can be taken, with the result that many small 
goat heads are brought home by sportsmen. I have seen 
many goat heads pictured or proudly mounted that are 
from immature animals and wouldn’t go over five or six 
inches. I’d say that any goat with a horn length under 
nine inches should not be shot. The best way I know of 
for the beginning goat hunter to guess about goats is 
to assume that any goats in a herd are females or im- 
mature males, and that the old billies are solitary. 

Like the mountain sheep, the goat puts a ring on his 
horns every year, and consequently the age of an animal 
is easy to tell. A billy, like a ram, is old at 11 and sel- 
dom lives longer than 13. Apparently the nannies have, 
for some reason, a higher rate of survival than the 
billies, as under wilderness (continued on page 116) 
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Nels Berggren gets strike from slashing Machias River salmon 


New 


River, and I knew just what to do if an Atlantic 

salmon hit my Gray Wulff fly dancing down the 
eddying current 40 feet upstream. I knew because 
Puncan Cameron had told me 10 months before. 

“The reason you're missing them fish,’’ he had ex- 
plained, “is because you're striking too quick. That’s 
all right with trout, but salmon are slower on the take, 
and you’re pulling the fly right out of their mouths. 
Next time you get a hit, you do this. You say, calmlike, 
‘Slow and steady hooks the salmon.’ Say it right out 
loud and never mind if folks do think you’re a mite 
teched. Then set the hook.” 

I reflected then that it wouldn’t be the first time I'd 
talked to myself while salmon fishing. Duncan’s advice 
was imparted up on the St. Mary’s River in Nova Scotia, 
but it would hold equally true here; Salmo salar is the 
same whether you find him in Canada, Scotland, or 
Down East in Maine. I hadn’t had an opportunity to 
try the magic phrase, but I'd memorized it and I’d been 
rehearsing it, calmlike, as I cast my fly over the foam- 
flecked surface of the pool below Whitneyville Dam. 

About 100 feet below me, Nels Berggren was indus- 
triously drifting a Black Dose through a heavy swirl of 
current around a rocky island. He’d never caught an 
Atlantic salmon, and I hoped he wouldn’t press the 
panic button if he had a strike. I’d given him the pass- 


i WAS STANDING waist-deep in Maine’s Machias 
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No membership in exclusive club is required to fish here 


Salimon 


word, and I figured if he didn’t lose his head he had a 
pretty good chance to hang a fish. I cast again, and 
suddenly a bulge appeared beneath the Gray Wulff. The 
bulge burst into foam as a silvery head lanced through 
its center. 

“Slowandsteadyhoo... ,’’ I blurted, and then my right 
hand gave a convulsive jerk that yanked the fly four feet 
into the air. Simultaneously, a broad, gleaming bulk 
arched into view and fell back in a shower of iridescent 
spray. A wide, whiskbroom tail disappeared beneath 
the surface, leaving the fly awash. 

What I said then was something I hadn’t learned 
from Duncan Cameron, but I must have said it aloud. 
Nels turned my way. “Did you call me?” he asked, 
shielding his eyes from the sun. 

“No,” I replied shortly. “Someone else.” 

There are times when talk is superfluous. One of 
them is when you lose an Atlantic salmon. If you lose 
a pike, bass, or even trout, you can console yourself 
with the assurance that there’ll be another one along 
shortly. But when you muff a salmon, you may have 
had it for a long time. 

I've seen times—rare ones—when you could take 
three or four salmon in a day, but I’ve seen more times 
when you could cast for hours on end over fish you 
could see and not raise a single one. Your fly, your 
leader, your presentation, (continued on page 90) 











at Whitneyville Pool where we got introduction to Machias fishing 


Frontier 


By TED JANES 


The salmon Nels hooked puts on a display of acrobatics 


Jim Fletcher dips long-handled net, hoists salmon over Lower Dam 


Nels (left) and I admire his 12-pound 10-ounce salmon 
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When the dogs in our pack overtake a 
coyote, they have to have the guts to 
fight and hold the quarry, or kill him 


Best way to catch these brush wolves is 
to go after them with tough, fast dogs. 
Here’s how experts get red-letter sport 


By CARL ROLLMAN as told to Ben East 


ILLUSTRATED BY THOMAS BEECHAM 
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HE TRACK was odd, not like 
anything Gordon Hagen or I 
had seen beiore. It was hardly 
more than a furrow through the deep 
snow, with snow scuffed in to blur 
the footprints, as if some animal had 
crawled along on its belly. Duke, the 
young hound on whose judgment we 
were relying, trotted over to it, 
sniffed briefly, and turned away. 
“Looks like we won’t find out what 








THE COYOTE 


had tricked the dog and made a clean 
get-away. It didn’t occur to him that 
it might have taken refuge in the 
porcupine den. He gave up and went 
home. 

About a week later, he and I hit 


made it,’”’ Gordon grunted. “It’s too 
old for Duke.” 

Farmers in the neighborhood had 
told of seeing coyotes, but we no 
more than half believed the stories, 
and this didn’t look like a coyote 
track. That, however, was what it 
turned out to be. 

A few days later Gordon went back 
and found the strange track again; 
this time it was fresh enough for 


Duke to run. He cold-trailed it into 
a dense swamp a mile or two, far 
enough for Gordon to get a good 
look at the paw marks of a trap- 
crippled coyote, finally losing it near 
a big hummock formed by the arched 
roots of three or four cedars. There 
was a porcupine den under the hum- 
mock, and all over the place were 
dog tracks, porky tracks, and porky 
dung. Gordon decided the brush wolf 


the track again. It was late in the 
winter now, and we weren’t surprised 
to find the trail of a normal four- 
footed coyote running with the crip- 
ple. Romance was in the air. “We'll 
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CHASE THE COYOTE ......: 


5 


fa 


‘ 


Gordon, Bob, Carl, Warren, Jerome, George (1. to r.) pose with pack, catch 


do some business today,’’ Gordon 
predicted. 

Duke jumped the two coyotes 
within half a mile. Almost at once, 
the one with four good feet cut in 
and led the dog off the track of the 
other. It’s a common trick in mating 
season for a male coyote to divert 
dogs away from his girl friend, and 
Hagen, who knew their habits, sur- 
mised now that the cripple was the 
female of this pair. 

Duke ran the four-footed track 
for a couple of hours but finally lost 
it. We went back and trailed the 
cripple to the same hummock where 
it had evaded the dog a few days 
earlier. This time we figured things 
out. 

We shoved a stick into the den and 
got close enough to provoke the 
coyote into growling and snapping. 
But there were too many cedar roots 
in the way for us to budge it, so I 
walked out to our jeep, came back 
with a shovel and ax, and we broke 
a hole in the roof. 

Back in a corner, all but hidden 
by a tangle of roots, was a patch of 
gray fur. The only way to get the 
coyote out seemed to be to grab and 
pull. So Gordon handed me his 
.25/20, gave me careful instructions, 
reached in, fumbled around until he 
got a handful of coyote fur, and 
tugged. As he yanked the coyote 
into the open, I blazed away with the 
muzzle of the .25/20 six inches from 
its head. Our guarry turned out to 
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be a female, as we had thought, with 
a front leg off at the elbow and a 
hind one off at the knee. 

That was in the winter of 1948. 
Gordon was an old hand at coyote 
hunting by that time, having started 
in with a .22 and his dad’s hound 
some 15 years earlier, as a kid of 12 
on the farm where he grew up, south 
of Rhinelander, Wisconsin. I moved 
into that neighborhood at the end of 
World War II, and he sold me on the 
sport of chasing coyotes with dogs. 

We pooled our spare cash, and 
bought a $15 hound of uncertain 
blood line. About a week after we 
got him, Gordon’s wife ran over him 
with the family car. We had no more 
money for dogs, so we seined and 
sold bait minnows. The price on dogs 
was going up, and the best we could 
find was priced at $20. We never did 
sell quite that many minnows, but we 
made up the difference and bought a 
second hound, a raw youngster. That 
was Duke, the dog that ran the crip- 
pled coyote into the porky den. He 
turned out to be the best we’ve owned 
up to now. 

That female was the first coyote 
I'd ever helped to bag, and she 
touched off what in my case has de- 
veloped into almost a part-time ca- 
reer of coyote hunting. 

Gordon and I have made some con- 
verts over the years. There are six 
of us in our hunting group now, all 
dog owners and coyote addicts. The 
four others are Bob Webster, Warren 


Johnson, George Thompson, and Gor- 
don’s cousin, Jerome Hagen. George 
is 29, I’m 47, the others in between. 
We’re all in good shape, able to put 
in a hard day on snowshoes any time 
it’s necessary. We all live in or 
around Rhinelander, about 40 miles 
south of the Michigan border. Five 
of us work at a local paper mill. 
Warren owns his own plumbing busi- 
ness. 

Weather permitting, we hunt every 
weekend—and during the week as 
often as we can—from the time the 
Wisconsin deer season closes at the 
end of November until the snow goes 
in March or April. Mostly we hunt 
just coyotes. We pick up a few 
foxes and bobcats on the side, usual- 
ly by taking a track iate in the day 
when a coyote hunt has ended in 
failure. But in our book they’re in- 
cidental. All of us hunt pheasants, 
grouse, ducks, geese, and deer, but 
we feel that coyote hunting outshines 
everything else by a wide margin. 

Wisconsin has a sizable coyote 
population (upward of 2,000 are 
bountied each year). The country 
around Rhinelander, a mixture of 
swamps, rolling hills, and cutover 
timberland, with plenty of lakes and 
streams, has its fair share. Up to 
last winter, we’d averaged seven to 
10 coyotes a season for five or six 
years, plus eight to a dozen foxes and 
now and then a bobcat. All were 
taken within 20 miles of home. Last 
winter we did much better, account- 
ing for 24 coyotes, eight foxes, and 
eight cats. We think that a couple of 
years when no bounties were paid 
let the predator supply build up. It’s 
plain our hunting operations are not 
depleting the population, but they 
help to hold it in check and, more im- 
portant, they provide us with about 
four months a year of lively fun. 

We think we’re helping the deer 
population of the area, too. As a deer 
killer, the coyote is far outranked by 
both the timber wolf and mountain 
lion, if I can judge by all I have 
heard and read, but he’s no slouch. 
He has venison whenever he feels 
like it, and that’s fairly often, espe- 
cially in winter. He’s also a champ 
at polishing off any deer he kills. A 
few years ago, after a fresh fall of 
snow, we surprised two coyotes feed- 
ing on a yearling doe they’d pulled 
down. They were still eating when 
we drove them off, and all that re- 
mained of the doe was the head, 
neck, and a front shoulder. Another 
time we found where three had ‘eaten 
a whole deer in one night, leaving 
only the tail (continued on page 108) 








Two coyotes stop abreast of porky, keeping a safe distance 
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Coyete ducks muzzle under quill-less forepart, flips porky 


Porky ambles toward nearest tree, but they cut off his route 
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Growing weary, porky refuses to turn back to mock charges 


b 


a 


Now coyote grabs porky by throat, and pins him with forepaws 


COYOTE MYSTERY SOLVED 


This remarkable photo sequence proves what author 
Carl Rollman says in the accompanying story, ‘Chase 
the Coyote,” about coyotes being smarter than dogs in 
avoiding porky quills. 

Photographer of this revealing wildlife episode is 
Edward Cesar, who works one of the largest trapping 
territories in Alberta, Canada. 

For a long time, Cesar had believed that coyotes eat 
porcupine flesh; a few times he’d found porky skin and 
quills, with ample evidence that coyotes had eaten the 
former occupant. But he wondered if coyotes had found 


the porkies dead or alive. And if they found them alive, 
how had they killed them despite the porcupine’s highly 
protective quills? 

Cesar found the answers in this scene recorded 
with his 35-mm. telephoto camera. The coyotes, work- 
ing as a team, alternately feigned charges. Since a 
porcupine always turns his back to danger, he was al- 
ways swapping ends. When weary porky finally re- 
fused to fall for the bluff, coyote made genuine charge 
that penetrated to soft underbelly. The coyotes killed 
and ate the porky. 
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Frank hefts 14-pounder, day’s best 








Eyeing river, Dodz picks next spot 





; x John, Frank, Barbara pose in the 
square-ended boat; catch on beach 


g* ies 


John Wilson, using typical gear, battles a leaping, slashing Skagit River steelhead 





Dodz said these Skagit steelheads go nuts in 


the spring, but he forgot to tell me they’re 


such wild jumpers that the sun scorches them 
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Fast camera reveals steelie flipping over onto back 


Sunburnt Steelheads 


By HUGH N. 


‘TE WERE drifting quietly down the slightly 
murky Skagit River on the west slope of the 
Cascade Range of Washington, casting for 

steelheads. It was mid-April, the day was bright and 
sunny, and a faint breeze meandered down from snow- 
capped peaks on both sides. 

The river split into several channels for a short dis- 
tance. Where the first stream rejoined the main stem, 
John expertly cast a small cherry bobber into the junc- 
tion. The bobber had barely disappeared under the 
surface when a fish slammed it. 

“Hey, fish on!’’ he hollered as the lively steelhead 
darted under the boat and out across the river. Dodz 
turned the boat with the oars as the steelie came thrash- 
ing up and out. After letting the fish run out 75 feet of 
line while Dodz eased the boat into a quiet stretch of 
water, John put on pressure. 

The rod arched, and silver flashed as the fish rolled 
and then jumped four feet. It splashed back and leaped 
again. Next the fish scurried under the boat, and John 
hastily reeled in line and swung the rod tip around the 
stern. Dodz turned the boat again, but the fish stayed 
under it even as John applied all the pressure the rod 
would stand. In a minute or so the fish turned, dashed 
downstream about 50 feet, rolled on the surface, leaped 
clear once more, and then crash-dived. 

John cranked hard, and slowly, grudgingly, the fish 
came in. It was a small one, and this bit of work just 
about finished it. The steelhead made one more trip 
across the river, and then Dodz had it in the net. 


After staying deep for five minutes, Barbara’s steelhead takes to air 


STRATFORD 


John held up the trim, eight-pound female for us to 
admire. Fresh from the sea, she was beautiful—a bright 
silver and green, tinged along her sides with a faintly 
lustrous pink. It was our first fish in six hours of hard 
fishing. 

This float trip had been planned back in December at 
the opening of the steelhead season while I was trying 
to get photographs of leaping steelheads. I was with a 
fishing party guided by Elmer (Dodz) Athearn, and 
they were catching steelheads. Trouble was the fish 
weren’t putting up much of an aerial show. I couldn’t 
blame them; the weather was gray and wet with a near- 
freezing wind stabbing right through our soggy cloth- 
ing. My bum luck with photo opportunities wasn’t add- 
ing anything to my comfort. 

I was about to turn into one solid sheet of ice when 
Dodz casually said, ‘‘Why don’t you come up in April 
when the weather isn’t so nasty. The steelheads go 
crazy with the heat and leap all over the river when 
they’re hooked.” 

So, four months later, here I was again in Dodz’s 
16-foot guide boat with Frank and Barbara Cate, John 
Wilson and Dodz Athearn. Frank is part owner of a 
cleaning business in Seattle, and he and Barbara live 
on Mercer Island, a Seattle suburb. John, an avid fish- 
erman and hunter, drives a truck for Frank’s company. 
Dodz lives in Sedro Woolley, about 80 miles north of 
Seattle, and generally does some logging between steel- 
head seasons. I’m a Seattle free-lance magazine photog- 
rapher. (continued on page 99) 
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‘ By CAPT. CHARLES 
E. ROBINSON 


> fA Spell on Bass 


re . The sergeant catches more big 


CG bass than anybody, but when 


wo c— he told me how he does it, I 


F tas ) thought he was pulling my leg 
SPO 


’ La) - 


Illustrated by Casey Jones 


geant in the United States Air Force stationed 
at Williams Air Force Base 30 miles southeast 
of Phoenix, Arizona. For 24 hours at a stretch he works 
in charge of Transient Maintenance where, in the course 
of his duties, he meets, services, and sends off anything 
the Air Force flies. 
My companion often dives to Some people at the base, however, think that all this 
get his hung lures. We both e is just a sideline with him. For, in the 48 hours between 
tried it on my tangled bass shifts, he’s apt to be found at his favorite pastime— 
catching more bass than anyone else around. 

I’m an instructor pilot at Willie Airpatch, as we call 
the base, and most of my flying time has been in fighter- 
type aircraft. Like Davis, who has 12 years in the serv- 
ice to my nine, I am married and plan to make a career 
of the Air Force. However, when I’m not flying, and 
if there’s no hunting season open, I spend all the time 
I can at Apache Lake, one of four man-made lakes in 
the mountains about 30 miles northeast of Phoenix. It 
was there I first heard of Davis and found he was a sort 
of living legend. 

I’d come into the dock after a hard day’s fishing with 
my usual meager string, and the sergeant in charge of 
the dock would look at my catch sympathetically. 
“Hardly worth the trip, was it?” he’d say. “Sergeant 
Davis and his wife just left. They caught 26 this morn- 
ing.” 

Naturally, I knew this was an out-and-out lie, or so I 
used to think. Even during the winter months when 
the bass weren’t supposed to be hitting—and I could 
very well verify it—there was the usual story from the 
dock chief. ‘“‘Davis was up here a few hours yesterday 
evening-—caught 18 and had a couple of nine-pounders.” 

That would frost me. I couldn’t believe it, for I’d have 
been fishing hard all day long, using everything in the 
box that’s popular in Arizona for catching bass. I would 
have two or three fish, if I’d been exceptionally lucky 

Ree? peng oS and had worked at it. I made up my mind to check on 
ie eae lle ;, this Davis because I had to know if all the stories I'd 


R=: DAVIS is a 32-year-old technical ser- 
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WELCOME 
TO YOUR 

EVINRUDE 
DEALER'S 


GETTING WEARY OF WINTER? Looking forward to fishing? Can’t 
wait to go swimming, water skiing. ..or cruising? Making plans for 
camping, picture taking, and exploring? 


SPRING IS HERE NOW... at your Evinrude dealer’s. He’s putting final touches 
on his gala FUN AFLOAT SHOW ... an exciting new kind of boat show that demon- 
strates the wonderful ways you and your family can enjoy a new kind of vacation living 
..on a budget! 

You’ll see not only the newest boats and motors... but fun equipment for skiing, 
cruising, fishing, skin diving, and camping. There’ll be refreshments and prizes! You'll 
get expert advice on how to broaden the horizon of your own favorite hobby or sport... 
and exactly how little it takes to do it! 

You don’t have to be a millionaire to live like one ... and the best way to find out is 
to visit your Evinrude dealer’s FUN AFLOAT SHOW... to be announced locally 
by your Evinrude dealer soon! 

FREE—EVINRUDE FUN GUIDE! All the wonderful ways to enjoy leisure living afloat. 
Ask for it at your nearest Evinrude dealer—or write: Evinrude Motors, 4135 N. 27th St., 
Milwaukee 16, Wis. (Jn Canada: Peterborough, Ont.) A Division of Outboard Marine Corporation. 





on Bass 


continued 


The sergeant loves to talk fishing 
and willingly reveals his know-how 


heard about him were fiction. I got to asking around. 

Everybody knows that most sportsmen are liars, more 
or less, but it would be pretty hard to find so many who 
would, or could, lie so consistently about any one man. 
The more people I talked to, the more convinced I be- 
came that I had to meet him. 

I went down to the Transient Maintenance shop and 
got to talking with him about fishing. Davis is glad to 
talk on the subject. He is one of few who will tell you 
where he caught his fish, what he caught them on, and 
how. he used his bait. He is so successful himself that 
he’s glad to help others. He was so free with his infor- 
mation to me, a stranger, that I thought he might have 
been pulling my leg. At first, that is. Later, it turned 
out he’d been telling the truth all the way. 

Davis, the father of three daughters, comes by his 
angling proficiency naturally, I guess. His father was 
an avid fisherman who always took his son with him. 


Davis plunges rod, reel, and part of himself 
teward bottom to turn a surface-heading bass 
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Since they lived in Parkersburg, West Virginia, Davis 
cut most of his fishing teeth on the Ohio River, its tribu- 
taries, and nearby lakes. Since then, he’s fished for bass 
in many of the fine waters of California, Oklahoma, 
North Carolina, Virginia, and Arizona. He thinks 
Apache Lake stacks up with any of them. 

I think even Davis would agree that luck plays a part 
in fishing. Regardless of the lure you’re using, however, 
all the luck in the world won’t catch fish for you if the 
beggar isn’t in the water. In other words, hard work. 
Davis is the type who would tell you that you missed 
two casts if you stopped to light a cigarette or stuff 
a pipe. 

When using a plug, Davis keeps moving all the time, 
drifting along slowly and using his oars instead of the 
motor except when the wind is too strong. In these 
middle Arizona lakes, to stop and fish one place too long 
is a waste of time generally, as far as bass are con- 


When using a deep-running plug, my instructor 
reels as fast as he’s able. It’s an odd sight 


cerned. It is true, of course, that Davis has his favorite 
shallow points, cliffs, and other steep shorelines, but he 
also scores on some of the most unproductive-looking 
shorelines imaginable—water-ski launching areas, swim- 
ming beaches, and the like. Most fishermen on this lake 
get away from the dock area quite some distance before 
starting to fish for bass. Davis frequently catches two 
or three within hollering distance of the landing. 

On the sort of plug he uses: ideally, it’s one which 
floats while stationary and sinks fast and stays deep 
when being retrieved. Although most fish in this coun- 
try hit deep, occasionally one will take it off the top 
before you start your retrieve. If the plug won’t im- 
mediately start nearly straight down when you begin 
your retrieve, hang a bit of sinker on the line well ahead 
of it. The bass couldn’t care less, Davis figures. 

Reel like the devil. The faster you reel, the deeper 
the plug should go down to where the fish are, near or 
on the bottom. It makes no difference whether you’re 
fishing in one foot or 40 feet of water. 

“What’s that?” you ask. “Bass in 40 feet of water? 
Baloney !” 

I used to think the same before I saw quite a few 
caught that deep. And as for the speed—they haven’t 
built the hand-crank reel yet that you can reel fast 
enough to outrun a playful, hungry, or angry bass. 

Davis has already com- (continued on page 105) 








Fish Grab My Hook Without Caution 
...Attack so ravenously... 


| CATCH FISH LIKE CRAZY! 


My Secret is My French Patented Lure 
That’s GUARANTEED TO CATCH FISH 
++. Or if costs you nothing. 


BY EMILE PLANES 
(AS TOLD TO PAUL STAG) 


Here is agg I catch more fish than I ever caught 
in my life before. . . . More fish than I ever 
dreamed of — and BIGGER fish than I ever 
suspected possible. Here is how you can catch 
bass, pike, perch, bream, trout, salmon, crappie, 
pickerel, walleyes and many, many other kinds 
of fresh water game and pan fish plus many 
salt water fish . . . the same way I do. 

Since I invented my fishing lure, catch so many 
fish, such BIG fish, and catch them so FAST, people 
gather to watch me. I’ve been followed FOUR 
TIMES in ONE day by a fish warden to find out 
if my methods are legal. But my entire secret is my 
fishing lure that’s GUARANTEED to CATCH 
FISH — or it costs you nothing. Yes, GUARAN- 
TEED to catch fish even when other lures or even 
live bait fails or no cost. 


My lure works in lakes, ponds, streams, salt 
water, saves you time, work, money and disappoint- 
ment, is ideal for amateurs, experts, trollers, casters, 
shore fishermen. My lure catches fish differently 
from anything you’ve ever seen before in fresh and 
salt water. Even veteran U. S. fishing guides have 
been surprised at its astonishing catches. And the 
French Government itself has certified my lure by 
actual patent as UNIQUE! 


An Underwater Discovery 


I am a Frenchman, a science teacher, a skin diver 
and I have fished all my life. For years I have 
studied fish underwater— WHILE FISHERMEN 
ABOVE WATER were trying to catch them. What 
I discovered changed every idea I ever had about 
fishing and fishing lures. 


Lures Can Frighten Fish Away 


1 watched UNDERWATER exactly how fish re- 
acted to every lure, live bait, every fishing ma- 
neuver and trick used to catch them. I watched fish 
approach even the best performing lures, seem 
ABOUT TO STRIKE —then suddenly TURN 
AWAY. Something about even the best performing 
lures was obviously often KEEPING THEM 
FROM CATCHING fish. As for the average lure, 
mostly they seemed actually to BORE the fish — as 
though they looked to the fish as they looked to me 
UNDERWATER — shiny, painted bits of metal, 
plastic and wood. I saw live bait after it was cast 
turn white and die before my eyes — and saw 
fish often approach, prepare to strike — THEN 
TURN AWAY. 


HOW VIVIF WORKS! 


Fish have never seen anything like this lure be- 
fore. It attracts fish by its vibrating tail. It is the 
world’s most life-like lure in the water. Fish can’t 


resist it. . . and wi they grab the lure it 
“feels” lifelike — doesn’t warn them to spit it 
out before you can sink the hook in! Read this 
article and learn the amazing story of this 


imported lure. 











Minnows Irresistible 


Then I saw the same fish approach actual live 
swimming minnows and without caution or sus- 
picion STRIKE RAVENOUSLY. I saw the same 
fish that rejected the lures again and again attack 
without caution LIVE SWIMMING MINNOWS. 
In fact, these little minnows seemed to DRAW 
many fish from a distance—even before being seen. 


Why Lures Often Fail 


My talks with fish scientists and my own studies 
convinced me it was the swimming motion of min- 
nows, particularly the swishing tail that attracted 
many fish. I concluded that no lure I had ever used 
had SUFFICIENTLY duplicated the living minnow 
and its motion. i 

How, I asked myself, could a fish lure be created 
that would attract fish just as the actual living swim- 
ming minnows did — and that once attracted would 


THIS IS EMILE PLANES, Science Instructor, Skin 
Diver, ardent fisherman from Beauce, France, 
who went underwater to find out why fish reject 
certain lures and chase others . . . and who, as 
a result of years of observation, research, and 
development, finally created a true-to- life man- 
made minnow that practically no fish can resist 
. « » that holds an all-time Char Trout record in 
Britain, and has made amazi 
rong | and all over the world. 

e@ how you can try this amazi 
that's GUARANTEED TO CATCH Fi 
COSTS YOU NOTHING! 


OR It 














get the same ravenous STRIKE as live minn 
WITHOUT the hesitation, suspicion and FEAR 
aroused by the lures I saw ‘used? 


My Man-Made “Minnow” 


After 19 years of study and testing, I have finally 
created such a man-made “minnow,” so like a liv- 
ing, swimming minnow in shape, form, texture and 
motion that fish ravenously STRIKE — without 
caution — and I catch more fish, bigger fish — and 
faster than ever before in my life. 

Because my man-made ‘‘fish’’ looks, darts, 
wiggles, even “feels” like a minnow . . . bass, 
pickerel, pike, perch, trout and many other kinds of 
fresh and salt water fish attack voraciously — with- 
out suspicion or fear — even when they’re not biting 
for another fisherman on the lake. 


Astonishing Catches Reported 


I call my lure VIVIF. Once I perfected VIVIF I 
started selling them to other fishermen. Soon news 
of astonishing catches came in — first France — 
then from other countries. 

Yes, from all over comes reports of amazing 
catches — of fish biting where ‘other lures failed 
— of the sureness, the simplicity, the effectiveness 
of this VIVIF lure. And what does this mean to 
you? 

Simply this. Now YOU can get more out of 
fishing than ever before. Now YOU can catch more 
fish, bigger fish than ever in your life. It is GUAR- 
ANTEED — or you pay not one penny. It means 
now no longer need you come back with an empty 
creel from a long day’s fishing. It means no longer 
need you spend hours of work digging worms and 
catching minnows or other bait. It means you can 
save the endless expense of continually buying ex- 
pensive spinners, flies, plugs, bait and lures. It 
means you can often catch the fish that are not 
biting on worms, bugs, plugs, spoons, canned bait, 
flies, cut bait or spinners or no cost. It means you 
can troll, cast, or shore fish with my lure with equal 
success. It means you can go out after and come 
back with large mouth bass, small mouth bass, pike, 
pickerel perch, bream, trout, walleyes, salmon, red 
tuna, striped bass, blue fish, weak fish and do it 
time and again— or your money will be refunded 
at any time. VIVIF is catching fish in 25 countries 
for delighted fishermen. 1,050,000 VIVIF’s have 
been grabbed up. Already reports from U. S. fish- 
ermen say VIVIF is the greatest lure they have ever 
used. I predict VIVIF will soon be the world’s 
fastest selling fish lure. But test the magic power of 
VIVIF yourself without risking a penny. 


VIVIF IS IMPORTED 
SUPPLIES are LIMITED 


To get your VIVIF now, mail Amazing Trial Cou- 
pon. U. S. supplies are still limited. Order now to 
be sure you'll have your VIVIF in time for your 
next fishing trip. Only if you act at once can we 
——- to Gil your order immediately. Don’t 


AMAZING TRIAL OFFER 
B opak me 29 ree ee TY te cine enn 
perfecting 


When you receive your VIVIF, use 
like . . . to prove its fantastic fish 
Use it to catch bass, trout, perch, pickerel, 
walleyes ... any sport or pan fish 

Put VIVIF to every test. If you don’t agree it 
the finest lure you’ve ever used . 
catch more fish and bigger fish, 
entirely free. It won’t cost you a penny. 
amazing trial offer below. 


Over 1,055,000 Amazing VIVIF’s Already Sold Through- 
out The World. Be The First In Your Area To Own One. 


Mail Amazing Trial Coupon Today; 
Harrison Home Products Corp., Dept. 32-0L 
| Fishing Tackle Division I 
8 Kingsland Avenue, Harrison, New Jersey | 
Please send VIVIF’s checked below on AMAZ- 
ING TRIAL OFFER. If VIVIF does not catch | 
more fish . . . bigger fish . and make fishing 
more fun . . . if VIVIF is not the greatest lure I 
I’ve ever used you will refund my money imme 
diately including postage. 
Weight Coler Comb 
Y%, ot. Green-Silver-Red V-1 
Y% ox. Black ond Gold V-2 
Y, ox. Green-Gold-Red  V-3 
”“ Veer Red and White V-4 
ALL 4 THIS SIZE FOR $4.95 
3” Yer. Brown-Silver-Red -51 
3” Yor. Black-Silver-Red V-52 
3”) Yew. Green-Gold-Red oa 
3” Yer. Red and White V-54 
ALL 4 THIS SIZE FOR $5.95 
5%” 2% 02. Green and Yellow Y-101 @ in 








$1.65 
$1.65 
$1.65 
$1.65 





i 2% ox. Red pod White 
maad” Pr ty oz, Blue Silver 
ALL 3 THIS Size FOR $6.95 

0) PAYMENT ENCLOSED. Send VIVIF’s 
Postpaid! I save all C.O.D. Charges. (Money 
Back Guaranteed on all VIVIF’s.) 

0) SEND C.O.D. I —_ pay postman price of 
VIVIF’s plus C.0.D. im (Money Back 
Guarantee on all VIVIF’ 

| NAME 


] ADoREss 








| SPECIA’ ‘a ONE OF EACH SIZE VIVIF 
OFFER LURES ALL FOR ONLY $4.95 


| CANADIAN CUSTOMERS: Order from Har- | 
rison Tackle Company, 539 King St. W., | 
| Toronto, Ontario. 
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_ ANGLING 
Wynn Davis 





come out along the streams each 
spring, a lot of anglers get trout 
fever and jam into the tackle stores to 
inspect rods, reels, lines, flies, and lures. 

You can stir up an argument there 
pretty quick by declaring there is 
nothing like an 8-ft. fly rod for trout 
or that a spinning outfit is the best 
trout tackle. Anglers develop strong 
opinions about fishing and tackle and 
are quick to defend them. Besides, the 
outfit that suits one angler may prove 
unsatisfactory to another. 

Years of helping beginners have con- 
vinced me that the average novice is 
apt to buy lighter tackle than he can 
handle efficiently while learning. Soft, 
whippy rods seem to have a peculiar 
fascination for beginners. So do big 
reels, light lines, and very long leaders. 
But the biggest mistake of all, is buy- 
ing one outfit in the belief it will serve 
well for all types of trout fishing. 

First step for the beginner is decid- 
ing what kind of trout fishing he'll do 
most: spinning, fly fishing, bait casting, 
or trolling deep in big lakes. This is 
basic, for as much as most of us would 
like to find one all-purpose trout outfit, 
there is no such thing. Spinning comes 
closest, but really doesn’t ring the bell. 

True, you can cast flies with a 
spinning outfit if you use a plastic 
bubble for weight, and you can troll 
with one. You can also fish small 
spinning lures with a fly rod and you 
may fish live bait with both. I’ve done 
all these things in emergencies. But 
when you do these things, you’re mak- 
ing one type of tackle do another rig’s 
job, and you can’t expect top perform- 
ance. 

Spinning and fly fishing are by far 
the most popular methods of trout fish- 
ing, so let’s concentrate on those two 
outfits. If you can’t make up your 
mind which method will be best for 
you, here’s a little test that should help. 
Ask yourself the following four ques- 
tions: 1. Do you prefer fishing large 
rivers and big lakes or small brooks 
and ponds? 2. Do you have a lot of 
time to practice with the tackle you'll 
buy? 3. Are you easily disappointed 
and discouraged when you don’t catch 
fish? 4. Do you want to make long 
casts for the pure joy of achieving 
distance? 

The spinning outfit is for the begin- 
ner who plans to fish big water, likes 
distance casts, and has limited time 
to master complicated maneuvers. A 
fly-fishing outfit will better suit the 
person who intends to fish small ponds 
and streams and who has the extra 
time and patience needed to master 
fly tackle. 
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I'm very partial to fly fishing for 
trout. I started my own trout fishing 
long ago with a cheap fly rod and reel 
that I used to fish worms and other 
natural bait. I graduated to artificial 
trout flies and fly-fishing casts much 
later. Worm fishing gave me the feel 
of a fly rod and taught me where trout 
lie in streams at all seasons of the year 
—lessons that have paid off handsome- 
ly in the years since I took up fly 
fishing. 

Both spinning and fly fishing for 
trout are a lot of fun, and neither need 
cost the beginner enough money to 





JIGS IN A JIFFY 


@ You can make effective trolling jigs 
with nothing more than hooks, dog-ear 
sinkers, and bucktails. Place shank of 
the hook in the sinker groove and bend 
over the dog-ears tightly. Slip on one or 
two bucktails and pinch the eyes to keep 
them from slipping off. Angler can give 
lead sinker a bright finish by scraping it, 
or color it with a quick-drying paint 


worry him. I believe the experienced 
angler will get his dollar’s worth of 
added enjoyment out of the best tackle 
he can afford, but I think it’s better 
for the average beginner to start with 
low-priced equipment. He'll be chang- 
ing his thinking about rods, reels, and 
lines as he gains experience and fishes 
a variety of waters under different 
conditions. Time enough then to buy 
top-grade tackle. 

A beginner can assemble a satisfac- 
tory first fiy rod, reel, line, net, and 
creel for less than $50, if he shops 
wisely. And he can buy the equivalent 
in spinning tackle for the same price. 


g Beginner's Trout Tackle 


You can learn with low-priced as well 
as top-grade tackle. It may not last 
as long or be satisfactory once you’ve 
learned the ropes, but it’s all you ac- 
tually need now. 

If you decide on a spinning outfit, 
be sure you know what spinning tackle 
is. Take reels, for instance. There are 
spinning reels, spin-cast reels, bait 
reels, trolling reels, and fly reels. Each 
is basically different and neither will 
do the job of the other, though spin- 
cast reels come pretty close to over- 
lapping spinning reels in performance. 
Spinning reels, unlike other reels, have 
spools that remain stationary during 
the cast—line curls off the spool over 
the end. But that isn’t all. When you 
retrieve spinning line, the reel spool 
doesn’t revolve as do the spools of 
other reels; it moves in and out in an 
oscillating motion. The spinning reel 
spool revolves only when a fighting 
fish makes the reel give line against 
the drag of the reel’s brake. 

So ask the salesman to show you a 
selection of spinning reels for trout 
fishing. Don’t just ask him to bring 
out some reels as I have seen people do. 

You'll find several types of spin- 
ning reels, those with full-bail pickup, 
mechanical-finger pickup (half-bail), 
and manual pickup. You also have a 
choice of open and closed-face reels. 
All are good. Closed-face reels will 
cast heavier monofilament line more 
efficiently than will the open-face reels. 
Many pike and bass fishermen prefer 
them for this reason. But in trout 
fishing, you'll rarely need a heavier 
line than 6-lb.-test, and all open-face 
reels handle this strength beautifully. 

I use open-face reels with full-bail 
pickup simply because I have less 
trouble with them, seem to cast better, 
and have the added advantage of being 
able to spot developing line and spool 
trouble, often in time to head if off. 
The only spinning reel that I wouldn’t 
recommend for the beginner is the 
open-face reel with manual finger pick- 
up. This is asking a little too much of 
the average beginner and I think he’ll 
do well to avoid it. 

A spinning reei priced between $12.50 
and $17.50 should be a happy choice for 
your first season or two. Generally, 
known brands are more uniform in 
quality. 

When you’ve bought your reel, ask 
the salesman to wind on 100 or more 
yards of monofilament line. Any well- 
known brand will do. For average 
trout, I suggest the beginner use 4-lb.- 
test. For heavy trout, especially in 
waters where grass might be a hazard, 
use 6-lb.-test. There will be plenty of 

(continued on page 80) 
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$7.95 $29.95 $29.95 $495 $1495 $2995 $14.95 $7.95 $9.95 $27.50 $7.95 $14.95 $19.95 
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EVERY PFLUEGER REEL Deserves A PFLUEGER ROD 


A FULL RANGE OF RODS FOR EVERY TYPE 
OF FISHING--PRICED FROM $3.50 TO $29.95 


PRONOUNCED “FLEW-GER” The Enterprise Manufacturing Company, Akron 9, Ohio 





CASTS LIKE Magic 


WON'T BACKLASH! 


NEW! 


PUSH-BUTTON REEL 


with TY-BO star DRAG 


Ne. 1796 With new “Ty-Bo” drag 
crank assures noline twist. Level-wind 
with new thumb curve push-button 
and bayonet locking outer cone. With 
100 yds. 15-Ib. line..........$27.50 


-\A 


MATCHING 

WONDEROD 
No. 1579 Push-button WON- 
DEROD. Double-bilt for power, 
action, accuracy. Tru-Aim han- 
die, stainless steel guides, 6’, 
6'6” XL, L or M action or 7’ all- 
purpose model $18.95 





UNI-STRENGTH, SUPER-SOFT S/P MONO® 
Hairline precision, quality control assures the 
ultimate in uniformity and strength. S/P mono 
willincrease your spinning enjoyment. No.6200X 


S/P mono 100 yds. 12-ib. line............. 


$2.00 


NEW M-1-SPOOL 
BAIT CASTING REEL 
CASTS MONOFILAMENT 
WITHSTANDS LINE WEDGING 
Gne-piece die cast aluminum spool! 
is especially designed to prevent 
line wedging and withstand the 

pressure of monofilament. 

No. 1934 “Direct-Drive"® with 

“automatic thumb" for no-backlash 

casts. (cap. 165 aged 15-lb. B/C 
Fas pene’ .. $14.95 


NO. 1797 
PUSH-BUTTON 


WONDERCAST 


AMERICA'S MOST 
POPULAR 
PUSH-BUTTON REEL 


No. 1797 Push-button WON- 
DERCAST. Just a push of the 
button, s-w-i-s-h of the rod— 
Presto! Push-button fishing. 
Backlash impossible! No.1797 
Level-wind push-button WON- 
DERCAST with 100 yds. 12-Ib. 
monofilament 
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No. 1934 


B/C MON-OVAL DESIGNED ESPECIALLY FOR 
BAIT CASTING. New flat ribbon-type monofilament 
is limper, more flexible, reduces tendency to overrun. 
No. 6300, per 50 yd. spool 15-Ib. test (grey mist) $1.50 


“AMERICA'S NO. 


VERTICAL MODEL 


SHAKESPEARE AUTOMATIC FLY REELS 


Undisputed first choice among fly fishermen, Tru-arT® automatics are 
beautifully finished and precision crafted, silent winding and free stripping. 


No. 1826 Vertical (cap. 80 yds. ‘G"' line, 34 yds.""D" line)....... 
Also Ne. 1836 Horizontal model (same cap.)................... 


.. $15.95 
.. $14.95 
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WONDERODS® 


Shakespeare ‘Fast Taper" design 
provides “self-adjusting” action to 
cast a wide range of baits and lures. 
Thousands of parallel glass fibers are 
laminated straight and continuous 
from the small diameter tip to the 
powerful butt resulting in a WON- 
DEROD of extreme versatility, superb 
responsiveness and amazing power. 


DOUBLE-BILTC 
CONSTRUCTION 


Every WONDEROD is double- 
bilt with, (1) areinforcing glass 
fiber cylindrical wall inside 
and, (2) thousands of parallel 
glass fibers outside. It's this 
exclusive process that leaves 
the famous spiral markings— 
visible trademark of genuine 
WONDEROD quality! 


SHAKESPEARE CO., KALAMAZOO, MICH. — SHAKESPEARE CO., (Canada) LTD., Rexdale, Ont. 



































SEE...TRY...ALL THAT’S NEW! oven 
AT YOUR SHAKESPEARE DEALERS’ 
IN MARCH 


Come see, come try, the latest, the newest in fine fishing tackle at your Shakespeare 
dealers’. Starting in March, Shakespeare dealers throughout the country are holding AT YOUR 
special Early Season Fishing Tackle Shows—actual demonstrations of new tackle in 
use—you Can see, examine, try all that’s new in fishing tackle. And there’s plenty new 
from Shakespeare; Exciting new push-button reels, spectacular double-bilt ““OMNI- DEALERS’ 
ACTION” Wonderods, new casting reels to handle monofilament, and new B/C Mon- 

Oval monofilament line designed especially for these reels. New fly reels and fly lines, Piss >on 8 
spinning reels and spinning lines, something new for every fisherman—all designed 
by Shakespeare to make your fishing in 1961 more pleasant and productive than ever. 











No.1426"OMNI-ACTION” 

We. 2065 Nt SPIN WONDEROD 
SPINWONDER Versatile Omni-Action Spin 
$ 95 Wonderod casts live bait or 
29 . lures to % oz. 6’6” or 7’ $9495 


SPinWONDER 


A WORLD OF DIFFERENCE 


SS oo IN POWER — SMOOTHNESS 
NS 
Super-smooth 6-D drag, wedge-proof Verti-Crosse level-wind, 
SIX DISC DRAG + F powerful —_ gear yr and heavy duty stainless steel bail are all 
me? i i; exceptional features of the versatile SPINWONDER. Equipped with 
CUSHIONS THE FRICTION i ; (2 : two spools, (one) for 4 or 6-Ib. line for pan fish, bass, trout, etc. 
WON'T FREEZE ee Other spool for 8 or 10-Ib. line for salmon, steelhead, snook, 
WON'T BURN OUT bonefish, stripers, even small tarpon, the new SPINWONDER is 
truly the most versatile reel you can own. Ne. 2065 with two filled 
spools, (oné 200 yds. 6-Ib. line, other 225 yds. 10-Ib. line) . .$32.50 
Also No. 2065NL Two spools, no line 
© Copyright by Shakeapeare Co. 1960 
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WRITE TODAY FOR FREE FISHING CATALOG 
"ee: a an: AND 1961 
ree . POCKET FISHING 


CALENDAR 


RODS, REELS | You will enjoy this big new catalog 
AND LINES FOR - tie => “Successful Fishing with Shakespeare 
SALT WATER \ f No. 2080 - <, f "4 Tackle,” showing the newest in rods, 

: es { ‘reels and lines, plus pocket fishing 

ee } ‘total ‘ SEA WONDER . : zs y calendar showing best days to fish, all 
$39.95 , . er : free! Write to SHAKESPEARE CO., 


up under grueling salt 
water use. There's a Rugged, corrosion : DEPT. OL-3, KALAMAZOO, MICH. 


complete line of WON- defying construction. 
DERODS, too, includ- Smooth, powerful 
ing 8" OMNI-ACTION” Ne. 2080 operation. Ne. 2080 arte. 
models for every type : (cap. 330 yds. 12-Ib. 
of salt water fishing. SEA WONDER?® iine).....:..$39.95 A dieeaie 
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EXPERPAPER 
HANDLES by 


Shake hands with 
a St. Croix rod. 
You’ve never felt 
such real comfort 
in fishing tackle. 
Never experienced 
the feather-light- 
ness, the surge of 
power as you flex it, 
the reservoir of 
strength in the butt 
section; the fast, 
quick forward taper 
that casts a big 
range of lures. St. 
Croix proves that 
youcanhaveluxury 
tackle without pay- 
ing luxury prices. 

See your dealer. 
Shake hands witha 
St. Croix rod. 


iT 


4 New IMPERIAL Models 
A. 7000XL: 6-tt. Bait Casting 
Rod. Wt. less handle... 2% oz. 
Handles wide range lures. 

B. 7080XLF: Spinning Rods, 544’ 
and 64%’. Amazing power, light- 
weight. 
C. 7090XL: Fly Rod, 7’ to 9’, with 
7’ model weighing 2% oz. 6’ 8” 
model weighs 1% oz. 
D. 7050XL: Spin Casting Rod 6’ 
or 644’. 2-pe., fast-taper. 
WRITE for free fisherman's log 
and angling tips, 

WRITE for free 

color catalog. 





Corporation 
* Park Falls, Wisconsin 


(continued from page 76) 
| time later to try the 2 and 3-lb. lines. 
Right now you’d probably lose too 
many fish with such fragile line. 

Now you’re ready for the rod. It 
doesn’t much matter what the stick 
is made of—steel, bamboo, or glass. 
All will cast well if built and tapered 
properly:: But it should be a spinning 
rod and not one made for fly fishing, 
bait casting, or trolling. 

The most expensive rods are made 
of split bamboo. I have six such rods, 
four fly rods and two spinning rods, 
and like them all. They have an action 
that I’ve never been quite able to dupli- 
cate in steel or glass. But I also have 
some fine glass fly and spinning rods, 
and I don’t believe the superior action 
of the bamboo rods is essential to fish- 
ing, though it does add to the pleasure 
of casting. I honestly don’t think bam- 
boo has any advantage over glass in 
spinning rods, though I rate the ex- 
pensive bamboo jobs slightly higher 
when it comes to fly rods. 

Split bamboo has a few disadvan- 
tages the beginner will do well to con- 
| sider. Bamboo rods develop a set (a 
| permanent bend) much more readily 
| than glass rods. Even the best Tonkin 
| bamboo rods become increasingly soft 
|in action. This is often so gradual the 
angler doesn’t notice it until one day 
he realizes his rod has lost much of its 
action, and there’s nothing he can do 
about it. Bamboo will dry out and 
| become brittle with age. Cheap bamboo 
|rods have been known to split, set, 
j}and become soft during one season of 
| fishing in the hands of a beginner. 

| Glass rods stand up well under strain 
‘and abuse. It’s quite difficult to put 
|a set in a good glass rod. They do 
| develop a little softer action with use, 
| but this softening is minor and should 
| make no difference to the angler. Glass 
|rods have the further advantage of 
| being less expensive than split bamboo. 
| And they need practically no upkeep. 
For these reasons, glass rods are popu- 
lar today throughout the country. I'd 
say they are ideal for beginners in 
either spinning or fly fishing. 





he beginner’s spinning rod should be 
tapered to handle lures weighing 
| between % and % oz. Ask to see rods 
of several different brands in lengths 
|of 6% or 7 ft. That rod made of tubu- 
lar glass can be had for $10 to $15. 
| You'll likely grow into a medium-action 
|rod as you progress, but I feel the 
beginner fares much better with a 
stiffer, fast-action rod. He’ll find it 
easier to cast, set a hook, and land a 
fish with a fast-action spinning rod. 

Take each rod and whip it back and 
forth. Some may be whippier than 
others. Put the whippiest ones aside. 
Some may be stiffer than others. Lay 
the stiffest ones aside. This leaves the 
fast-action rods with a whippiness that 
lies between the softest and the stiffest 
rods. These should be about what 
you’re looking for. Test the curve of 
the rod with the tip held or weighted. 
You want a rod that bends in a perfect 
arc from tip to butt. 

The same tests used for the spinning 
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rod will do fine in choosing a glass fly 
rod, except that the fly rod will be 
longer and have a different style of 
grip—with the reel seat at the butt 
end of the grip. A fly rod 7% to 8% ft. 
long with medium or slightly stiff 
action will suit most first-time fisher- 
men. A glass fly rod selling in the 
$15 range will have enough built-in 
quality to cast flies neatly and enough 
durability to stand rough use as a 
bait-fishing or even a light trolling rod. 
For fly fishing, your line will be your 
most important piece of tackle. It’s 
the weight built into the fly line that 
you cast; a dry fly itself weighs next 
to nothing, and you can’t throw one 
10 ft. It’s also the weight of the line 
that brings out the action of your fly 
rod. Therefore rod and line must be 
matched as closely as possible. 


ot most Eastern streams, the begin- 
ner who starts with double-taper 
floating nylon fly line of about H-D-H 
size will have a lot of happy fishing 
if he matches it with a 7% or 8-ft. 
tubular glass rod with fast action. 
H-D-H is a good weight line for small 
to medium streams. 

For Western rivers and large streams, 
I think the beginner will do well to 
start with a nylon line with a three- 
dimension taper of about G-B-F, with 
a long front taper. Short-taper three- 
dimension lines are made for handling 
bass bugs. They won't cast trout flies 
efficiently. A good trout taper is about 
12 ft. 

These three-dimension lines give you 
extra distance in casting, but have one 
disadvantage. Beginners find them hard 
to cast without slapping the water 
with the line and scaring the fish, 
until they’ve put in many hours of 
practice. A line of this weight should 
match a tubular-glass rod of about 
814 ft. with fast action. At least it 
should match well enough to give any 
beginner many months of good casting. 
All brands of lines do not weigh the 
same for the size, so it’s difficult to 
get a precise balance between rod and 
line without actually testing the two 
together. 

Some fly lines are designed to float, 
while others are made to sink quickly. 
A floating fly line is all most beginners 
will need for nearly all Eastern fishing, 
even for wet-fly fishing. A long leader 
with a split shot will take a wet fly 
to the bottom of most Eastern streams 
when fishing with a floating line. In 
the West, many waters are quite deep, 
demanding a sinking fly line for wet- 
fly fishing. Some sinking fly lines have 
metal cores to sink them rapidly in 
deep holes. 

A level line is all you’ll need if you 
intend to do only worm or minnow 
fishing during the first part of the 
season, and it should cost no more than 
$3. The better tapered lines cost be- 
tween $10 and $12 each. 

After you’ve bought your line, select 
any one of the medium-priced, single- 
action fly reels, or, if you prefer, one 
of the automatic reels. The single- 
action reel is more foolproof, slightly 
cheaper. Some like the line-retrieving 











Here's the diving super-plug experts rely 
on! Jointed DIAMOND JIM’s juicy- 
looking diamond-shaped plastic body 
gives a sexy wiggle that gets more strikes c 
in fresh or salt water. 9 colors, 2 sizes — 
1/2 oz., $1.35; 1/4 oz., $1.25. If your 
dealer can’t supply, send his name and 
« check or M.O. for ppd. trial shipment 
(money-back guarantee). 

AL’S GOLDFISH LURE CO. 
Dep’t “O”’", Indian Orchard, M Mass. 











World’s Most Interesting 


CATALSS 


Nearly 100 Pages 
Thousands of Sports Items! 


DISCOUNT PRICES 


No other catalog like it! 
You'll discover sports equip- 
ment here you can’t buy 
anywhere else——bargains ga- 
lore—famous name merchan- 
dise. For fishermen, hunters, 
campers, sportsmen, athletes. 


WRITE TODAY! 


GATEWAY SPORTING. Goops co. 
Dept. OA-3, 1321 Main St., Kansas City 6, Mo. 


ITS GREAT OUTDOORS IN 














Every member of your family will find happy 
things to do in friendly West Virginia. Select 
your sport . . . fishing, swimming, hiking, golf, 
boating, riding, playgrounds for “‘little folks’ 

. every form of play is here. 22 State Parks, 
among the nation’s finest, provide completely 
equipped cabins and lodges at modest family 
rates. This year make it a West Virginia vacation! 


WEST VIRGINIA pusticrry commission 
State Capitol Bldg., Room OL-3 


Charleston 5, West Virginia 
Send FREE vacation information. 
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| small chunks of fish on hooks. 


ease of the automatic, which has a 
coil-spring-mechanism to bring in line 
at the touch of a lever. 

Leaders are often a puzzle to the 
beginner. In the stores he finds natural | 
gut leaders and those made of synthetic | 
| materials. Many old-timers wil! advise | 
him to use only natural gut while his 
younger friends will suggest the new 
knotless synthetics. The fact is, all 


j}are good except a few very cheap 


Japanese imports, which are not true 


| to size or strength. I think the beginner 


will be better off if he starts using 
knotless synthetic leaders tapered no 
finer than .007 of an inch or 4X. Natu- 
ral gut leaders need a lot of care and | 
constant soaking. They deteriorate and 
fray easily and become very stiff if not 
cared for properly. Synthetic leaders, 
on the other hand, need little care and 
are stronger. Another advantage is | 
their cost, which is quite a bit under | 
the price of natural gut. 

Any good trout net (landing net) 
will do for either spinning or fly fishing, | 
just so long as its meshes are small | 
enough to keep small trout from slip- | 
ping through them. Be cautious of | 
elastic shoulder straps. They’re very | 
handy, but they often catch in brush, | 
stretch the elastic, and shoot back to | 
hit the angler a painful blow. I like 
a net with a swivel clasp to hook onto 
my fishing vest. 

Most creels are good, though I lean | 
to the old-time willow baskets because | 
they allow easy ventilation and keep | 
But | 
|they are bulky. Poplin and canvas | 
| creels with rubber or plastic linings | 
| are easily washed, but lack ventilation. 
Flax creels ventilate and may be kept 


| wet. Evaporation then keeps the con- 


tents cool. Good creels can be bought | 
from a few dollars up to however ex- | 
travagant you want to be.—Wynn Davis. 





SALT WATER 


(continued from page 22) 


catch false albacore with less mess, 
natural baits are also deadly. Strips 
cut from the bellies and sides of bait- 
fish are taken eagerly, especially when 
trolled. False albacore are readily 
brought into chum slicks made up of 
ground oily fish, and they’ll strike at 
They 
are, however, far more shy in a chum 
slick than either bluefish or mackerel. 


| So those who fish for them with nylon, 


| dacron, or linen lines use monofilament 
| leaders at least 6 ft. long. 
Most of the tens of thousands of 


| false albacore caught by sport anglers 
|} each year are attracted to the trolled | 


lure. It isn’t at all uncommon to see as 


| many as six lines filled at once when | 


| these battlers are present. 


This in-| 


| variably results in some tricky foot- 


| work, ducking, and rod-passing as the 


excited fishermen strive to keep their | 


| lines from tangling. 


Whether one uses spoons, feathered 


| jigs, or strips of fish when trolling for 


false albacore, lures should ride close 
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POWER 


in the 


LAD 


DO 


Pow er” RODS 


St. Croix’s fast-taper 
design doubles fish- 
ing rod performance. 
Quick live tips; 
solid, “‘power- 
pack” butt sec- 
tions give you (1) 
greater lurerange, 
(2) greater fish- 
killing power. See 
your dealer. See 
the 1961 St. 
Croix rods. 


St. Croix’s Impe- 
rial “XL” Rods 
break the weight 
barrier. Luxury 
tackle at sensi- 
ble prices. 


HOLDING 
POWER 
HERE 





See your dealer. Ask him 
to show you the 1961 St. 
Croix Rod line. See how 
Double-Power rods work 
for you. 
WRITE for free 
color catalog. 


Corporation 
Park Falls, Wisconsin 





What 
Fishing 
Lure 


Does 
The 


Best 
Job? 


by 
LARRY HIGGINS 


A correspondent has posed an inter- 
esting but difficult problem. He 
writes: “Of all the thousands of artifi- 
cial bait manufacturers, which one could 
fill your tackle box with effective lures 
for all types of fresh-water fishing, using 
baits from this one company alone?”’ 

How to answer? There are so many 
manufacturers of such a wide variety 
of lures. Russ Tate in Mountain Home, 
Arkansas, for one, Heddon for another, 
and on ad infinitum. However, short 
of pleading the fifth amendment, I’d 
have to say that the Lazy Ike Company 
of Ft. Dodge, Iowa, comes as close to 
qualifying as any outfit we can think of. 

Veteran guide, Ernie Williams, of 
Rockaway Beach on Lake Taneycomo, 
is one who'd endorse the above. I’ve 
never seen Ernie use anything but Ikes, 
and he’s been catching a passel of fish 
for a passel of decades. You can select 
anything from top-water lures (Chug 
Ike), to canned ‘catfish bait (Super- 
Stout and Appetite introduced 39 
years ago), and fill out your box with 
the new metallic finishes and the regular 
Lazy Ike in six different sizes and 
a variety of colors. The overall line is 
filled out with lures for any fishing sit- 
uation. These are: Flex Ike, the Jig Ike, 
the Wigly Jig Ike, the Wigly Jig 
Crawler, the — Spoon in silver or 
gold, the Weedless Jeg Crawler, and 
the “98 Ike”, a spinner-type fly for 
bait casting or spin casting tackle. The 
Ft. Dodge Company also invented the 
Do-Bait hook for those who like to 
dangle doughballs or cheese. So, 
whether it be top-water, medium and 
deep runners, or bottom bumpers. . . 
guess those who say, “I like Ike,” 
really do have a point. 

The above article has been reprinted 
through the ‘courtesy of Mr. Larry 
Higgins, experienced fisherman and 
well-known Missouri outdoor writer. 

For a beautiful color catalog illustrat- 
ing the complete Lazy Ike line, write to 
the Kautzky Lazy Ike Company, Ft. 
Dodge, Iowa. 
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| which whirl too wildly are being used. 


| lighter tackle than the medium boat 
| rod fitted with a 3/0 or 4/O reel that 


| lb. But no angler, however experienced, 


|a trolled lure in offshore waters. 


| underrated, even maligned, as a table 


| Nothing could be farther from the 
|truth, as I learned during youthful 
| days when I spent summers and holi- | 
| days working as a hand on commercial | 


| behind the boat, between 20 and 35 ft. 

the distance depending on the kind | 
| of wake the boat creates. Propeller- 
churned water attracts albacore, as it 
does bonito and school tuna. Most 
skippers run their boats at a speed of 
between seven and nine miles an hour, 
reducing this pace slightly if spoons 


One can troll for false albacore with | 


contains line testing between 18 and 27 


can foretell what kind of a fish will hit 
It 
could be a white marlin or a sailfish, 
you know. 

The false albacore has also been | 


fish. Many fishermen insist that he 
isn’t fit to eat—tasteless and too oily. 





fishing boats operating out of the Con- | 
necticut side of Long Island Sound. | 
Those were depression-ridden times, 
and crews were often fed on the fish 
for which there was least market de- 
mand—blowfish, the fin tips of ye | 
and false albacore. 

What changes have since taken | 
place! During the intervening 30-odd | 
years, the succulent fillets along the | 
backbones of blowfish have become 
prized as “Long Island Squab.”’ High- | 
quality “scallops” are often carved out 
of the wing tips of rays, and food | 
value of the false albacore has come 
under the attention of the U. S. Fish | 
and Wildlife Service, Washington, | 
D. C. Its Leaflet 353, available without | 
charge, is an excellent guide in the | 
preparation of the false albacore and | 
also offers a number of toothsome | 
recipes. | 

The system suggested by Leaflet 353 | 
is much like the one used by those old | 
salts under whom I used to sail: Split | 
the false albacore and soak him in a| 
thick solution of brine until all the 
blood has been drawn out of him—a 
process that usually takes about an | 
hour. Then remove him from the brine, | 
drain thoroughly, salt him down, and | 
let him stand overnight. When you're 
ready to eat, broil the fish over hot | 





| coals, using lots of heated bacon fat | 
| for basting. 
I guarantee that anyone who likes | 
| fish will never again throw away a} 
false albacore after preparing one ac- 
| cording to these instructions.—-George 
| Heinold. 


Dental-Floss Repair 
hen trying to make on-the-spot 
rod repairs or rewrap a_ loose 
| guide, it’s often difficult to get a tight- 
| fitting bind with thread or nylon. I’ve 
| found that waxed dental floss does a 
| much better job. It draws up snug and 
| stays that way, and it’s also water- 
| proof. It will pay off to keep a dispenser 
| of this floss in your tackle box.—Perry 
| W. Trout. 





SPRITE 


Not stamped ... but forged. Tapered thick- 
ness gives Sprite a feverish wobble. Makes 
fish frantic. Glow-type “teaser tab adds 
flash.”” Weedless, nonweedless. 
FREE Catalog o LOUIS JOHNSON CO. 
1549-B Deerfield Rd., Highland Park, Ill. 
Makers of Famous Silver Minnow 





| you heavenly comfort an ; 


ULTRA-FINE 


CLASS 50 LBS. 
100 YARDS 


Gudebrod Bros., Dept. 2-3, Phila. 7, Pa. 


LOW COST RUPTURE 


APPLIANCE 


TO BRING 


HEAVENLY COMFORT 
and SECURITY or it 


Costs You Nothing! 
Rejoice, Ye Ruptured! This 
patented Brooks Air Cushion 
Appliance—for most forms of 
reducible rupture—now is 
positively guaranteed to bri 











| 


security, day and night, at work or it bu 
nothing! Light. No springs or hard . Low cost! Buy 
NO rupture device till you get our free facts. Write! 


BROOKS CO.,140-D STATE ST., MARSHALL MICH. 


5 “SNEAKY PETES” FOR ONLY $2! 


Three 6” long '/s oz. . 
Two td 


Wiggling Squirming Life-Like Worm 
gets Bass, Crappies, Walleyes, Trout 
Combines deadly action of FREE 
weighted jighead and real- 
istic wore Woedieas. pase: 1961 
less. Take advantage of spe- 
cial offer now! CATALOG 


| TONY ACCETTA & SON, INC., RiVices teach. Florida 








HOW TO CAST 


(continued from page 54) 


For one thing, a rank beginner could 
pick up a spinning reel—or so it hap- 
pened on occasion—and cast 50 feet on 
the first try. The thin monofilament 
line was so nearly invisible that it 
spooked fewer fish than the heavier 
plug-casting lines. The novice with 
spinning tackle could throw lures as 
light as % ounce a great distance, 
‘eaching pools beyond the casting 
range of the fly fisherman or the aver- 
age angler using a bait-casting reel 
with a revolving spool. 

In time it evolved that these appar- 
ent advantages were not necessarily 
the solution to all casting needs, and 
once that was discovered, spinning 
settled down in its own place in the 
angling field. Like a fly outfit or rou- 
tine bait-casting rig, spinning tackle 
does certain kinds of fishing exceed- 
ingly well, but it is not the solution to 


all fishing problems. 
Like every other sport, spinning has | ils ® 


its pitfalls and tricks. The beginner 


will learn faster if he knows how to | 
avoid the one and take advantage of | 
the other. a) 


His first step should be to learn 


exactly what kind of spinning equip- 
ment he should have for the kind of | 
fishing he intends to do. Fresh-water . 


spinning, for instance, calls for a 51% 
to 614-foot rod, weighing four or five 
ounces, and the reel need hold only 185 
to 225 yards of four or six-pound-test 
monofilament line. While some sweet- 
water spinners insist on using heavier 
line—eight or 10-pound-test—they’d 
have more success in casting and would 
get more strikes with the lighter line. 
Four-pound monofilament will handle 


most fresh-water fish, though heavier | bs right next door! 





line may be needed to cope with very 
fast or weedy water that aids the 
hooked fish. 
Salt-water fishing generally demands 
a heavier outfit. Here you need a 61 -af- ? . 
Sc suited laciasidotind cod weladh. A tug-of-war you’ll never forget awaits you when you go 
ing five to seven ounces, and a reel | after one of the mighty battlers of these renowned lakes 
which will hold 400 yards of six or | ‘. 
eight-pound-test monofilament. That's | and rivers ...and every fisherman knows the rewards! 


for the smaller salt-water fish. For e . 
heavier epecies, and when fishing from | Whetever you goin Canada’s ten provinces or the northern 


the shore, fishing at night, or for cast- . . ? s . d . 
ing over reefs, use a 714 to 814-foot rod territories, you’re sure of the fishing holiday of your life. 
weighing seven to 12 ounces and a | May we help you plan a visit, soon? Just mail the coupon 
reel capable of holding 400 yards of 10 | P 9 Z i 
or 12-pound-test line. | for free up-to-date information on fishing in Canada... 
In salt-water spinning, a heavier 
strand of nylon is often used to form | the wonderful world at your doorstep 
an 18-inch trace next to the lure. Some 
anglers go as high as 20-pound-test for warner (1M) ~apascee 
this trace. For fish that have long and FREE! D-6-02-03 LLDY 4 
sharp teeth, such as the barracuda, say = ee 
bluefish, and mackerel, a wire leader is INFORMATIVE CANADIAN GOVERNMENT TRAVEL BUREAU, g—— 
in order. OTTAWA, CANADA 
Like the expert plug caster, the ex- BOOKLETS 
pert spinner chooses his rod to fit the | ON FISHING 
lure he’ll be casting. Ideally, he would 
carry about five rods with him in order IN CANADA ADDRESS 
to have the proper stick for the plug a 
he wishes to use. But the average spin Stick on any CITY 
caster can readily avoid buying extra postcard or enclose 
rods by a simple adjustment of the | in envelope w=eltam STATE 
distance of the lure from the rod tip 





PLEASE PRINT 
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fish-catching 


champs for your , 
tackle box 


49'4-lb. mus- 
kie caught on 
Helin Fishing 
Lure 


MILLION 
“Y sOLp... 


assortment of this 
champ fish-catcher de- 
serves first place in your 
tackle box. 


AT ATT 


HELIN 
SWIMMERSPOON* 


ee 


a new sensational swim- 


lure that required 18 years 
of Helin-development .. . 
The first such action ever 
perfected! . . . Now avail- 
able in all sizes. 


* Patents Pending 


WIDE VARIETY: 


FLATFISH in 20 sizes, 27 colors 
. . . from $1 in flyrod sizes to 
$2.50 for musky and salt water 
lures. 


SWIMMERSPOON in 10 sizes, 
16 basic colors .. . from $1.35 
to $1.50, except for largest- 
size $2.50. 


WRITE FOR 
MY FREE 1961 
4-COLOR 
ILLUSTRATED 
FISHING 
HANDBOOK... 


Nehin 
HELIN TACKLE COMPANY 
4068 Beaufait, Detroit 7, Mich. 
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| when he casts. The lighter the lure, 
the farther it should hang down from 
the rod tip. 

For instance, with a medium-weight 
spinning rod, which is what the aver- 
age fisherman will have, a %-ounce 
lure should hang down less than a foot 
from the rod tip. With the same rod, 
a compact %-ounce lure would be 
dropped to 15 inches below the rod tip, 
and a %-ounce lure would be dropped 
a good two feet. Timing is very im- 
| portant with the longer distance be- 
| tween rod tip and lure, and so is care 
to avoid catching a fellow angler. 

Spinning tackle is versatile. The 
angler may cast light plugs, heavy 
plugs, spoons, and jigs, and he may 
also cast much more delicate tempta- 
tions to fish. Many trout fishermen 
armed with spinning tackle use a float- 
ing bubble with a dry fly attached to 
the leader. The bubble provides the 
casting weight necessary, and the fly 
| deceives the wary fish. A _ spinning 
| outfit also allows the bait fisherman to 
| cast a gob of worms, a live minnow, or 
a live shrimp. A spinning rig tosses 
such baits so they hit lightly and easily. 
You don’t need a heavy sinker. 

Since the first European spinning 
reels came to the U.S.A., there have 
been a great many changes and im- 
provements made. A strictly American 
| innovation is the enclosed type spinning 

reel now widely used. Pictures that 
| illustrate this piece show both open and 
closed-face reels. 

The important basic casts—and some 
|of the more exotic ones—are demon- 
strated in the photos by Gordon Dean, 
| one of the earliest proponents of spin- 
| ning, and an expert in both salt and 
| fresh water. Dean is head of the Hunt- 
ing and Fishing Information Bureau of 
| Abercrombie and Fitch, nationally 
| known firm dealing in outdoor equip- 
ment. THE END 














LAND OF RECORDS 


(continued from page 51) 


St. Johns, but I have fished much of 
| the river during the past 30 years and 
| have my pet spots. One is Lake Helen 
| Blazes deep in the flat wilderness of 

Brevard County, south of Highway 192. 

Stop at the bridge where 192 crosses 
the river and either put your boat in 
| there or rent a boat and motor from 
one of the camps. A guide is good 

insurance. A fellow can easily get lost 
}in that maze of sloughs and high, 
| waving grass. From the bridge it’s 
| about 10 miles upriver to Helen Blazes, 
but the bass and pickerel fishing is well 
worth it. So are the scenery and wild- 
| life. A second hotspot is the section of 
| the St. Johns between Cape Canaveral 
| and Orlando, north and south of High- 
| way 50 between Lakes Winder and 
| Harney. Lots of bass there and good 
| surface plugging most of the time. 
| Once in a dry season when the water 
| was low, I hit this area with Charlie 
| Brinkman of Baltimore, and we had 
|such good bugging for three to five- 


pound bass I'll never forget it. The 
water was shallow enough to wade 
and we went in with pants and sneakers 
on and had the time of our lives. We 
kept only two fish to eat, but we 
caught and released more than 100. 

My favorite largemouth-bass water 
in all this world is Lake George and 
the lazy stretch of the St. Johns be- 
tween it and Little Lake George down 
near Welaka and, of course, Little 
Lake George itself. I’ve seen more 
bragging bass come out of this water 
than any place else I’ve ever been. 
It’s fished fairly hard, yet each year 
sees as many tacklebusters around as 
before. 


r December, January, February, and 
March, the best of the fishing is 
usually in big Lake George around 
the grass beds at the mouths of Salt 
Run and Silver Glen and over on the 
east shore when the wind is right. 
Beginning in March, the big fish and 
the best fishing will usually be near 
the big weed beds along Hog Island. 
By April, bass will be scattered all 
along the river. 

Limit catches are so common every 
month of the year that the regulars 
don’t ask “How many?’’ when you 
come in. Instead they say, “Let’s see 
your biggest.” This may be anywhere 
from a three-pound bass to a 15- 
pounder. Last February, when I was 
fishing out of Camp George, my brag- 
ging bass was a 10%4-pounder, but the 
top fish of the month was a 14-pound 
fish caught by a beginner fishing with 
Will Glen, one of the best guides of 
the area. The best one-day catch was 
made by Norman Sawl of Cleveland, 
Ohio, also guided by Will Glen. They 
came in that day with six bass running 
between eight and 12 pounds each. 

Florida largemouths put on pound- 
age faster than any other bass, feeding 
all 12 months of the year. And they 
have plenty of food. Almost all of 
Florida’s 30,000 named lakes, hun- 
dreds of rivers, swamps and canals are 
shallow, sun-bathed, and fertile—reg- 
ular supermarkets of bass food. The 
climate encourages prolific spawning 
from December through May, and the 
warm waters induce rapid growth. 
This accounts for the high percentage 
of four and fie-pound fish. 

There’s more variety to the Florida 
water than you might think. You'll 
find rivers with fast currents, others 
barely seeping along to the sea. The 
lakes range from open water to flats 
where water weeds grow thick as hay- 
fields. The waters in the Everglades 
have soft, mucky bottoms, but farther 
north they change to firm white sand. 
Some are surrounded by camps and 
ecttages, others are in the moss-draped 
wilderness. All are worth fishing. 

Largest of all Florida lakes is 720- 
square-mile Okeechobee in the desolate 
Everglades. It looks more like a 
flooded field than a lake. It is fished 
from..outboards, inboards, rowboats, 
and from air boats that skim the shal- 
lows to fishing holes in the weeds. 

Most Okeechobee anglers dunk min- 
nows on weedless hooks and are con- 





tent with bass averaging two pounds. 
The lake gives up plenty of four and 
five-pounders, however, and some up 
to eight or 10. Favorite fishing spots 
among Okeechobee regulars are Moon- 
shine Bay, Pelican Bay, and Observa- 
tion Island, all along the southern 
shore. 

For some reason, the natives and 
guides around Clewiston and Moore 
Haven, where I have stayed at times, 
frown on artificials and insist on min- 
nows. But Okeechobee is also a bug 
and plug-caster’s dream. Just wade out 
on a calm day and place a bug in a 
pocket of open water, and see what 
happens. 

There are also barrels of crappies, 
bluegills, catfish, and some pickerel in 


Okeechobee. Many families vacation | 
in the big fishing camps that offer | 


housekeeping cabins. The women and 


children delight in these panfish, while 


the men try for bigger game. 


North of Okeechobee is the Kissim- | 
mee River chain of lakes, lakes Marian | 
and Orange and a host of other hot- | 


spots, including the Rainbow River, 


that Bobby Hicks, fishing editor of the | 
Tampa Morning Tribune, says pro-| 
duces some of the biggest bass in the 


state. 


Cyanee by many visitors to Flor- 


ida is the panhandle—the north- | 
west part of the state. There in the | 


Chipola River over near Marianna is 
the unique Florida shoal bass. This 


jumper, much like a smallmouth bass, | 


is a close relative of the Coosa River 


bass or redeye of northern Alabama. In | 
the spring a few huge striped bass | 


cruise up the Chipola River’s swirling 
currents looking for spawning areas. 
Unsuspecting anglers casting for bass 
with light spinning tackle sometimes 


get their light rods fractured when a 


striper grabs the lure. 


The main run of stripers, however, | 


takes the Apalachicola River and runs 
up to the Jim Woodruff Dam, more 
than 100 miles from the Gulf. For 
miles below the dam anglers wade out 
to the big sand bars at night and cast 
live baits, cut bait, and artificial lures. 
When a run of heavy fish is in the 
river, the nights can get pretty lively. 

On the other side of the Jim Wood- 
ruff Dam, a huge body of very deep 
water has piled up in the form of 
Lake Seminole, one of the new im- 


poundments. Like most such artificial | 
lakes, Seminole is due to reach a peak | 
of fertility and fish production, and | 


signs point to 1961 as being the big 
year. Already things are pretty bright 


there. Anglers are having a field day | 


with bass, crappies, and bluegills, and 
the fish are getting bigger every month. 
There are also a few stripers in the 


lake that were trapped there when | 


the dam went up. 
West of the Florida panhandle lies 


30-mile-long Mobile Bay in Alabama, | 
scene of some of the finest striped- | 
bass fishing in the entire Gulf area | 
during the spring months, especially | 


around the mouths of the Apalachee, 


Tensaw, and Raft rivers. If you want | 
largemouth bass instead of stripers, | 











ASHAWAYL NI 


13-LB. BLACK BASS token ot 
Tugalo Lake, Ga., on Ashaway 
Monofilament by Carl Smith 


ASHAWAVY 


“ROUND MONOFILAMENT SPINNING LINE 


@ Super soft_and supple 
e@ Small uniform diameter 
@ Smoother “flow” off reel 
@ Perfect spinning control 


Blue-Green color in 8 sizes, 2 to 27-\b. test 


ASHAWAV LINES LAND MORE FiSH/ 


FIRST IN FRESH AND SALT WATER ALL-TACKLE WORLD RECORDS 
ASHAWAY LINE & TWINE MFG. CO., Ashaway, R. I. 
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Here's Your GUIDE © 


oREAL 


* 
4 
locations, i 
rates for over 
100 ranches! 
Mail coupon 


today! 


e Enjoy an authentic Dude 

Ranch vacation... exciting, 

relaxing fun amid scenic splendor you'll 
always remember! 

e You’re an honored guest on a western 
ranch—and “one of the gang,” too. You 
can ride to roundup, explore mountain 
trails, fish for fighting trout, or just relax. 
And the authentic Western environment 
includes campfire harmonies, ranch-style 
food, and the easy-going comradeship of 
wonderful people. Come with your family 
... bring a pal... or find one here! 

e Mail the coupon now for Burlington’s 
free illustrated Dude Ranch booklet— 
where to go, what to take, what to wear, 
what you'll do, what it will cost. And re- 
member—for a real Western vacation... 
Go Burlington to the land 
of boots ’n’ saddles! 

For interesti 

booklet, mail aden oF 

‘4 
BURLINGTON 
TRAVE!. BUREAU 


Dept. 520, 547 West Jackson Bivd., Chicago 6, Il, 

Please send me your illustrated 
booklet on Dude Ranches in Colorado, 
Wyoming and Montana. 


Burlington 
Route 


Nome. 





Address. 





City. Zone. State. 
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| hire a guide and boat at one of the 
| camps on the east side of the bay and 
let him take you up the _ bayous, 
swamps, and lagoons that abound 
north of the mouths of the Mobile and 
| Tensaw rivers. You'll fish in a wilder- 
| ness of moss-draped trees, stumps, and 
| grass-covered water in a setting that 
| resembles some abstract painting done 
|}in grays, white, black, and green. 
There are plenty of five and six-pound 
largemouths, and occasionally a 10- 
pounder to put a kink in your rod. This 
is one of the least-known, lightest- 
fished largemouth areas in the U. §&., 
and it’s well worth a week or two of 
exploring. 


he big story north of here is the 

sport that has resulted from the 
building of dams forming huge im- 
poundments. Perhaps the best of them 
from all angles is Lake Cumberland in 
the heart of Kentucky. This man-made 
lake is about 100 miles long, around 
90 feet deep on the average, and 
boasts 1,255 miles of rocky shale shore- 
line, much of it dropping off sharply 
into very deep water. 

Cumberland is full of largemouth 
bass that average two pounds and run 
as high as 10, with an occasional 
lunker that beats that. But this isn’t 
all. You are now within the southern 
boundary of the smallmouth range, and 
this lake has a good share of these 
fighters. Kentucky bass are all over 
the lake and there are myriads of 
crappies and bluegills, along with some 
tremendous catfish and plenty of wall- 
eyes. 

During most of the year, angling is 
very good at Cumberland, with some 
of its best bass landed in the dead of 
winter by men who fish deep with jigs 
and spoons or bait. When melting 
snows and spring rains darken the 
water, good bass are caught by anglers 
who fish with long cane poles and jig 
their night crawlers and plastic worms 
within inches of shore. In summer and 
fall, bass bugging and surface plugging 
along the shorelines pay big dividends. 

One of the most spectacular times is 
known as jump season, when the large- 
mouths and Kentuckies are piling 
into huge schools of young shad. The 
bass swim under the concentrations of 
baitfish and dash up into them so fast 
they often jump clear of the water. 
However, as in all lakes where bass 
prey on shad, the shad-chasers are 
comparatively small fish, in the one to 
24-pound class. The real lunkers are 
loathe to go to so much trouble to dine 
in lakes so loaded with food, and must 
be hunted by anglers. But you can 
hardly lose when bass are ripping into 
shad. All you need do is sneak up on 
them in a boat and cast a reasonable 
facsimile of a young shad into the 
turmoil. 

Big walleyes run up the headwaters 
of Cumberland in February and March, 
attracting anglers from far-away states. 
And little wonder, for while the fish 
average around three pounds, they run 
up to 15 and 20. It’s not uncommon 
to see the river full of boats and its 
banks lined with walleye fishermen. 





If you like big water, try Kentucky 
Lake in western Kentucky. This im- 
poundment has 2,380 miles of shoreline 
that extends into three states. There 
the emphasis is on crappies and bream. 
The big white-crappie run occurs dur- 
ing April and May, and people drop 
their duties in stores and offices for 
miles around to line the banks with 
cane poles and live minnows. The 
more sporty anglers fish with light 
spinning gear and small spinning lures 
and plugs. Some take crappies with fly 
rod and streamer flies. 

Kentucky Lake is also a prime bass 
spot, with largemouths, smallmouths, 
and Kentucky bass. And don’t be sur- 
prised if you hook a northern pike, 
walleye, or even a muskie. Kentucky 
Lake has them all. 

Minnesota, Wisconsin, and New York 
anglers are always amazed to learn 
that muskies lurk in waters this far 
south. The minute they hear the news 
they bemoan the fact that they’ve left 
their muskie tackle back home, be- 
cause everywhere I’ve roamed muskie 
anglers are a breed apart. They’d 
rather fish for muskies than do any- 
thing else. 

They can have a lot of muskie fishing 
here in lakes and rivers, though it isn’t 
on a par with some Northern muskie 
ranges. The best of it here is found 
in the tributaries of the Emory River 
in Tennessee, Tygart Creek, Kinnico- 
nick Creek, Triplett Creek, and the 
Forks (of the Kentucky River). Most 
muskies here run small, but a few 40- 
pounders have been caught. 

Some 16 million persons trek South 
every year on vacation. Last year nine 
million ended up in Florida, and a good 
many were anglers who had their 
tackle along. Most who drove down 
from the North and Northeast whizzed 
right past two remarkable fishing spots 
in the Southeast, Kerr Reservoir up on 
the North Carolina-Virginia border and 
Lakes Marion and Moultrie in the 
Santee-Cooper area of South Carolina. 
These lakes have good populations of 
landlocked striped bass that are per- 
petuating themselves by natural spawn- 
ing in the tributaries to the lakes. 

The striped bass is a big and power- 
ful fish. Pound for pound, I rate the 
striper more powerful than the small- 
mouth or largemouth bass. You'll have 
to hook one of equal size to know what 
I mean. I’m sure that if you ever do, 
you'll give me no argument. You'll do 
yourself a favor next time you roll 
South, if you'll stop off at Moncks 
Corner, South Carolina, hire a guide, 
and see if you can’t hook one of those 
40 or 50-pound stripers they’re catch- 
ing out of Moultrie every year. 


Lantos stripers aren’t the only 
game you'll find around Santee- 
Cooper, Largemouth bass run to 14 
pounds, with three pounds a good av- 
erage. Catfish there exceed 60 pounds, 
and there’s an inexhaustible supply of 
crappies and bream, as well as plenty 
of perch and pickérel. 

If you’re on your way back North 
in March, you might stop off on the 
Savannah River near Augusta, Georgia, 





and fish the river for Alabama shad 
in the vicinity of the Bush Field air- 
port. The shad average three pounds, | 
and they fight and jump with the vigor | 
of salmon. Anglers armed with fly 
and spinning rods have the best sport 
with shad. Most productive lures seem 
to be weighted flies, jigs, and small 
spoons. 

Tourist anglers have a chance for 
some first-rate spring fishing for bass 
and crappies in Mississippi, especially 
in the bayous and swamps along the 
Mississippi River. March and April 
are the months for lunkers in normal 
years. If you’re hungry for real South- | 
ern wilderness fishing, don’t miss the 
big, desolate area surrounding the | 
junction of the Yazoo and Mississippi. 

Far up in the Magnolia State is the 
great Grenada Dam across the Yalo- 
busha River. The dam forms 64,000- 
acre Grenada Lake, with enough bass, 
crappies, and bluegills to make any 
angler happy. Some are bragging fish, 
too. If you like really big catfish, try 
the tail-waters. Some 60-pounders have 
been taken out of there lately by | 
anglers jigging with spinning outfits. 
Wega: fishermen in Mississippi and 

nearby states go to Grenada, Sar- 
dis, and Enid reservoirs, all in the 
northern part of the state. So popular 
is this sport that during the spring 
spawning runs it’s difficult to rent any 
kind of a boat. There are some big 
crappies there. Enid, in fact, produced 
the world-record white crappie (five || 
pounds three ounces) in 1957. 

Some of the best bass bugging for | 
largemouths in the country is in a part 





of North Carolina so close to the sea | | 
you can taste the salt in the air. I| 
mean 75-mile-long Currituck Sound | ¥ 
anywhere between Back Bay, Virginia, | 
and Albemarle Sound, North Carolina. | 
Use popping bugs, deer-hair floaters, a | 


selection of hair frogs. They all take 
bass during the warm months. This is | 
the only place I ever fished where I | 
took bass averaging between two and | 
three pounds every cast for 20 straight | 
tries with bugs. That was some years | 
ago, and you can’t do it (and couldn’t | 
then) every time you go fishing there. | 
But if you know how to fish bugs and | 
strike favorable weather, you should | 
have some very good bass bugging in 
these waters this summer and fall. | 

Don’t stay away if you’re a plugger | 
or bait angler. Those bass sock float- 
ing plugs just as hard as they do bugs, 
especially the little yellow-and-green 
crippled minnow type with a small 
spinner at each end. In winter and 
early spring, bottom-crawling lures and 
deep-fished live minnows take the most 
and largest bass. 

Just so you won’t think I’m preju- 
diced, others think much the same 
about this water. Woodie Price, of the 
Raleigh, North Carolina, News and Ob- 
server, says this: “The bass in Curri- 
tuck Sound are so numerous that creel 
limits are routine. They average be- 
tween one and three pounds and go as | 
high as five. What they haven't got in | 
size, they make up for in fight.” 

Whenever I mention trout fishing in | 
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‘Performs on any rod... 


OVER-UNDER 


SPINNING REEL 


Johnson CENTURY 


On Ultra-Light tackle, on any tackle .. . you get unmatched per- 
formance with the famous Johnson Century, closed-face spinning 
reel. Compare the Century at your dealers. Flip a practice plug 
and retrieve it. Feel the faster pickup; smooth, quiet action that 
lets you know you’ve got quality in your hands. See for yourself 
why the Century remains the most popular American-type spin- 
ning reel. Why knowing anglers recognize Johnson reels as pre- 
cision tackle. 


ON YOUR 
SPIN-CASTING, 
BAIT-CASTING RODS 


Get long, smooth casts with your 
Century on spin-casting or casting 
rod. Closed-face design does not 
demand special large rod 
guides. Johnson's advanced 
Selecto-O-Dial drag proves 
best on any rod. 


UNDER 
YOUR FAVORITE 
SPINNING ROD 


In two minutes you can reverse the 
spool on the Johnson Century and 
get dream performance on any spin- 

ning rod. Rig it to suit your own 
fishing because the Century 
gives you right- or left- 
hand retrieve. 


CAST 
LURES WITH 
YOUR FLY ROD 


Take your Century along fly fishing. Sub- 
stitute your Century for your fly reel. 
Lets you reach out with plug or spoon 
on big rivers, far-out pools. Exclu- 
sive Dual Anti-Reverse insures 
top performance on 
any rod. 


21361 
JOHNSON 

PARK e 
MANKATO, 
MINNESOTA 


First on 
Famous JOHNSON REELS, INC. 


Waters 











Big fellow or small fry 


michigan 


grows ‘em for action! 


WHAM! Your rod bows and 
bucks. Hang on! You’re on the 
action end of a Michigan fish! 


Can’t promise you'll land ’em 
all—not here, where even the 
perch have been known to snap 
leaders. But you’ll sure get a 
kick out of trying. Find out— 
just Let Yourself Go—fishing in 
the Water Wonderland! 


. See the new Mackinac Bridge 


SEND FOR FREE MICHIGAN VACATION FUN-PAK | 


. .. 4 real treasure of inside information to help you | 
plan a family fishing trip in MICHIGAN! Drive Safely. | 


MICHIGAN TOURIST COUNCIL 3-61 | 
Room 27, Mason Bidg., Lansing 26, Michigan 


NAME | 
ADDRESS x | 
CITY & ZONE | 
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| Dixie to friends up North they give me 
strange looks. But there are places 
south of the Mason-Dixon Line where 
re can tie into some dandy browns 
and rainbows, as well as native speckled 
| trout. Much of it is put-and-take fish- 
ing, but what’s the matter with that 
|if the fish grow big and take lures 
| readily? The tail-waters of some of 
the big impoundments are cold enough 
to suit trout for many miles down- 
stream. The best of these are below 
the dams at Dale Hollow and Center 
Hill in Tennessee and Kentucky, and 
over in North Carolina below Fontana 
and Cheoah lakes. The rainbows aver- 
age three pounds in some waters and 
two in others, but quite a fair share of 
five and six-pounders are now creating 
| excitement among Dixie anglers. 

| Many fishermen are surprised to 
| learn that several lakes in North Car- 
| olina offer excellent rainbow trout fish- 
ing within the lakes themselves, with 
some fish coming to net in bragging 
sizes. Over in eastern Tennessee, there’s 
Lake Watauga, dandy rainbow water 
with the trout averaging two pounds, 
and a well-developed fall run of rain- 
bows up Doe Creek that produces some 
fast fishing while it lasts. 

There’s trout fishing in North Caro- 
lina. and eastern Tennessee, however, 
| that is not put-and-take. It’s found in 
the beautiful streams that tumble down 
the mountainsides, some through real 
wilderness areas. They offer trout fish- 
ing on a par with any in the East, 
south of Maine. The Pigeon and David- 
|} son rivers, for instance, are famous 
| for dry-fly fishing and big brown trout. 
In many streams in North Carolina the 
trout are wild. Some waters are so 
inaccessible they’re never stocked and 
| seldom fished. Natural spawning keeps 
| them stocked with native trout. 

Such streams as Forney, Eagle, 
| Hazel, and Noland creeks in the Great 
| Smoky National Park, can be reached 
only by anglers with enough gumption 
|to cross Lake Fontana by boat, then 
| walk into the wilderness. Transylvania 
| County down near the South Carolina 
| border, has streams such as Horse- 
| pasture, Whitewater, and Toxaway, all 

full of 10 and 12-inch wild trout and 
as lightly fished as when I first saw 
them years ago. 








5 of the most beautiful of all these 
streams is the lonely Linville 
River flowing deep in the rocky Lin- 
ville Gorge in the Blue Ridge Moun- 
tains of North Carolina. So rugged is 
this fishing that I doubt if the water 
will ever be overfished. 

North Carolina has its share of small- 
| mouth bass, too. Lakes Fontana and 
| Nantahala are the real hotspots, espe- 
|cially during spring and fall. The 
| North and South Forks of the New 
| River over in Ashe and Allegheny 
| counties are also good for smallmouths. 
| These are big waters, however, and 
|offer little wading. Float trips in a 
| small boat are the ticket to this sport. 
Access is a problem though, and it 
| only makes sense to do some inquiring 
| in advance. 

Down in Kentucky, the Cumberland 


River offers smallmouth-bass fishing. 
There are hefty smallmouths in the 
tail-waters below Wheeler Dam in Ala- 
bama and Wilson Dam in Tennessee. 

Bass, trout, muskies, northern pike, 
pickerel, sauger, and walleyes are all 
top gamefish, but the status fish of all 
Dixie is the striped bass—either land- 
locked or running upriver to spawn in 
the spring. Rivers down the entire 
Atlantic coast to Florida and along the 
upper Gulf Coast boast big spring runs 
of stripers. One of the best of these 
river runs starts in North Carolina 
along about azalea time and reaches 
its peak between May 1 and 10 each 
year. The Roanoke River a few miles 
above Weldon, North Carolina, loads 
up every spring with striped bass 
(known locally as rockfish) ranging 
from two to 30 pounds. 

From North Carolina to Florida you'll 
find open fishing seasons all year. 
You'll hear tales of new waters being 
opened up, and new and bigger im- 
poundments, of new species of fish 
planted in lakes and rivers, including 
the recent stocking of Kokanee salmon 
fry in North Carolina’s Nantahala Lake. 

And there’s always the slim chance 
of hooking a new world-record fish and 
bringing it into camp some night. Dixie 
is the new land of record fish. THE END 





FURY IN SILVER 


(continued from page 43) 


forms, Charlie went to work. His 
equipment—a 614-foot, medium-action, 
spin stick and 12-pound-test monofili- 
ment—was hardly the sort recom- 
mended for challenging the 75 to 125- 
pound fish he was after. But time 
after time—thanks to the angler’s 
prowess—the little yellow bucktail at- 
tached to its foot-long, wire leader 
found precarious lodging inside the 
gaping silver jaws. 

As the action became faster, and 
the tarpon jumps became more regular, 
I found myself imploring a nearby 
sea-trout fisherman for permission to 
use his boat to take pictures from. 
He was hastily agreeable. There is 
only one way to photograph tarpon 
action properly, I feel, and that is to 
work in close and keep the great acro- 
batic herrings between you and the 
angler if you possibly can. I was using 
two Automatic Rolleiflex cameras, one 
loaded with black-and-white film and 
the other with color. But at the mo- 
ment, I would gladly have traded 
equipment and places with my sweat- 
ing friend. 

Charlie Waterman is a rugged 200- 
pounder, a powerful outdoorsman given 
to the big hats and mannish garb of 
the Florida cattle country. But with 
each succeeding jump of the violent 
silver kings I could see his braced 
body shiver from the smashing impact. 
The tarpon is a real man’s fish, and a 
75-pounder can transmit a tremendous 
amount of power to the butt of a strain- 
ing rod, especially if it’s a light one 
such as Charlie was using. 





In Florida there’s an expression— 
“bowing to a tarpon.” It means bend- 
ing forward at the waist to give slack 
line to the descending fish following 
each leap. If this isn’t done, the pon- 
derous body is apt to fall on the 
taut line and break it. Charlie wasn’t 
bowing, however. He was remaining 
deliberately erect, spread-legged and 
pugnacious, like a man spoiling for a 
tough fight. And he was getting it. 
He was losing fish right and left, how- 
ever, though perhaps fore and aft would 
be a better expression. Occasionally the 
magnificent leaps of the hooked mon- 
sters would bring the husky fisherman 
to his knees at the bow or stern, but 
only momentarily. 


he violent action ended as abruptly 

as it had begun. Tarpon can behave 
that way in shoal water, moving in 
and then out again. When it was all 
over, Charlie began slowly stripping 
lengths of frayed mono from his little 
outfit and discarding them. He was 
grinning. ‘Man,’ he growled, obviously 
pleased. Then he repeated it: “Man!” 

I put away my emptied cameras. 
That comment just about summed it 
up for me, too. 

The average fisherman probably 
doesn’t know too much about this 
greatest of all light-tackle, fighting 
fish, despite the fact it swims past 
several thousand miles of U. S. coastal 
shoreline and in uncounted miles of 
inside brackish waters. Tarpon range 
generally from the Mexican border, 
around the Gulf shore, and up the 
Atlantic coast to the New England 
states in season. They may be taken 
on live bait—mullet and pinfish are 
ideal—cut bait, and a variety of arti- 
ficials—-plugs, spoons, streamers, and 
bucktails. 

The big herring is a bottom-feeder 
whose diet is made up largely of 
crustaceans found in shallow water. 
For this reason the fish swims up onto 
the flats to feed on an incoming tide 
where it may be easily spotted and 
cast to. 

When tossing a lure to the big fellow 
it’s important to remember that he 
spooks easily. Sometimes even the 
shadow of a line passing overhead will 
make-him flush and take off at race- 
horse speed. Propeller vibrations and 
any banging on the boat hull will also 
frighten him. 

In Florida, where fishing for the 
great silver kings is popular, many 
guides spend hours poling silently 
across the Keys shoals to put their 
customers within casting range. Others, 
aware that tarpon, like most other 
species, have an instinctive fear of 
being stranded upon the flats when 
the tide goes out, anchor adjacent to 
channels so their fishermen can cast 
to the fish when they return seaward 
on the outgoing tide (see “High Fre- 
quency Channel,” OUTDOOR LIFE, May, 
1957). 

When casting to a tarpon, one should 
gauge its swimming speed and cast 
about six feet or so ahead of it. Too 
close a cast will cause the target to 
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Smoother action (that’s Mark Rods) 

means more accurate casts per hour . . . More 
accurate casts per hour mean more fish 
(that’s you, when you own a Mark Rod!) 


It’s often been said: For every baseball player, 
there’s one bat... for every hunter, one 

gun... that somehow seems to be a part of 
him, to bring out the best in him. 


That’s the way it is with you and a Mark Rod. 
Its smooth flowing punch becomes an 
extension of your casting arm, a vital part 
of you as a fisherman, and it brings 

out the best in you! 


Whether you’re a caster, spincaster, spin- 
fisherman or fly fisherman, there’s a Mark 
Rod for you . . . and being the best, it 
will provide you with the best in fishing 
pleasure and the pride of owning the 
finest. /t's a Heddon, just ask your dealer. 


NEW! "Deep 6" dives so deep it swims right 
past you on the retrieve! Cast it or troll it, 
you'll love its deadly digging action. 

Gets down where the big ones lie — 

down where other lures never reach. 
Two sizes, 4 and % ounce, 





Spin - Casting 
Model 


HOT 
FISHING TIPS! 


A fisherman’s bible 
crammed with hot tips 
by experts, for all fish. 
Deluxe Catalog, 25c, 
includes special offer 
on new deep-diving 
lure. Also, what’s new 
from Heddon. Or 
pocket catalog FREE. 


bolt, and a lure that lands beyond the | james HEDDON’S SONS, 223 West St., Dowagiac, Mich. 


MARCH, 1961 89 In Canada: James Heddon’s Sons Canada Ltd., Preston, Ont. 





SASKATCHEWAN 
GOVERNMENT 
AIRWAYS 





| guaranteed to thrill 
| | jaded sportsman. 


Plan now to 

fly into “‘Man’s 
Country" after 

those BIG-BIG- 

BIG ones. A sport 
fisherman's paradise 
of newly opened 

lakes and rivers 

where record-breaking 
Lake Trout, Northern Pike! 
Walleye and Arctic 
Grayling are waiting for 
your first cast. 

Write for details 
(regular scheduled and 
charter flights). 


AMERICAN TOURIST 
WITH 19 LB 
NORTHERN PIKE 


—-—-— CLIP AND MAIL -—-—-———+ 
SASKATCHEWAN GOVERNMENT AIRWAYS, 

Prince Albert, Saskatchewan, Canada 

Piease send me complete information on SASKAT- 
CHEWAN’S FISHING WATERS. OL-M 
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IN 1961 I'LL USE TWO 
NEW SURFACE POPPERS 
— THE MODEL 16 L&S 


POPPER AND THE 12M 
SERIES MIRROLURE. 
THEY’RE PERFECT FOR 
LURING LUNKERS ON 
THE SURFACE —OR 
SIX INCHES OR LESS 
BELOW. AS OTHER 
L&S LURES HAVE DONE 
FOR OVER 14 YEARS, 
THEY'LL BE CATCHING 
PRIZEWINNERS! 














FREE! ip yo 


catch more fish — and re- 
cord how you caught the 
big ones—send for free 
FISHERMAN’S LOG and 
LURE SELECTOR —today! 


L&SBAITCO., Inc. BRADLEY 19, ILLINOIS 
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| swimming fish’s easy visual range is 
| often not seen. 


Fishing the channels on an outgoing 


| tide is also a good practice for those 


| productive, 


who want to soak a bait and wait 
patiently for the big fighter to inhale 
it. This type of fishing, however, is 
not popular with most sportsmen be- 
cause the hooked tarpon invariably 
dies. Even though it breaks the line, 
its intestines will have been damaged. 

Trolling from an outboard skiff or 
larger craft at slow speeds is often 
although usually not as 


| exciting as the flats-stalking method 


which permits anticipating and then 


| seeing the strike. 


he tarpon is a tremendous leaper, 
and the acrobatic sho ‘he puts on is 
ev-n the most 
Usually the fish 


| manages to spit out the lure after the 
| first half-a-dozen or so jumps because 
| its mouth is lined almost completely 





| 
| 
| 


| Sport. 


with hard bone surfaces that offer 
very little chance for the hooks to hold. 

Nor is the great herring edible. For 
this reason it has become the practice 
of guides and sportsmen to release a 
whipped fish whenever possible. Only 
fish to be mounted should be kept. If 
a fish has been badly injured, of course, 
it will stand small chance of survival. 
Sharks, particularly, love to eat tarpon 
and are quick to sense injury to one. 

Choice of tackle depends largely upon 
the individual. Spinning, using surface, 
medium-running, and sometimes deep- 
running plugs, can provide exciting 
You stand small chance, how- 
ever, of landing a large fish with spin 
tackle, and most guides claim such rods 
haven’t sufficient backbone to permit 
proper setting of the hook. But if it’s 
jumps and action in general you enjoy, 
this type of equipment is ideal. 

Some light-tackle enthusiasts prefer 
the conventional bait-casting outfit— 
five or six-foot rod with level-wind 


| reel filled with 15-pound-test monofili- 


| ment or nylon. 


The rod should have 
plenty of backbone. 
The fly fisherman should use a big 


| stick if he expects to cast the neces- 


| sarily heavy 


streamers successfully 
over open water during a breeze. 
No one knows exactly where the 


|tarpon spawns or where it migrates 


each year. The fish roam as far south 


|}as Brazil and swim throughout the 
| Caribbean and along the Atlantic coasts 


as they move northward. Some have 


| been seen as far up as Newfoundland. 


While small fish—-and some big ones, 


| too, far up certain rivers—remain in 


| midwinter. 


| particularly 


CLEARWATER 19, FLORIDA | 


Florida waters all year, the main mi- 
gration appears in the Keys about 
By spring and early sum- 
mer the schools have split, some mov- 
ing up the state’s Gulf coast, others 
following the Atlantic shore. 

That’s the time to seek these fish, 
in shallow coastal bays 
and about the mouths of fresh-water 
rivers emptying into the sea. I’ve even 
encountered big tarpon far up in the 
headwaters of such fresh-water rivers 
in South America hundreds of miles 
from the ocean. THE END 


SALMON FRONTIER 


(continued from page 64) 


water height, water temperature and 
—most of all—the salmon’s mood all 
have to be just right to bring about 
a strike. Such a fortuitous combina- 
tion of circumstances doesn’t occur 
every day. When it does and you blow 
your opportunity, the experience is 
frustrating. 

There are other factors that set 
salmon fishing apart from all other 
angling. One of them is the quarry, 
by all odds the hardest-fighting, most 
spectacular, and choicest fish to be 
found anywhere in fresh water. Once 
you’ve battled an Atlantic salmon, 
leaping, cartwheeling, and rampaging 
through a half-mile stretch of river, 
no other fishing can ever completely 
satisfy you. It’s a virus for which 
there is no cure; the only treatment 
is more salmon fishing. 

This, for most of us, is unfortunate. 
Over much of its limited range on 
both sides of the Atlantic, salmon fish- 
ing has always been a costly and ex- 
clusive sport. On the eastern North 
American continent a century or so 
ago, practically every river from the 
Hudson north supported a heavy run 
of Atlantic salmon. But by the end 
of the past century, dams and pollution 
had shrunken the salmon’s habitat to 
a few Northeastern rivers, mostly in 
Canada’s Maritime Provinces. 

Here much of the water has long 
been preserved and leased to private 
owners and clubs. On some of these 
rivers, membership in the social regis- 
ter is a prerequisite. In others, a 
sockful of blue-chip securities will get 
you by. There are still other places 
where the fishing is more public and 
its price tag more within reach of the 
average sportsman. But what with 
transportation costs, licenses, permits, 
lodges, and guides’ fees, it is still a 
fairly expensive proposition. 

Today, however, there’s a new and 
exciting Atlantic salmon frontier far 
more accessible to Eastern sportsmen. 
The waters are entirely public, accom- 
modations are plentiful and reasonable, 
and a nominally priced license will 
permit you to fish to your heart’s con- 
tent throughout the 5%-month sea- 
son. This new salmon hotspot extends 
along the coast of Maine about from 
Rockland to Eastport and includes 
the Penobscot, Sheepscot, Narraguagus, 
Pleasant, Machias, Dennys and St. 
Croix rivers. All of these except the 
Dennys open legally to salmon fishing 
on April 1; the Dennys opens May 1. 
Atlantic salmon fishing ends with the 
closing on all rivers September 15. 

In former times, all these streams 
produced thousands of salmon annually. 
Then they fell victim to dams and 
pollution that threatened to wipe out 
the runs. But always a remnant of 
salmon clung to the ancestral rivers, 
and in 1947 the State of Maine decided 
to do something about these forgotten 
fish (see “Return of the Natives,” Feb- 
ruary, 1954, OUTDOOR LIFE). What they 
have done is one of the most unusual 








and heartening chapters in modern 
conservation. 

In 1947 an Atlantic Sea Run Salmon | 
Commission was created to survey the 
state’s salmon rivers and to take the 
necessary steps toward reestablishing 
the runs. All this took time. It took 
vision and energy, of which the com- 
mission had in plenty. It also took 
money, which was often hard to come 
by. Under the direction of trained 
fishery biologists and engineers, ob- 
structions were dynamited, pollution 
cleaned up, old, broken-down fishways 
repaired, and new fishways installed. 

Immediately thereafter the salmon 
began running upstream to spawn. To 
supplement their natural reproduction, 
the state and the U. S. Fish and Wild- 
life Service began a stocking program. 
In that first year, they planted 130,000 
fingerlings reared from eggs obtained 
in Canada. 

Necessarily the program was a long- 
range undertaking; the salmon’s normal 
life cycle requires a five-year interval | 
from its birth as a tiny alevin to its | 
return to the river as an adult fish. | 
Results have just begun to show with- 
in the past few years, and they’re | 
full of promise. In 1959, for example, 
565 salmon were taken by anglers in | 
Maine’s new salmon rivers. This figure | 


is the more encouraging when you | § 


realize that these waters are still in 
various stages of restoration—-some 
still in the blueprint stage—-and that 
so far all of them remain relatively 
unfished. 

It was the report of fishermen catch- | 
ing salmon weighing up to 26 pounds 
that sent Nels Berggren and me to 
Maine to learn first hand about this 
new fishing. Nels is a manufacturer’s | 
representative covering New England, | 
and his travels from Maine to Rhode | 
Island give him wide opportunities to 
pick up the latest fishing information. 


A’ a result of his investigations, we 

chose the Machias River for our | 
late-June trip. The Machias is one of 
the most promising of Maine’s salmon 
rivers. We left Westfield, Massachu- 
setts, at 8 a.m., and seven hours later 
we were registered at a motel in East | 
Machias and changing into our waders. | 
Before we tried the fishing, though, we | 
looked up Jim Fletcher, fishery biolo- 
gist of Maine’s Atlantic Sea Run Sal- 
mon Commission. Jim probably knows | 
more about the Machias River salmon 
than anyone else except possibly his 
boss, Dr. Harry Everhart over at the 
University of Maine in Orono. We 
found Jim just about to drive out of 
his yard. 

“You’re just in time,” he told us. 
“T’m on my way down to the dam. May- 
be I can show you some salmon.” 

One of his jobs, he explained, is to 
visit the fishway at the Lower Dam 
five or six times a day to count the 
salmon contained in their pools and to 
lift them over the dam. He also keeps 
a continuous record of water height 
and temperature. 

Lower Dam was constructed with a 
diversion canal to supply water to the | 
Bangor Hydro-Electric Company’s Ma- 
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WORLD’S FIRST TWO-SPEED SPINNING REEL! 


Works just like automatic transmis- 
sion —shifts gears instantly from low 
speed retrieve to high, or back—at 
the touch of a push button! Gives 
you more action . . . more control 
over every strike. With a Sup-Matic 
you let the reel do the work in bring- 
ing in heavier fish . . . or whisk in 
your lure faster than ever! Ask your 
South Bend dealer for a remarkable 
demonstration! 

For both salt and fresh water use — 
completely corrosion resistant. Ad- 
ditional features include new cali- 
brated ‘‘Dial-A-Drag”’, instant spool 
removal (without disturbing drag 
setting!), spring loaded folding han- 
dle and finger-tip anti-reverse. Com- 
plete with 200 yds. 8 lb. mono line, 


extra spool and utility ‘wrench, 
$35.00. Standard Sup-matic, only 
$28.00. Exclusive at your South 
Bend dealer! 
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Get your copy of the new, information- 

packed Angler's Digest! “How-to” arti- 

cles on every type of fishing, full color fish identification 
photos, record catch charts, lures—everything you want 
to know about fishing! At your dealer—or send 25c for 
your copy. Dept. OL-3 
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and you'll own the finest 
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Rockland’s new 
“economy” reel. Rugged, 
smooth, trouble-free. 
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World’s smallest spinning reel. 
Ball-bearing action, smooth drag. 
Lifetime guaranteed. 534 02.$34.50 
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COMPLETE YOUR “UL” OUTFIT with Rockland’s 
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64-page illustrated booklet 
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| chias turbine. A fishway consisting of 
| concrete weirs enables the fish to make 
their way to holding pools near the top 
of the dam where they remain until 
they are counted and lifted over the 
top. While we stood on the concrete 
apron, Jim went to work with a wide- 
mouthed alewife net on a 10-foot han- 
dle and presently came up with a flop- 
ping, silvery salmon that brought 
admiring gasps from the knot of towns- 
people gathered on the highway bridge 
| to watch. 

“He'll go about 16 pounds,” Jim said, 
| panting a little from exertion. Swinging 
the big net around, he released the fish 
in the quiet water at the edge of the 
dam and with a swirl it was gone. That 
was the only fish in the pools that 
afternoon, but Jim has dipped as many 
as 70 fish in a day. 

‘“HHow many salmon do you lift in a 
season?” I asked him. 

“Last year about 1,000,”’ he replied. 
“The first year—1949—around 350. So, 
you see, we're gaining.” 

“What other obstructions do the fish 
have to pass?” Nels wanted to know. 
| “First the gorge just below here,” 
| Jim explained. “That used to kill a lot 
| of fish and injure others till we put in 
| weirs to raise the water level. Now 
| they get through in good shape. After 
they’re lifted over the Lower Dam here 
|they go through a fishway at Upper 
|Dam. Then they come to Whitneyville 
| Dam about five miles upstream and we 
have to lift them over that, too, because 
the fishway is inadequate. There’s 
still a lot to be done, but we’re making 
| progress. Above Whitneyville the fish 
| have clear sailing to the lakes.” 

There were a lot of other questions 
I wanted to ask but the one uppermost 
in my mind was, “Where do we fish?” 
| That silvery salmon in Jim’s net had 
| made me itchy. 
| “The pool at Whitneyville is as good 
|}as any place,’”’ Jim said. “I’m going 
over there now. You follow me, and I'll 
show you a couple of spots.” 
| Below Whitneyville Dam the water 
| foams between rocky ledges down to a 
wide, black sweep.of current around a 
} small island and then diverges in two 
| currents to flow placidly beneath the 
| highway bridge. It was here in the 
deep, slow current of the right-hand 
| channel that I had my chance and 


| muffed it, as I related earlier. 
} 











Av hour later as I floundered pre- 
cariously, up to my waist in wa- 
| ter trying to reach a shallow gravel 


s | bar, I saw something that changed my 
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| plans. In the swirling water at the 
| convergence of the two currents I saw 
| a sudden, foaming bulge that could only 
| have been made by a rising salmon. 
| A rising salmon is usually a taking fish. 
The bulge had appeared some 30 feet 
| upstream and some 60 feet out. Getting 
into casting position was going to pose 
la nice problem in logistics, and as I 
| waded upstream I carefully considered 
| the possibilities. I decided to try a 
fairly long cast obliquely upstream into 
the left-hand current. This should bring 
| the fly over the fish without letting 
| him see the leader. 
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Up New Brunswick way they tell 
you to wait five minutes after a fish has 
risen before casting to it again. Using 
this rule I waited five minutes—well, 
almost five minutes—before trying this 
one. Then with my heart thudding 
against my ribs I laid the fly about 
eight feet above the spot where the fish 
had risen, and I watched it dance 
toward me on the current. 

Nothing happened and I cast again 

. again... and wham! Again the 
upward burst of waters, again the mol- 
ten silver form showering spray in the 
savage fury of its strike. This time I 
forgot the magic phrase. But I clenched 
the rod, forcing myself to wait until 
the fish crash-dived. Then I struck 
sharply—and the battle was on. 

In writing of salmon, it is difficult to 
exaggerate. Salmon fight superlatively, 
especially against a five-ounce rod. At 
the prick of the hook, this one vaulted 
four feet, twisting and thrashing, and 


Jim frees salmon in quiet pool above dam 


fell back in a geyser of foam. Then he 
was off on a lightning sweep upstream 
that peeled 300 feet of line from my 
reel. 

I wished then that I had a canoe to 
follow him. Instead, I stumbled through 
the shallows, holding the rod high, hop- 
ing he’d turn before he stripped me 
clean. He did. Punctuating the run 
with another towering leap, he plunged 
into the depths to sulk. This was just 
what I didn’t want him to do. If you 
can keep a salmon moving, you can tire 
him much sooner than you can if you 
let him rest. As I wallowed after him, 
I held the line taut and rapped on the 
rod butt with the palm of my hand. 
Salmon don’t like this. He took it for 
a while and then exploded into the air, 
taking my heart right along with him. 

I had that salmon on for 40 minutes, 
and by the end of that time my whole 
arm ached down to my wrist, which 
was numb. But by then the fish was 
tiring fast, and I was beginning to 
think about netting him. Only I didn’t 
have a net. I looked around for Nels, 
but he was nowhere in sight; I decided 
I’d have to beach the fish on the bar. 

He was awash now, his broad, silver 








flank glistening in the late-afternoon 
sun, swimming in slow, dogged circles. 
I put on all the pressure I dared against 
the 2X leader and headed him toward 
my feet. Slowly he came in, and then 
four feet from shore he grounded on a 
flat rock. I couldn’t move him, so I 
charged into the water to grab him. As 
I bent over, he flopped from the rock, 
splashing water over me with a slap of 
his tail. With one last effort, he swirled 
and lunged for deep water, sawing the 
leader against the rock. I stripped 
line desperately, but it was too late. 
The leader came taut, snapped, and the 
salmon sank from sight. 


hen I found Nels he was still drift- 

ing his Black Dose through the 
fast current and he looked a little glum. 
“This salmon fishing,” he mused, “it’s 
sort of slow, isn’t it?” 

“It’s not like bluegill fishing,” I 
admitted, “but it has its moments.” I 
told him of my afternoon’s experiences. 
Then I asked, “Which would you druth- 
er—lose two salmon, or not get a hit?” 

He was still pondering this question 
when we got back to the motel. 

That evening we were invited to a 
supper meeting of the Machias Valley 
Sportsmen’s Club. Besides having an 
excellent meal we saw some interesting 
fishing films and learned some more 
about the river. Rising in the Machias 
Lakes it flows southeasterly to enter 
the Atlantic through Machias Bay, 
draining 450 square miles of forested 
lands in its 50-mile journey to the sea. 
It’s the only river east of the Pacific 
slope that still has an old-time log 
drive every spring. 

In 1850, according to a local histori- 
an, salmon were so plentiful that a man 
with a dip net could take 60 in a day, 
but by the late 1800’s they had virtually 
disappeared from the river. Today, 
thanks to restoration measures, 1,000 
fish are running upstream to spawn, 
and by 1964, some of the members de- 
clared, it is expected that 4,000 fish 
may find their way to the headwaters. 

“We're glad to see you fellows up 
here,’ they told Nels and me. “We 
need more fishermen on the river to do 
some exploring and find out where the 
best pools are. So far, no one’s even 
scratched the surface.” 

Next day we went exploring. Jim 
directed us to the Gravel Bank be- 
tween Whitneyville and the coast. “It’s 
good-looking water,” he said, “and 
every salmon that comes upstream has 
got to go by there.” 

Here the Machias is a wild and beau- 
tiful river, flowing in white-water rap- 
ids and still, deep glides through a 
solitude of spruce and feathery hack- 
matack. Cedar waxwings and white- 
throats called from the bankside thick- 
ets, and as we rounded a rocky point a 
deer splashed ashore from the shallows. 

That morning I caught a 5'4-pound 
grilse, something of a rarity in the 
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“old vuUGLY” 


This wily old walleye has thumbed his nose at more 
fishermen than the weatherman, or would have if he 
had a thumb. ‘“‘Had a close call last week, though,”’ 
he told this reporter. ““Guy came along with one of 
them tough new plastic Gladding Tackle Boxes, the 
kind you can’t hardly bust, and when he spilled some 
bug repellent on it I hung around to watch it dissolve. 
Whilst I was watching, an otter snuck up and durn 
near nabbed me. Wasn’t until next day I found out 
them Gladding Tackle Boxes don’t dissolve even in 
battery acid. Hell, them Gladding Tackle Boxes 
even float!’ We would have asked him what he 
thought about the new improved Gladding Platyl 
Monofilament Line if that otter hadn’t snuck up 
again just then and clobbered him. 
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Minnesota State Capitol, Dept.107, St. Paul 1, Minnesota 


Machias where the grilse run is small. 
Send FREE booklet on Minnesota vacations. 


He came lancing out of white water to 
inhale my Jock Scott and take it into 
the air in a series of frantic leaps that 
bounced him from one side of the river 
to the other. Despite his small size, he 


Fishing fun is everywhere in Minne- 
sota! Test your skill against the many 
popular varieties of scrappy game 
fish that fill our state’s 10,000 spark- 
ling blue lakes. For fishing thrills 
you'll long remember . . . visit mar- 
velous Minnesota this summer! 
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kept a bend in my five-ounce rod for 10 
action-packed minutes before I could 
lead him into a quiet eddy and scoop 
him up in the net. 

Fishermen arbitrarily call any salm- 
on six pounds or under a grilse, but 
Jim later told me that technically a 
grilse is a young salmon returning to 
| fresh water for the first time after one 
year at sea. Depending upon feed, 
grilse may weigh from two to more 
than seven pounds. 

Baby salmon, or parr, usually spend 
their first two summers in fresh water 
| and then migrate to sea as smolts. A 
| few come back the next year as grilse, 
| but most return in their fifth year and 
| weigh eight to 10 pounds. The rest are 
fish that have spent two summers in 
salt water or are second-time spawners 
weighing from 12 to more than 30. 





ey. a little-known fact is that 
while Atlantic salmon do not die 
| after spawning, very few return to 
| fresh water to spawn a second time. 
| Therefore, fishing for kelt or black 
| salmon—fish that have come upriver 
|to spawn in fall and have remained 
| there under the ice all winter—actually 
| does no harm and is, in fact, beneficial 
| since it allows a greater harvest of fish 
| that would otherwise go to waste. Kelt 
| fishing is permitted in certain rivers 
|of Maine and New Brunswick, but is 
prohibited in most. 

| Nels didn’t catch anything that morn- 
ing, but he chased a salmon several 
| hundred yards. I saw him floundering 
upstream through knee-deep water, 
| flailing away with his rod. 

We ate lunch on a rocky point and 
| tossed the crumbs to a friendly Canada 
| jay. Then we moved on upstream. In 

midafternoon in a spruce-bordered pool, 
| destiny caught up with Nels. I heard 
| his startled shout as I fished a Fiery 
| Brown through a glassy glide 100 yards 
downstream. Turning, I saw Nels 
| braced against the current and clinging 
| to his sharply bowed rod. As I watched, 
|}a bright silvery salmon erupted into 
@ (the air midway between Nels and me. 

It is the right of every fisherman to 

| impart well-intentioned advice and en- 

couragement to a fellow angler engaged 
|} in playing a fish, and I hurried up- 
stream to exercise my prerogative. 

“Keep your tip high! Let him go!” 
I shouted anxiously. ‘‘Don’t horse him!” 

All of which meant nothing. All Nels 
could do was hang onto his bucking rod 
while the salmon, in complete com- 
mand, leapt and lunged from one end 
of the pool to the other. Once he bored 
nose down with his tail flapping above 
the surface, and another time he turned 
a complete somersault, smashing sav- 
agely at the leader as he splashed back. 

Nels was experiencing the thrill that 
comes once in a lifetime although he 
| was too busy to appreciate it at the 

time. Reeling and pumping, he cranked 
| in line only to lose it again in long, 
irresistible runs up and down the river 
until, gradually, after a hectic half 
|hour, the initiative passed into his 
hands. I began to think about the net. 

In the tackle store it had seemed big 

|} enough for tuna. But now its dimen- 
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sions appeared to shrink as I grasped 
the handle and waded into the river. I 
knew I’d feel like drowning myself if 
I lost Nels’ first salmon, and I wished 
I had Jim’s big alewife net. The first 
time the fish glimpsed the meshes he 
skittered to midriver and splashed hard 
at the surface. Grimly, Nels worked 
him in again. This time, holding my 
breath, I thrust the net far out and 
scooped him up in its bag—-12 pounds 
10 ounces of silvery salmon fresh-run 
from the sea. 

Nels sat down on a rock and lighted 
a cigarette. “It’s a good thing salmon 
don’t bite like perch,’ he declared 
huskily. “A man couldn’t go through 
that too many times a day.” 

We'd planned to spend one more day 
exploring the Machias upstream. That 
night, however, a cloudburst turned the 
river into a swirling brown torrent that 
ended the fishing for several days. 
High water brings new fish upstream, 
but now the river was too high to fish 
and too discolored for the salmon to 
see our flies. We had to postpone fur- 
ther explorations till another time. 

However, we were well satisfied with 
the results of our first visit to Maine’s 
new salmon frontier. In two days on 
the Machias River, we’d taken a grilse 
and a salmon and had had a chance at 
two others. I have seen poorer fishing 
on some of the big-named waters. 

Salmon fishing in Maine’s restored 
streams is still in its pioneering stages. 
It’s bound to become better each year 
as the runs, supplemented by stocking, 
continue to increase. 

During 1960, however, the Machias 
suffered a temporary relapse because 
of drought conditions. Most salmon 
streams in eastern North America had 
poor runs because of the drought. Jim 
Fletcher, however, believes that last 
year’s low water will result in a larger 
than expected run in 1961, with many 
fish having had an extra year’s growth 
before coming into fresh water. 


lg order to bring out the full potential 
of these rivers, there are several 
things that should be done. On the 
Machias, for example, there is need for 
an improved fishway over the Whitney- 
ville Dam. There is a need for guides 
who know where salmon lie in the pools 
and for canoes in which to cover the 
water adequately. And there is need 
for further exploration. Right now 
most of the fishing is confined to a 
five-mile area between Whitneyville 
and Machias. Meantime the 400 miles 
of main river and _ tributaries—Old 
Stream, New Stream, West Branch, 
and Mopang Stream—stretching up- 
stream to the lakes, and inaccessible 
except by canoe, remain virtually un- 
fished. 

I am confident that all these needs 
will be met in the near future and that 
the Machias will take its place as one 
of the continent’s top salmon streams. 
Meanwhile, the door is wide open to all 
who want to pioneer in this new and 
truly public Atlantic-salmon fishing. 
Nels and I are planning some further 
salmon research in Maine; we feel we 
owe it to science. THE END 





YOU GO, I STAY 


(continued from page 47) 


lethal outfit, but this bear was too far 
away and the alders too thick to be 
sure of a killing shot. I'd rather pass 
up a chance than risk bungling, so we 
crouched in the cover and watched him 
until he crossed the slide and rejoined 
his girl friend. 

The instant the big brownie went out 
of sight, Ed raced into the open after 
him, and I ran for the foot of the rim- 
rock, hoping to intercept him on the 
far side of the slide. Halfway there, 
sneaking across over steep and treach- 
erous footing, I heard a low whistle 
and looked down to see Ed crouched 
and the bear in plain sight just 25 feet 
from him. Ed was hanging tight to his 
.375 Magnum, and the muzzle was 
pointed the right way. 

Strangely, Widehead had not smelled, 
- seen, or heard us. Intent on following 
the sow, he stood looking in the direc- 
tion she’d gone. It was a perfect shot 
for a bowman except for one small de- 
tail—the range was too long. 

I started on, but the slide was so 
steep I couldn’t get a foothold. Now I 
had to back up, drop down behind Ed, 
and try again. I was within two or 
three steps of where I needed to be for 
a shot when the bear finally winded 
us and lit out. We never saw him 
again. 

His track in wet snow was 14 inches 
long, and Ed believed he might have 
been the biggest brownie he’d ever en- 
countered. Losing him was a bitter 
pill. We went back to the skiff, cranked 
the outboard, and followed the shore in 
an effort to find out where the bear had 
gone. With our glasses, we could pick 
up his tracks on patches of mountain 
snow for several miles, but there was 
no use trying to follow him. Evidently 
he’d pulled all the way out of the 
country. 

Disappointed with our luck, we moved 
to Puale Bay to try new territory. It 
was dark when we got there, but right 
after breakfast next morning we 
started glassing from the boat and 
soon spotted a bear feeding on the 
lower slopes of a mountain across the 
bay. We watched him for an hour, 
until he lay down about one third of 
the way up the mountain. Then the 
four of us piled into the skiff and 
headed for him. 

He was a wise one, and we should 
have been more careful in our approach. 
He picked up the noise of the outboard 
while we were a mile or more away, 
and he didn’t like it. As we crossed 
the bay, we could see his head rise 
every now and then. He was keeping 
an eye on us. When we ran in on the 
beach, he got to his feet and moved off 
up the mountain. 

About one third of the way from the 
top, he lay down again on a patch of 
snow, but stayed alert and restless. 
Before we could climb anywhere near 
him, he moved again, slogging up 
through the snow and topping over. 
We took the skiff around into the next 
cove, to save ourselves a long hard 
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climb, but the area was rough and 
broken. We couldn’t locate him again. 

A strong northwest wind came up 
that night, blowing 50 to 60 miles an 
hour, and when the pounding of the 
boat woke us up at 4 a.m., the anchor 
was dragging. Ed and Harley winched 
it up, and we moved closer to the beach 
for shelter. While they were maneuver- 
ing, the line that held the outboard 
skiff astern snapped, and the wind 
swept the skiff swiftly toward the open 
sea. 

The outfit was worth at least $1,000. 
We had a second skiff lashed on the 
afterdeck and a spare motor in the 
hold, but there wasn’t time to break 
out the motor. We got the skiff into 
the water, battling wind and waves, 
and Ed buckled on a life preserver, the 
first time we’d seen him take that pre- 
caution. He jumped into the skiff with 
a pair of oars and a bailing pail. 


Witching him, lost to sight most of 
the time in great troughs, we fig- 
ured the odds were poor that he’d make 
it. We finally saw the drifting skiff 
washed ashore, swamped, and pounded 
savagely. Ed ran his boat up on the 
beach near it. He abandoned the 
motorless skiff and fought for what 
seemed like hours to bail the other one 
and get it afloat. Time after time, be- 
fore he could get the motor started, the 
seas smashed him back onto the beach 
and buried the boat under foaming 
water. 

We watched helplessly from the deck 
of the lurching Valiant Maid; I was 
beginning to wonder whether Harley 
and Bob and I could navigate her back 
to Kodiak and whether Ed could keep 
from freezing until we could send a 
plane back to pick him up. Then we 
saw a wisp of blue smoke from the 
outboard. Bow spray flew up as the 
skiff knifed into the seas. 

I don’t think I’ve ever been more 
relieved than I was when we hauled 
Ed over the rail at last, blue with cold 
and water streaming off him from head 
to foot. He’d saved his skiff and motor, 
but I’m still not sure it was worth the 
risk. We never found the other skiff, 
and we assumed it was blown out to 
sea. 

We lost two days then without seeing 
a bear, partly because the wind con- 
tinued to blow a gale. Ed shot a few 
hair seals for the $3 bounty and the 


.) livers, which are a real delicacy. I was 
‘| knucking off a rabbit now and then 


with a blunt arrow, and we dug razor 
clams at low tide and kept traps down 
for the giant king crabs found along 
the Alaska coast. We were living like 
kings and enjoying every minute, but 
we had allowed only a little more than 
a week for the hunt, and our time was 
running out. I was beginning to despair 
of getting within bow range of a brown 
bear, and after what had happened 
with the polar bear on the ice off Point 
Barrow, I didn’t relish going home 
from this hunt without a trophy. 

To make matters worse, I kept la- 
menting the wrong decision that had 
cost me a magnificent trophy that first 
afternoon on the Peninsula. If only I'd 


followed Ed across the slide instead of 
going higher under the rimrock! The 
bear we called Widehead had been all 
any hunter could ask for, and from 
where Ed had confronted him, at 25 
feet, it would have been easy to put an 
arrow all the way through him. 

We decided we might change our 
luck by moving again. Early in the 
evening of May 9, we anchored in 
Wide Bay, opposite the extreme south- 
western end of Kodiak Island, and went 
ashore in the skiff to look around. We 
were no more than on the beach when 
we sighted the bear I mentioned at the 
start of this story. Reluctantly we de- 
cided it was too late and too windy to 
go after him. We'd have to hope for 
better luck the next day. 

The wind raged all that night and 
through the next forenoon, making it 
useless to go ashore. it dropped at 
noon, though, so we landed for a look 
at the country. We waded across a 
lagoon and climbed above the alders, 
and when Ed looked back toward the 
beach a fair-size brownie was feeding 
within 100 yards of the skiff. 

Right then we couldn’t figure how 
he’d shown up so quickly, but later we 
found his bed behind a tangle of drift- 
wood just above high-tide mark. The 
wind had kept him from hearing us 
come ashore. 

He wasn’t big, but he was better 
than no bear at all, so we turned back. 
He didn’t stay put long enough for us 
to catch up, however. He kept moving 
along the beach, toward a mOtintain 
that broke off into the sea to form one 
end of the bay. Finally he climbed it 
and went out of sight. We took the 
skiff around into the next cove, spotted 
him halfway down the mountain, went 
back on shore, and spent the rest of a 
hard afternoon hiking and climbing in 
hip boots. We couldn’t make contact. 

We got back to the boat at supper 
time, tired and discouraged, ate a snack 
and went ashore once more. We had 
barely beached the skiff when our big 
brown of the previous evening walked 
out of the alders at almost the same 
spot, about two miles away. 


W: called a brief huddle. It was too 
late in the day for pictures, and 
too late in the hunt to take chances on 
anything that might upset the apple- 
cart; we decided our camera crew, Bob 
and Harley, would sit this one out. 
They chose a high observation point 
where they could watch the show and 
Ed and I started for the bear. 

What we did at first could hardly be 
called the stalk. A jumble of driftwood 
bordered the high-water line. From it 
tall grass ran back 100 yards to the 
edge of the hills. A quarter of a mile 
on our side of the bear, an aJder thicket 
veplaced the belt of grass. The bear 
was about 20 yards~-out from this 
thicket, on the open beach. The wind 
was blowing in from the sea, and the 
low evening sun was at our backs. 
Everything was in our favor, and we 
simply walked toward him, following 
a band of firm, wet sand left uncovered 
by the receding tide. 

Here was a bowhunter’s dream: a 





bear unmolested, wind and sun exactly 
right, waves washing up on the beach 
to drown out any noise we might make, . C 
and alders to provide cover right up to I Teaacel a Mi lal= Ol | pany 
ideal bow range. 

We had to hurry, because of ap- 


proaching darkness. Luckily we had Announce their 


changed our hip boots for leather foot- th A i 
gear before coming ashore. Ed paced 

ahead, and I liked the way he carried 50 nniversary 
his sawed-off .375. You can tell whether 
a man can use a gun by the way he | ‘ s 

handles it. I was carrying a Smith & (eTe}feol-ta) 60 S Values 


Wesson .44 Magnum revolver in a 


shoulder holster, a standard precaution ’ 
of mine when I’m hunting dangerous SM el) Ne FF e18) 
game. It’s a heavy handgun, but now, ; ew W 


for the first time on this hunt, it felt 


feather-light. MONOFILAMENT FLOATING 


The bear went on feeding, completely 
unaware of us. Near the alders, our | SPINNING LINE 


real stalk began. We eased over behind 
the driftwood and entered the thickets 
on a well-used bear trail. 

It was quickly apparent that bears 
hung out regularly in the alder patch. 
The thickets were full of trails and 
beds, and the place actually smelled of 
bear. Brush had been freshly torn up 
and ripped apart, and some of the beds * 
—flattened and as big as a dinner table Extra high knot strength 
—looked recently used. A bear bed of A custom made monofilament made . «+ @ floating fly line that 

- . 2 on Our Own equipment with perfect really floats. New type construction 
that size gives you a creepy feeling. I laboratory control for highest qual- gives excellent flotation and the 
also felt, however, that this brown ity. We feel that this is the finest tough smooth vinyl finish will wear 
might be exactly what I had hoped for. handling, softest monofilament indefinitely. Shoots like a bullet and 
Certainly no small bear had made such available to fishermen today. lays ouc straight every cast. 
beds. 





laska’s alder tangles are as tough 
to get through as any brush I’ve NEWTON LINE CO.,INC., HOMER, N.Y., U.S.A. 


ever encountered. The weight of winter 
snow flattens the trunks while they’re 








still small; they grow horizontal, close America "sg ONE Great Lure 


to the ground, for a yard or two, then , 
turn upward and reach a height of 10 that's Guaranteed to take fish Consistently 
or a dozen feet. The result is some- c+ + OF money Gaakt 

P , ‘a sie ‘ @ SIX SIZES—Fly rod to Muskie 
Talal wine ging 1 woe of a ae Beth op tenn 

e only worse goin now of is in Fr ° not to crack, 
the devil’s-club Shickets along those 4 (Free <Me o oat ‘kis AT YOUR DEALER 
are Siete, meses ‘ : 7 oe LAZY DAZY BAIT CO., INC., Preston 3, Minnesota 

u an weren't making out too - ———_——— — 

badly in this alder patch. We found a 
bear trail paralleling the beach, only 


a short distance in from the edge, and 
when we stepped into the open the ‘The real McCoy” in 








brownie was just 50 yards off. He was 
facing away from us, pawing over a 
pile of kelp. 

That first look at such close range 
should have told me I was dealing with 
an extraordinary bear, and maybe it ‘ 
would have if I’d been more experienced . . . it's Ontario’s Great Northern Pike—big 
in judging them. But to me he looked ee oe a: = enough to satisfy almost any fisherman—but 
like no more than average size. True, - pati ng Neg iy a ine poor 
Ge ale dae end Senta aout hy ‘ BME outdoor pleasure, the more you'll love your 

oe : ; refreshing vacation in Ontario. 
comparison—both good signs. But I 
didn’t guess his real size, nor did I 
waste much time wondering about it. 


My work was cut out for me, and it al Province of Ontario, Department of Travel and Publicity, ® 


didn’t include speculating on how big : aye ‘ a 
he was. I learned years ago that the Parliament Buildings, Room 372-A, Toronto 2, Canada 


handicap of hunting with a bow calls | ~ Please send me—FREE— full information on vacation ad- 
for careful but prompt analysis of “A oly venture in Ontario. | am particularly interested in 
critical situations, and leaves little time ‘ 
for admiring trophies until they’re 
dead. 
Ed and I, screened by driftwood and 
brush and concealed by our camouflage 
outfits, studied the big brownie for a Serer rLe LLC LCCC | 
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BLACK WIDOW 
PORK RIND EEL 


Takes black bass with 


|| Shimmy” cuts 


Eels are taking 
game fish from 
coast-to-coast, but 
nothing outfishes the 
Uncle Josh. Perforated 
for easy trimming. “Shim- 
my"’ cut for more action. 
3 colors, 3 sizes, 4”, 6”, 9”. 
eer eae 
a TP. 
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WORM HARNESS ON JIG 
Weight it or fish it Add a strip hook and 
high, let your fish run attach to jig head. Bump 
aes a the button. Double your 
. then socko, it’s fish effectiveness with fiz 
on the string. plus pork. 


Write for free literature. 


UNCLE JOSH PORK RIND 
Uncle Josh Bait Company Fort Atkinson, Wis. 
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Bait Lives for Days 

Catch Stays Fresh ai 
FISHERMEN REPORT: “In Flow- Troll, 
minnows die only from old age.” ‘‘Keeps 
catch alive and fresh until cleaning.” 
TROLLS, AERATES, FLOATS. Tied to a boat, 
or an angler’s belt, Flow-Troll floats with self shut- 
ting door out of water. Minnows are easy to get; no 


lifting bucket in and out of boat. No drag when 
trolling. Bait or fish live as though free, with fresh 
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“Quickly returns its modest cost in bait 


saved.” Top fishing guides praise the prac- 
tical convenience of Flow-Troll. 
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is made of noiseless, durable Polyethylene in one 
piece. No parts to lose. Can’t rust or dent. Out- 
lasts 2 or 3 ordinary buckets or creels. Try 
Flow-Troll. Enjoy a true fisherman’s dream. 


Ask Your Dealer or send $4.95 for Flow-Troll Prepaid in Handsome Gift Box 
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Here is a big, new plastic box to add 
more fun to your saltwater fishing. $7200 
has ample room for your largest reels 


and steel leader wire. Top tray has 18” leader 


compartment, takes large “candy bar” 
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Second tray handles terminal tackle, other baits 
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See Your Dealer or Write 
for Full Information 
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@ UNBREAKABLE—Guaranteed against breakage in normal use. 


PLANO MOLDING COMPANY 


° PLANO 1, ILLINOIS 





few seconds. I realized that from here 
on, it was up to me. Everything had 
gone perfectly so far. If I fumbled, I'd 
have no excuse. 

Ed said softly, 
to do?” 

I didn’t waste words. 
said. 

His answer was equally brief, and 
to the point. “Go ahead,” he told me. 

It wasn’t much of a speech, but it 
shook me to the toes. For no reason at 
all, there flashed through my mind a 
trivial scrap of information I knew 
about the Yana Indians of northern 
California. They have no word in their 
language for goodbye. Instead they 
say, “You go, I stay.” It hit me for- 
cibly that Ed’s calm, ‘Go ahead,” meant 
exactly the same thing. 

Actually, I didn’t want to get any 
closer to that brown. I was already 
too close for peace of mind. But I was 
here to kill a bear, this was plainly a 
good one, and in bowhunting 25 yards 
is more than twice as good as 50. I 
had no choice, and I knew it. 

I slid the 44 Magnum out of its 
holster and stuck it in my belt, where 
it would be handy. Then I stooped and 
crawled ahead, partly hidden behind 
the rim of driftwood, until I was be- 
tween the alders and the bear. When 
I stopped, we were just 20 yards apart. 
I waited on one knee for a broadside 
shot, and out of the corner of an eye I 
saw that I was beside the trail he’d 
used to go out to the beach. In all 
likelihood he’d use that same trail to 
get back to cover when my arrow 
sliced between his ribs. 


“What do you want 


“Get closer,” I 


realized now that I was facing a big- 


| I ger than average brown. He was so 


close that I could watch the wind 
ruffle the pelt across his burly neck, 
make out his long claws, and size up 
his bulk and weight. No matter how 
long I live, I’ll never forget the thrill 
of those few seconds while I waited 
with my arrow on the string, ready for 
the draw. I can shut my eyes now and 
see the whole scene: the black volcanic 
sand of the beach, the sea reddened by 
the westering sun, and the bear stand- 
ing, blocky and huge, over a pile of 
brown kelp washed up by the surf. 

There are riflemen who deplore bow- 
hunting for game that’s as dangerous 
as the brown bear, and others who 
criticize the bowman for getting into 
situations where he needs a rifle to 
back him up. I have an answer. If 
you want a trophy the easy way, take 
it with a rifle at 100 to 200 yards. But 
if you’re looking for the ultimate in 
thrills, go in and take your bearskin 
rug with an arrow at 60 feet. As for 
being backed, no hunter in his right 
mind is going to tackle a brownie with 
a bow deliberately unless he has a rifle 
behind him, in the hands of a man he 
can count on. 

The bow is a lethal weapon for game 
of any size. But every archer knows 
that no arrow, no matter how weil 
placed or what the power of the bow 
behind it, can be counted on to kill 
instantly. Death, except in rare cases, 
comes from bleeding, and that takes a 
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bit of time. What I was wondering 
now was what would happen after I 
drove my arrow into this big brute and 
before he died. I was face to face with 
what, in the bull ring, they call the 
moment of truth. 

The bear, still not suspecting I was 
there, turned broadside to me. I loosed 
my arrow and saw it bury to the 
feathers well back in his rib cage, in 
the liver area. 

He let go a horrible growling roar 
and spun round and round, biting at the 
end of the arrow. Before he’d made 
more than three or four turns, I had a 
second arrow on the string. He started 
my way and I shot head-on, but the 
razorhead lodged against heavy bone 
in a foreleg, doing no damage at all. 


(os for me at top speed, that 
huge brown was an awesome sight. 
He rolled like a bulldog, with bowlegs 
and turned-in toes, but he covered 
ground like an express train. He 
wasn’t charging, for up to that time 
he had no idea what had happened or 
where the trouble was. He was just 
following his usual trail back to the 
alders, but I happened to be crouched 
beside it, and when he got close enough 
he couldn’t fail to see me. I had the 
.44 revolver in my hand without know- 
ing I’d reached for it. In practice 
beforehand, I’d been able to move a lot 
of lead with satisfactory accuracy, 
shooting rapid fire, double action. Right 
now seemed the time to put my training 
to the test. 

The bear was less than 30 feet away, 
and I'd begun the trigger squeeze when 
Ed’s voice boomed out from somewhere 
behind me, “Don’t shoot! He’s a big 
one!” 

It sounded contradictory, but I knew 
instantly what Ed meant. A _ bow- 
hunter can’t claim as a trophy any 
animal that shows a bullet hole. If I 
hammered a .44 slug into this brown, 
my license was filled, the hunt was over, 
and I'd be going home with nothing to 
show for it. What Ed was saying was 
that I had a good hit in a big bear, and 
let’s not get any lead in him. Or in- 
terpreted another way, he meant, “Put 
that pistol down! I’m handling this.” 

I recalled, in a flash of thought, his 
theory that a gallon of gas will start 
a fire quicker than a quart. In the 
showdown, he could do a surer job with 
his .375 rifle than I could with my .44 
pistol. I took his advice. I didn’t lower 
the handgun, but neither did I complete 
the trigger squeeze. 

What happened next was the last 
thing I expected. When the bear heard 
Ed’s voice, he knew for the first time 
what had hurt him and where it was. 
In the same instant, he sighted me. 
We measured later from where I was 
kneeling behind the pile of driftwood 
to his claw marks on the trail. The 
distance was only five paces. By all 
the rules, he should have been on me in 
a couple of jumps. But for some rea- 
son, maybe because by that time he 
was a very sick bear, he veered off the 
trail at an angle and ran headlong into 
the alders. 

The instant the big brown was out of 


sight Ed took off through the brush 
and up the side of the mountain for a 
better view. I followed at an easier 
pace, detouring around the area where 
I thought the bear might be. When I 
got up to Ed, he was holding his binoc- 
ulars on a dark object dewn in the 
thickets. We studied it and made out 
a front foot of the bear, sticking up 
between alder trunks. We watched for 
quite a spell, but it didn’t move; we 
concluded our brownie was dead. 

We hurried down and found him 
stretched flat on his back with all four 
feet in the air. The razorhead had 
sheared off a rib on the way in, sliced 
through the liver, and lodged against a 
rib on the other side. Blood had poured 
out of him by the bucketful, and he’d 
left a trail that a man could almost 
have followed blindfolded. He had run 


200 yards and lived less than a minute | 


after the arrow hit him, but it was a 
minute I’ll remember the rest of my 
life. 

In that minute I had killed the big- 
gest brown bear ever taken with bow. 
His pelt squared 10 feet, and his skull 
scored 28 (length of skull without 
lower jaw, plus width of skull—in 
inches) going down as a world record 
on the list of the newly organized Pope 
and Young Club, which from now on 
will keep score on trophy game taken 
by bowhunters. 

I have the full mount (see photo, 
page 47) in my trophy room at Gray- 
ling. It’s pretty impressive, and I can’t 
look at it without remembering Ed’s 
casual, ‘Go ahead,” when I told him 
there at the edge of the alders that I 
wanted to get closer, and thinking of 
the Yana phrase of farewell, “You go, 
I stay.” I couldn’t have had a better 
man behind me, but for a second or 
two I’d gladly have stayed and let him 
go in my place. THE END 





STEELHEADS 


(continued from page 71) 


We'd all met in Sedro Woolley, 
Washington, at 6 o’clock that morn- 
ing and had got reacquainted over 
hotcakes, eggs, and coffee. The group 
was delighted to have me along to take 
pictures, but they were aghast that I 
hadn’t brought fishing tackle. 

“Photographers. are more than a 
little crazy,” Dodz said, “‘but if he gives 
anyone trouble, [ll sock him with an 
oar.” 

The 30-minute drive upriver to Ham- 
ilton, where Dodz launched the boat, 
seemed to take half the morning. We 
were going to drift about 10 miles to 
Lyman. Dodz had his car and boat 
trailer driven there by a friend so we 
wouldn’t have to waste time returning 
upriver. 

We started fishing with nearly ideal 
weather and river conditions. The 
water was slightly murky because of 
logging operations above Shannon 
Lake and a heavy outflow from tine 
lake into the river during generation 
of the morning’s electricity. We ex- 











A PENN REEL 


WAS THERE! 


Twice, within 30 Minutes, 
Women’s World Records 
Broken for STRIPED BASS 


4 Kay Townsend 
Kay Townsend with 
her 63% Ib. striper, a 
women’s world record 


Rosa Webb > 
30 minutes later, 100 
yards away, Rosa Webb 
caught this 64% Ib 
striper—the new wo- 
men's world record! 


A PENN Squidder helped Kay Townsend 
land her women's world record 63% Ib. 
striped bass. Another PENN Squidder 
aided Rosa Webb in boating her 64% 
pounder which broke Mrs. Townsend's 
record 30 minutes later! Both fisher- 
women, friends and fishing companions 
for years, landed their record stripers at 
North Truro, Cape Cod. 


hl 
PENN SQUIDDER 


Recognized as the finest surf-casting 
reel made at any price. It has the casting 
ability of a tournament reel, yet has the 
stamina to help take the big ones. 


You'll join hundreds of world champion 
fishermen when you use a PENN REEL 
... the tough, U.S. made reels that will 
give you years of trouble-free perform- 
ance. There are over 80 models to 
choose from. Ask your dealer about a 
PENN REEL for your kind of fishing and 

write Dept. U-3 for your free 

copy of our 1961 catalog. 


Penn 
REELS 
ee: 


ee PHILADELPHIA 32, PA 
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PENN FISHING TACKLE MFG. CO. 
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#173 Aluminum or Plastic 
Price: $8.50 
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TACKLE BOX 


Choose the UMCO that fits your fishing fun, Spinning, bait-casting, fly fishing— 
you name it—UMCO makes it. 29 models for fresh or salt water fishing. Light- 
weight and rugged. In aluminum, royalite or plastic. Lur-Gard Tray Liners. Extra 
reel clips—an UMCO exclusive. Look at an UMCO before you buy. See why 
UMCO'’S best ... at all better sporting goods stores. 
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pected the water to clear somewhat by 
noon. The weather was clear and soft 
with a promise of a warm spring. 

We started with high hopes, but the 
fish all hid. 

Dodz moved the boat from one spot 
to another, doing all that was possible 
to place us near a willing steelhead. 
By the time everyone was fishing, I 
had my cameras loaded and adjusted, 
the light meter was set, and I was 
stationed up on the square foredeck 
where I could be out of the way and 
still see all the action. 

Drifting the Skagit River in a typi- 
cal guide boat like Dodz’s is usually 
very rewarding. First of all, it’s almost 
effortless for the angler. Two anglers 
can fish from the stern, and two more 
from the bow while the guide handles 
the oars from the center well. These 
Skagit River boats are square on both 
ends and very roomy; four men have 
plenty of room to cast and play their 
fish. All of these boats are powered 
with husky outboard motors for mov- 
ing fast when it’s necessary, but most 
of the time you just drift with the 
current while the guide rows across 
the river from spot to spot. In this 
leisurely fashion, you cover a lot of 
water. Much of it is out of casting 
range of the bank fishermen. 


he Skagit, the most productive steel- 
head 


CL , 

, Mit river that’s entirely within 
. ty Washington state, is open for steelhead 
$0). Ahieiinees ar Pasties fishing from the town of Marblemount 

sige down to its mouth—about 75 miles. 
From Sedro Woolley downstream to 
the mouth (about 30 miles), the Skagit 
is broad and gentle; from Sedro Wool- 
ley upstream it’s swift, with numerous 
rifies and rapids. The river’s width 
varies from about 100 yards at Marble- 
mount to about 250 yards at Sedro 
Woolley. 

A major problem in fishing any 
large river is to find the kind of water 
steelheads are most likely to be in. 
They don’t care much for rapids or 
white water, nor do they like the slack, 
dead water. Steelheads seem to prefer 
the quiet but moving water you often 
find just at the edge of really fast 
water. A guide that gets to know his 
river intimately, as Dodz does, can 
make the difference between a fine 
catch and just another day on the 
river. Guides on the Skagit charge 
$35 a day to guide two or three persons 
i Shad | ™ | and $40 for four. These prices include 
ro use of the boat. 

Dodz worked us downriver, gliding 
through one drift after another. The 
sun rose swiftly, and soon we shed our 
heavy coats and jackets. The weather 
was wonderful, the fishing terrible. By 
noon, the river water was beginning to 
clear. We were hungry, which was 
expected, and hot, which was unex- 
pected of Washington at this time of 
the year. Dodz beached the boat, and 
we ate lunch. I reminded Dodz of our 
trip the previous December, and mildly 
asked him where the wild fish were 
that he’d talked about so confidently 
then. 

“They’re here,’’ he said, “but those 
smart fish aren’t going to be caught 


m0 


—Aluminum or Royslite 
9.95 


1060 203— Aluminum or Royalite 
Price: $24.95 $29.9 8 


133—Aluminum or Plastic 
Price: $14.99 $17.9 Price: $7.50 
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Fish bite every day in Kentucky! Fishermen come from far and wide to test 
their skill against the bass, walleye, and crappie that abound in Kentucky's 
many lakes, rivers, and streams. Plenty of room, plenty of fish. Enjoy the 
nation’s finest fishing—IN KENTUCKY! 
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Please send me your FREE fishing manual, “Fishing in 
Kentucky”; DEPT. OL 
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For easy landing of fish, use 
ROD-TIP ACTION 
pa Cap Floats by Dayton 


THE ONLY FLOAT 
WITH ROD .-TIP 
ACTION! 


If not available at your local dealer write to: 
DAYTON BAIT AND MARINE 
PRODUCTS CO. Dayton 9, Ohio 





TOTE-A-ROD 


Fits all U.S. and 
Foreign Cars 


a 


Lok 
MIAMI, FLORIDA 


¢ Aluminum Carr 
for fishing aeeaine 
and utility 

¢ Made of Rust-Proof 
Lifetime Aluminum 


TIFFANY MFG. 
3640 N.W. 41 STREET « 
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£ YOUR OWN 
mak RODS AND LURES 


Send for FREE Wholesale Catalog. The 
most complete and fully illustrated catalog 


of reels, rods, beads, spinners, jigs, lure 
bodies and parts, sinker molds, feathers, 
tools, hooks, rod blanks, rod parts, swiv- 
els, wire, etc. Over 170 pages. 


yn bccn 
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FLY TYERS 
BAIT CASTERS 


Assortment of Fly Tying, Plug Making, Rod Building, and 
Net Making Materials and Tools. Over 10,000 items includ- 
ing thousands not available elsewhere. 


BUY DIRECT AT WHOLESALE PRICES 
Send 25¢ today for Huge Catalog ITC "ky 
HERTER’S WASECA. MINNESOTA, / 


| the air it went. Such a pace couldn’t 
| last, and soon John turned the fish 
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Rattle Spoon’. bc 
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Fun, thrills and a lot of fish are yours 
when you use the new, triple-action 
Rattle Spoon. It darts and flutters 
like a thing alive . . . is a natural for 
all game fish and a honey for trout, 
pike and bass. 

Five sizes: 4%, %, %, % and % 
ounce; four patterns: red-white- 
nickel, all nickel hammered, all gold 
hammered, and frog back. 


Your dealer appreciates your business 
and is always anxious to assist you. 
See him soon and often. 


MARATHON 


HENRIETTA ST., WAUSAU, WISCONSIN 


f 
SayS JamMous gui 


by any bunch of crackers. You city 
fishermen will have to start fishing 
soon or go home empty-handed.” 
Dodz was about to get an argument 
| from Frank and John when Barbara 
| jumped and said, “Oh, I have a fish!” | 
We looked around, and sure enough, | 
she had something on her line. It was | 
a small fish without much life, but 
still it was a fish. Dodz reached for 
the net, and then we all joined in 
laughter; Barbara’s fish was a plump, 
two-pound sucker. Dodz put the net 
down and lifted the fish up for me to 
photograph as Barbara hid her face 
and wailed, “Don’t you dare take my 
| picture with that thing.” 
Dodz lifted the anchor and pushed 
| us out into the current. He was feel- 
ing better now that Barbara had hooked 
a fish, even if it was a sucker, and he 
| ribbed Frank and John. “I suppose if 
I expect to put any fish in my boat 
I’ll have to take some women along— 
you’re terrible!” 





4 ps minutes later we were admiring 
John’s first fish. Dodz turned to me 
and said, “Did you get any pictures?” 
| 1 came out of my reverie with a start; 





I’d been so engrossed in the action that 
I hadn’t taken a single picture. 

John’s fish did wonders for our mo- | 
| rale. I readied my camera and checked | 
| the meter while Frank tied on a new | 
bobber. We moved to a different drift, | 
and John promptly got another strike. 

He set the hook with a hard snap | 
of the rod, and a steelhead leaped, | 
twisting and turning upside down. This 
time I worked the camera, and there 
| was plenty of action. First the fish 
would leap straight out of the water. 
| Then it would twist one way and then 
the other. This wild steelie made three 
or four leaps and then surged down- 
| stream 50 or 60 feet. Then up into 





and recovered some line. Down on the 
river bottom, the fish acted as if he 
| were trying to twist the line around 
| himself. At the same time he was 
| violently shaking his head. 

| John increased the pressure on the | 
| fish, and about the time the rod tip 
reached the water, the fish turned and | 
|came right up at the boat. His last | 
|leap nearly put him right in it. The 
| steelhead made one more short run 
and then quit. Dodz netted it. 

This was another bright fish of about 
eight pounds, fresh from the sea. John | 
was elated and held the fish up for a| 
picture. I snapped the shutter and 
glanced at the frame counter; I had 
taken 20 exposures of this fish. 

By the time I’d reloaded the camera, 
everyone was fishing again. Now that 
| John had two of the three steelheads | 
| allowed for a day’s fishing, he was be- | 
ginning to give out all sorts of free, | 

| 





unsolicited advice, liberally mixing in | 
some plain and fancy bragging. What | 
| was worse, he hooked another fish. This 

fish blasted down the river as John’s 

| rod jolted in a way that always brings 

| a glow to the fisherman. 

“Looks as if you'll have to put me 
(continued on page 103) 
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MAKE YOUR 
FISHING 
HOURS REALLY 


g COUNT! 


... the most 
productive 
fishing rods 


made 
cf 


with 


NEW 


fast-taper 


IMPACT 
ACTION 


ovailable in the 
“DELUXE” 
“SWEETHEART” 
“GRANGER” 
“AMBASSADOR” 


$14.95 vp 


SEND 10c FOR 
NEW 1961 
f CATALOG 


WRIGHT & McGILL CO. 
Box 518-A361, Aurora Sta. 
Denver 8, Colo. 


Enclosed is 10¢ for your new 
64-page catalog. 
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REWIND YOUR FISHING ROD 


1. Mark off on a sheet of paper the positions of the origi- 
nal silk windings so there will no need for guess- 
work when you start rewinding after the rod is stripped 


3. Start winding the silk around tucked-under end, and fin- 
ish by pulling the other end of it under the back by means 
of a double thread. Trim off free end with razor blade 


A 8 
J 


5, Use rubber band to hold down one end of the guide while 
winding the other. Work from “A” to “B.” Keep 
tucked-under threads beneath at “C.” Line up guides 


Strip the rod by using your penknife to break off a strand 
or two on each winding. The silk will quickly unravel. 
Scrape off the old varnish with long, light swipes of knife 


4, Wind the coils closely and tightly by keeping firm pres- 
sure between rod and spool. Revolve rod to take up the 
silk. In this view a ferrule winding is being applied 


6, Now apply two coats of varnish, well diluted with turps, 
to windings and rod. If final coating is too heavy it may 
crack, especially around the ferrules. So keep it thin 


H* the varnish on your fishing rod you'd think. You'll need only a few paintbrush; a penknife, and a razor 
started to chip off and the silk simple, inexpensive materials. They are: blade. Study the directions under these 
windings become frayed? If so, why A spool or two of No. 00 winding silk in pictures. Do a little practice winding 
not do a refinishing job on it yourself? whatever colors you like; a small can on a pencil or broom handle before you 
It’s a lot of fun and much easier than of varnish; some turpentine; a small start on your rod.—John G. Noble. 
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“Stren® round has more. 


strength, less stretch!” 


«++ says Tommy Seward, Outdoor Editor, | 


Daily Press, Newport News, Va. 


“IL used to think monos stretched and weakened 
after a couple of heavy strikes. But Stren round 
quickly changed my mind. It has extra strength, 
and keeps it! Best thing that ever happened to 
spin fishing!’ You'll echo Tommy Seward’s en- 
thusiasm the moment you make your first cast 
with Stren round. Pick up a spool or two the 
next time you stop by your dealer’s and also ask 
him about two other Stren products, knotless 
tapered leaders and Stren leader packs. 


Specially designed for all kinds 
of spin fishing in fresh and salt water... 


Stren® round 


Monofilament Spinning Line 


Better Things for Better Living . . . through Chemistry 











DREAM BOOK 


New 160 Page Catalog FREE 

















OVER 5000 FISHING ITEMS 
Exciting kits for making Nets, Traps, Spinners, 
Lures, Sinkers, Worm Gangs, Rods, Flies and 
Bugs. There’s Trot Line supplies, Turtle Traps, 
Netting & Seines. All popular rods, reels and 
lures. Gifts ’n gadgets galore. Send postal card 
or_coupon today—we'll r Il mail moony AT ONCE. 


NETCRAFT co. 
Dept. 0-3, Box 8, Toledo 13, Ohio 


OK send catalog to (please print): 
Name 
Address 














(continued from page 101) 

ashore now that I have my third fish,” 

gloated John. But before anyone jeans | 
cut his line, or throat, the steelie made | 
one high leap into the air and mana 

the bobber. 
| “Hah!” snorted Frank. 
| right.” 
| The fishing cooled off after that, and | 
| about 30 minutes later Dodz suggested 
we go back up the river. ‘Now that 
the water is clear,” he said, “some of 
those spots that drew a blank earlier 
will have feeding fish in them.” 


“Serves you | 


by the outboard. In 20 minutes we 
were several miles upstream. 
water was much clearer; 
| through it was about five to six feet. 
Dodz anchored within casting distance 


of a beautiful drift. Then he turned 
his checking her tackle. She didn’t. 


a typical steelhead rod made of tubular 
glass and about 81% feet long. It was 
of medium to stiff action and weighed 
about six ounces. Barbara’s 10-pound- 
test monofilament line was on a level- 
wind reel, 


off the spoon and swivel and, after 
passing the line through a one-inch 
section of surgical rubber tubing, tied 
on a 2/0, short-shanked, steelhead 
hook. Then he slid the tubing about 
20 inches above the hook and slipped a 
|four-inch, 1%-ounce piece of lead 
through it. The tubing held the lead in 





place against the line but would allow | 


it to be released in case of a snag. 
| Then Dodz reached under his boat seat 
| and pulled out a cut-down milk carton 
| half filled with “strawberries.” Straw- 
berries are simply pieces of fresh steel- 
| head roe cut to about the size of a 
| walnut and held together with a loose 
| covering of cheesecloth. This is a pop- 
ular and time-proved steelhead bait. 
Dodz worked the hook in one side of 
the berry and out the other, and then 
he handed the rod back to Barbara. 

‘Now show these characters how to 
| catch steelheads,” he said, and turning 
to me he added, “Get ready. She’s 
going to hook a whopper.” 


went along with the gag by lifting 


my camera as Frank muttered some- | 


| thing about clowns and fools. Barbara 
| cut loose with a long, well-placed cast 
| that put the bait about 20 feet above 
| the drift—just right considering the 
| speed of the river. The bait had barely 
| settled to the bottom when Barbara 
had a hard strike. 
sharply, but nothing happened. 

“Oh, I missed him,” she said, exas- 
perated, and she started to reel in. At 
that instant a big steelhead leaped out 
of the water about 10 feet from us, and | 
her rod swept down sharply. She did | 
have a fish, but by the time she’d | 

| struck, the fish was already on its way 
out of the drift. This left a belly in the 
line. Now all the slack disappeared | 

| and an additional 100 feet of line zipped | 
| off the reel. 

The fish, apparently a good-size one, 


Everyone agreed, and in a few sec- | 
onds we were speeding up river, pushed | 


The | 
visibility | 


to Barbara and asked if she objected to | 


Dodz picked up her rod, which was | 


though spinning reels are | 
also popular for this fishing. Dodz cut | 


She struck back | 
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Enjoy life at a sporting camp. eintomes A 2 
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“New Stren® oval gives 
me terrific casts!” 





1 


| 
e+. says Enos Bradner, Outdoor Editor, 
The Seattle Times, Seattie, Wash. 


“The extra distance I get with the new STREN 
oval is really amazing. The new oval shape does 
it... makes the line limper, which means it won't 
‘balloon’ on the reel. Less backlashing, too.” 
Like Enos Bradner and countless other fishing 
experts, you'll enthuse over the performance of 
StREN oval. You'll find it wherever quality fish- 
ing gear is sold. Why not fill up your reel soon? 


Specially designed for revolving spool 
| casting and trolling reels... 


| ~_)  $tren® oval 


ny Monofilament Fishing Line 


| mt a 


Better Things for Better Living . . . through Chemistry 
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Here’s why SPORTSMEN say... 


CAMPING IS FUN 


“HEILITE 


(hilite) 


@ No delays—makes up into a complete camp in 
one minute... folds away just as easy! 

@ Gear is always packed, ready to leave instantly! 

@ Goes any place your car or pickup will go! 


Families like HEILITE because... 


@ There's a comfortable ready-made double bed! 
@ Roomy, fully-floored tent! 
@ Ample for a family of 5! 
@ Takes all the work out of camping! 
PROOF OF TOP QUALITY! 
Alcoa's choice as a major prize for its 
national contest. 


for FREE COLOR FOLDER write— 
HEILITE TRAILERS, INC. 


1351 So. Sacramento Street « Lodi, California 


FREE! i 


TO SPORTSMEN 


NOVA. 
SCOTIA 


CANADA'S OCEAN PLAYGROUND 


Written by a fisherman...for fresh water 
and salt water anglers. A 52-page booklet, 
packed with facts and ‘phokes. 

Yours for the asking. Send today. 


NOVA SCOTIA TRAVEL BUREAU 
Box 130, Halifax, Nova Scotia 

(247 Park Ave., New York 17, N. Y. 

or 607 Boy!iston St., Boston 16, Mass.) 


Please send Sportsmen’s Packet to: 











| fish. Like the others, this was a fast, 
| leaping, 
| never seen steelheads consistently do so 





| perior advice. 


| further stated that when we ever got 


_| himself. 


| bank of the 


| gently picked it up. Suspecting a small 





| another 





|ing froth of water. 
| went the steelhead. 


: | found a quiet eddy and held the boat 


: | wasn’t much of an aerial battle, but 
: | the steelhead doggedly ran through all 
OL-3-61 : 

: | Finally it came up to the boat, but it 
: looks of | 


stayed deep for about five minutes and 
then shot out of the water in a high, 
twisting leap. The line peeled off the 


| reel as the fish thrashed across the 
| surface. This didn’t work for the steel- 


head, so it made another long run down 

the river, 

end-over-end leap—and breaking off. 
There was one of those awkward, 


| sympathetic silences for a few seconds, 
then Dodz said, “Anyone want to buy a | 


strawberry for two bits?” 
Dodz rigged Barbara with another | 


strawberry. Before she could make a |} 


cast, however, John hooked another 


silver thunderbolt. I have 
much jumping. In about 10 minutes 
Dodz slid the net under it, and John 
had his limit. Like the rest, this was 
a bright fish, fresh from salt water, 
with just a blush of pink on its sides. 
Dodz removed the hook. Then he 
turned to me, and with a perfectly 


finishing in a spectacular | 





‘Me, an expert? 


Shucks, no. Anyone 
can catch fish 


<j 


Unusual “humming” blade attracts fish 
that ignore ordinary spinners. In “UL” 
and standard sizes, from 60¢. Positively 
deadly for trout, bass, panfish! 
LEARN Tom McNally’s secrets of 
successful ultralight spinning. For 


64-page illustrated booklet “UL 
Tricks and Tackle’, send 50¢ to: 


a - a 


son .@ as a On Om 
SUFFERN, N.Y 








straight face said, ‘‘Examine this steel- | 
head carefully. I want you especially 
to notice the pink color on the sides. | 


| This fish and the others spent so much 
time in the air that they’re sunburnt!” 


Then John decided that, since he had | 
a limit of fish, he could be big-hearted | 
and give Frank the benefit of his su- 
Frank hadn’t had a 
strike all day, and now he growled 
something barely audible about fuzzy- 
cheeked youngsters and fool guides. He 


within casting distance of a real steel- 
head, he’d blankety-blank well hook it 


he river seemed to be holding fish, 
and Dodz said, “Keep on fishing; 
they’re right here.” 
Frank made a long cast close to the 
river, and when the bait 
reached the end of the drift a fish 


fish, he set the hook gently and was 
surprised to find he’d hooked a good 
one. It promptly highballed downriver 
directly toward a huge log snag. Be- 
fore Dodz could raise the anchor to | 
follow the fish, it hit the snag and | 
parted the leader. 

Grimly Frank reeled in and put on | 
hook, slipped it into one of 
Dodz’s berries, made a short cast, and 
hooked another fish. This time he set 
the hook solidly, but nothing budged. 

“Too bad, Frank; you’ve hit a snag,” 
said John, seeing that the line was held 
fast. 

“No,” said Frank, “it’s a fish.”” Then 
it moved, coming up in a rolling, twist- 
Across the river 





This time Dodz got the anchor up | 
fast, and we moved downstream after | 
the fish. About half a mile later, Dodz 


in it while the fight continued. It 


the underwater tricks in the book. 


LURE PARTS, FLY-TYING, 
ROD KITS 


Free 1961 catalog. New Jow prices, new 
items. Quality fly-tying materials. Lure 
parts: blades, spoons, beads, & bodies, jig 
heads. Mustad hooks, fresh & salt water 
Rhino & Sila-flex rod blanks 
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FISH NETS 


Seines—Hoop Nets—Gill Nets—Trammels— 
cotton and nylon webbing Decorative Netting 

—Nylon Twine $2.34 lb.—Dog Catcher Nets— 
Turtle Traps—Swimming Pool Covers—Cata- 
logs On Request 


NICHOLS NET AND TWINE 
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reel gives quality performance, never a 

back lash, fresh or salt water, ideal for 
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apparently didn’t like the 
things, and raced off again. 
“Dodz, if I’ve told you once, I’ve told | 
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for FREE Wholesale Catalog. The most complete and fully 
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you 50 times,” Frank said. ‘Paint this 
scow another color!” 

By now, the rod pressure was telling; 
after one more splashy roll on the 
surface, the steelhead was ready for 
boating. Frank grinned as he led the 
steelie into the net. Then he hefted the 
fish, a fat 14-pounder. 

“Like I said,” he remarked, turning 
to John, “when there’s a fish around 
worthy of the talents of a _ skilled 
angler, I’ll catch it.” 

The fishing continued for another 
hour as the tree shadows lengthened 
across the water, but the river had 
had enough of us. We'd had seven 
strikes that resulted in our boating 
four steelheads. John had a limit catch, 
Frank a big, bragging steelie, and I 
had about six rolls of exposed film plus 
high hopes for what they’d show. 
Barbara hadn’t landed a steelhead, but 
she’d had a good one on, and had en- 
joyed the sun—a rarity on a steelhead 
trip. 

Most of the rivers in Washington are 
open to steelhead fishing from the first 
Sunday in December through the last 
Sunday in February. About 20 of the 
larger rivers are open to steelhead 
fishing until April 15; the Skagit is one 
of these. The Columbia is open all year. 
Dodz feels that March and April are 
the two best months on the Skagit for 
three reasons: 1. The fish are bigger. 
2. The river is more stable. 3. The 
weather is more bearable. 

“Like I said last winter,” Dodz told 
me, “‘steelhead go wild in the sunshine.” 

“You were so right,’ I said. ‘But 
you didn’t warn me that they’d jump 
so often they’d get sunburnt.” THE END 
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(continued from page 74) 


pletely worn out one open-faced spin- 
ning reel and is working on his second. 
I doubt if he will ever use anything 
else for bass fishing. His reel takes in 
about 20 inches of line per turn of the 
crank, and he cranks it just as fast as 
he can when working a deep runner. 
It looks odd to see a man work a plug 
that fast, but Davis hasn’t caught any 
fewer than 12 to 26 bass in his last 
dozen trips to the lake. Since the legal 
limit in Arizona is 10 per day, Davis 
often has to return as many as he 
keeps. 

Davis is strictly a spin fisherman 
and uses a seven-foot medium bass rod 
with nothing lighter than eight-pound- 
test monofilament. On occasion, he’s 
wished he had a casting rod when a 
lunker wrapped his line around snags, 
but in these open lakes you can usually 
play a bass more than twice the weight 
your line tests and wear him down to 
boat-net size. 

The majority of the fish you lose in 
this type fishing are those that jump 
and either shake loose or rip out the 
plug. The main thing is to watch the 
line. When it starts up toward the top 
—and you'll notice it soon enough— 
give the fish slack and he’ll head toward 
105 


MARCH, 1961 


Bass Fishermen will 
Say I’m Crazy... 
until they try 


my method! 


| But, after an honest trial, if you’re 
_at all like the other men to whom I’ve 
| told my strange plan, you'll guard it with your last breath. 


Don’tjump at conclusions, I’m not a manufacturer of 


| any fancy new lure. I have no reels or lines to sell. I’m 
| a professional man and make a good living in my pro- 
| fession. But my all-absorbing hobby is fishing. And, 


quite by accident, I’ ve discovered how to go to waters 
that most fishermen say are fished out and come in 
with a good catch of the biggest bass that you ever 
saw. The savage old bass that got so big, because they 
were “‘wise’’ to every ordinary way of fishing. 

This METHOD is NOT spinning, trolling, casting, 
fly fishing, trot line fishing, set line fishing, hand line 
fishing, live bait fishing, jugging, netting, 9 


| or seining. No live bait or prepared bait is used. You 
| can carry all of the equipment you need in one hand. 


The whole method can be learnedin twenty minutes 
—twenty minutes of fascinating reading. All the ex- 
tra equipment you need, you can buy locally at a cost 
of less than a dollar. Yet with it, you can come in after 
an hour or two of the pee excitement of your 
life, with a stringer full. Not one or two miserable 12 
or 14 inch over-sized keepers — but five or six real 
beauties with real poundage behind them. The kind 
that don’t need a word of explanation of the profes- 
sional skill of the man who caught them. Absolutely 
legal, too—in every state. 

This amazing method was developed by a little 
group of professional fishermen. Though they were 
public guides, they rarely divulged their method to their 
patrons. They used it only when fishing for their own 
tables. It is possible that no man on your waters has 
ever seen it, ever heard of it, or ever used it. And 
when you have given it the first trial, you will be as 
closed-mouthed as a man who has suddenly discovered 
a gold mine. Because with this method youcan fish with- 
in a hundred feet of the best fishermen in the county 





and pull in ferocious big ones while they come home 
empty handed. Nospecial skill is requir . Themethod 
is just as deadly in the hands of a novice as in the 
handsof an old timer. My method will be disclosed only 
to those menin each area who will give me their word 
of honor not to give the method to anyone else. 

Send me your name. Let me tell you how you can 
try out this deadly method of bringing in big bass from 
your local waters. Let me tell you why I let you try 
out my unusual method for the whole fishing season 
without risking a penny of your money. Send your 
name for details of my money-back trial offer. 
There is no charge for this information, now or at any 
other time. Just your name is all I need. But I guar- 
antee that the information I send you will make you 
a complete skeptic—until you decide to try my method! 
And then, your own catches will fill you with disbelief. 
Send your name, today. This will be fun. 


ERIC P. FARE, Highland Park 30, Ill. 


| Eric P. Fare, Highland Park 30, 


Dear Mr. Fare: Send me complete information without 
any charge and without the slightest obligation, Tell | 
me how I can learn your method of catching big bass | 
from waters many say are “fished out,’” even when 
the old timers are reporting “‘No Luck.’ 


Ilinois 


Name 


Address 


Proud souvenir of a 


Canadian Pacific fishing trip 


Come to Canada for new fishing thrills. 
Here, thousands of lakes and streams 
abound with muskies, great northern 

ike, lake and brook trout, walleyes, 
aes and salmon. They’re rugged and 
ready to tangle with you any time. You 
can hunt big game in Canada’s un- 
spoiled wilderness, too. Let Canadian 


Pacific recommend the area offering the 
sport you desire—and take you there. 
Write G. W. Foote, General Tourist 
Agent, Windsor Station, Montreal 3, 
Québec. 














Wallsten 


Now! Take big fish on 
light ORVIS® RODS 


Joe Brooks, famous Writer, Fisherman, Sportsman, 
lands “Lunker” Trout with Orvis 4 oz. Fly Rod. 


The best fly fishermen everywhere will tell 
you that no other rod.can touch an Orvis 
when it comes to laying out a line, setting a 
hook and playing a fish. Only Orvis “fight- 
ing fibers” of Bamboo permanized with 
Bakelite resin give you the hair-trigger 
action and response that add immeasurably 
to the thrills of catching fish. There’s an 
Orvis for every fishing purpose — many 
quite low priced too! Send for new 68 page 
Catalog illustrating Orvis rods, reels, rare 
gifts for anglers—plus informative articles 
by famous experts. 


CHARLES F. ORVIS CO., Box N61, Manchester, Vt. 


> CISCO KID wos. 


with 
3-D FLASH 


Deadly anyway you use it... spin fishing 
casting, or trolling. Proven favorite of 
thousands of fishermen for Bass, Wall- 


eyes, Trout and Northerns. 


Fishing Tip Booklet acclaimed by Outdoor 


Writers ° 


TO THE 22 
GREAT LAKES OF 


Tennessee 


Guide includes Tennessee road map 
showing TVA dams and 22 fish- 
filled great lakes. Locates 272 boat 
docks and gives owners’ names, 
addresses, and accommodations 
available. Gives 1961 fishing regula- 
tions. Photos and hints on taking 
prize-winning bass, walleyes, crap- 
pie, bream, stripes, sauger. 
No closed season. 

MAIL 
2211 Cordell Hull Building TODAY 
Nashville, Tennessee 


Please send FREE Fishing Guide 
NAME 


Tennessee Division of Information 


New Color Chart 
folders showing latest 


Other 
tackle | 


QUICK WAY TO 


di 
FISH 


Skin ‘fish — don’t just scale ‘em 


Send for FREE FOLDER. 

eliminates messy flying scales, 
fish-cleaning time. 
large or small. 
guarantee. 
Smart gift for everyone who fishes 
If he can’t supply you, send 
Engineering Co., 2433 Hubbell, 





Precision-built. 


Des Moines, 


. for cooking, freezing or filleting | 

se 
the time-tested Townsend Fish Skinner. 
Learn how it 
reduces 
Skins all fish — smooth or scaly, 
Money-back 
No tackle box complete without one. 
i See your dealer. 
order to Townsend 
lowa. 





Consistently Top Value 
FISHING TACKLE 


and §$PORTING GOODS 


“L. M. Dickson” 
look for this identification 


EXCLUSIVELY STYLED 


IMPORTS 


Superb American Designing. | 
Master Japanese Craftsmanship. 
Inspected to high U.S. Standards 


{ Earn — - 
your 


¥ No nian vence 
necessary 

* Vohuble trade 
secrets Complete how-to-do-it book 

Pacer profit ¢ bait. Based on years of 





ADDRESS 


d illustrations for 


2 building your 
ywn equipment 


PREPAID 
rotor for hauling live bait 





CITY & STATE 


“ortpai 97.90 


with instructions 
or. ORDER TODAY! PREPAID 











%@ required on all COD's Outside U.S. edd $1.50 
Con Cox and Mays —P. ©. Box 2155 — Pampa, Texas 


The Guaranteed Top Quality lines 
; S 





. LIVE ‘MINNOW BOOK 
" FOR COMMERCIAL BAIT DEALER 
AND INDIVIDUAL FISHERMAN 


on catching and hauling 
experience. Includes de- 


$1.98 








the bottom again. However, if he’s in 
fairly close, the best thing to do gen- 
erally is to get the rod under the water 
and pull his head back down. Some 
bass are going to fool you by shaking 
loose no matter what you do, but that’s 
all part of the game. If you want to 
wind up winner more often than loser, 
though, you’ll work and play your bass 
slowly. The harder you horse them, the 
more they jump. These are just some 
of the things Davis told me. 

I went up to the lake every chance 
I got and tried to practice what Davis 
had been telling me. Keep moving all 
the time, and when plugging deep- 
runners, fish straight from the shore 
out to deeper water and work them 
fast. Cast across the ends of points 
and parallel to steep cliffs. However, 
when using the scorpion types, or lead- 
headed worms, work them very slowly 
and make sure they’re either on or very 
near the bottom. In these Arizona 
lakes, always work the lead-headed 
worm from the shallow water toward 
the deeper water and, if possible, per- 
pendicular from shore. The fish might 
take it just as well the other way, but 
about 90 percent of the time you'll snag 
it on rocks instead of fish if you pull 
it up the slope rather than down it. 


y working the bottom-bumpers from 

the shoreline out, you are fishing 
at all levels from shallow to deep, and 
sooner or later you are going to pull 
your lure through the level at which 
bass are feeding. After you catch a 
few, you'll get a pretty good idea of 
their feeding level at that time and, 
armed with this information, can start 
looking for even more. productive 
shoreline. 

Any time you feel any resistance to 
your bottom-bumper, hit it with all 
your might. With a lot of line out, and 
especially in deep water, you have to 
take a long and hard swipe to really 
set the hook in a bass. If you try to 
guess the difference between a bass 
and a rock, or try to feel them out, 
you'll miss a lot of strikes. True, many 
times you will set your hook in a snag 
or a rock, but the many times you put 
it into a bass you’d have probably lost 
otherwise will be worth the trouble. 

The first three times I went fishing 
after talking with Davis, I caught nine, 
seven, and 15 bass respectively. Having 
come from the small Illinois village of 
Summum, where fishing is mostly lim- 
ited to small lakes and rivers, I began 
to think I was really in the big league. 
However, at the same time Davis was 
catching his 15’s and 20’s, and in a lot 
less fishing time. Of course, one very 
important reason is that he’d been 
fishing these lakes hard for about three 
years. He knows where every sunken 
island, point, snag, rock, and cave is. 
He knows which areas drop off deep, 
where the underwater shelves are, and 
—most important of all—which of 
these areas have been most productive 
in the past, under what type of weather 
conditions, and at what water level. 
This valuable experience separates the 
fishers from the catchers. 

Well, finally I asked Davis to go bass 
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fishing with me, and the follow.n% cay 
we started out, going by way of the 
Apache Trail. This is a second-class 
gravel road that winds around the 
Arizona mountains. It was originally 
an Indian trail, later a wagon trail, and 
today is not much improved. This is a 
good break for fishermen, however, 
since not too many people venture up 
that way. 

We got on the water shortly after 
daybreak. I told Davis it was strictly 
up to him where we would fish, and 
to my surprise, he chose a shoreline 
directly opposite the boat landing. The 
wind was just right, so we could drift 
slowly along about 30 yards from shore 
and plug-toward it as Davis kept the 
boat parallel to land with the oars. 
We decided to use plastic, lead-headed 
worms. These have two hooks apiece, 
but Davis always takes the back ones 
out. He thinks this improves the ac- 
tion, and, brother, I believe him. 

I thought I was working my worm 
slowly, but I was fast compared with 
Davis, making two to three casts to his 
one. He caught the first fish and gave 
me quite a surprise when he did. He 
let out a holler, took a hard snatch on 
his rod that bent it double, and reared 
way back on the seat to give it a 
longer pull. I’ve never seen anybody 


As this shows, Davis doesn’t fool around 


snatch that hard on a pole to set the 
hook. For just about a second nothing 
happened, and I thought he was caught 
on a snag. Then the fish, after being 
hauled a couple of feet through the 
water, realized he was hooked and 
began to fight the good bass fight. 

Davis played that first fish of his 
pretty easy, but, as I said, these Ari- 
zona bass love to jump this time of 
year. Sure enougn, the line started 
toward the surface. As it angled almost 
to the top, my companion leaned over 
and stuck seven feet of rod, one reel, 
and three feet of arm straight down 
into the water, pulling the fish back 
down where it belonged. A few min- 
utes later, he had a fair, two-pound 
bass on his stringer. 

Well, monkey see, monkey 
imitated Devis the bast I could, 


do. I 
and 


we picked up two more apiece along | 
that same shoreline. He doesn’t stay | 
in one place long, though. He cranked 
up and headed to a shoreline that had 
a lot of shallow points sticking out into 
deep water. We had pretty good ac- 
tion off the sides and ends of these 
points, and within an hour he’d caught 
two more and I'd snagged a couple 
myself. 





tig spite of fishing that worm as slow- 
ly as we were, it turned out to be 
the fastest bass fishing I'd ever seen. | 
By 2 o'clock that afternoon we'd | 
hooked 20 bass and lost maybe a third | 
that many more. I had eight, and 
Davis had one more. The limit being 
10, every time Davis caught another 
“last one’ he would either keep it and 
turn a smaller one loose or maybe | 
horse it until it would jump several 
times and throw the hook. Not many 
of us are that bass rich. He caught | 
five there one time, while I didn’t get | 
a strike. I accused him of having a} 
spell on his rod, or spitting tobacco | 
juice on his worm, or working a Jonah | 
on me. He laughed and said he bought | 
his worms from a witch doctor in the 
Congo. 

Quite often, our worms would snag | 
on the bottom, and my plug retriever 
a chain tied to a piece of lead on a 
long, strong piece of nylon—had been 
forgotten at home. However, Davis’s 
method—going over the side after 
them—was just about as efficient and 
it helped keep us cool in the Arizona | 
sunshine. Neither of us is much on the | 
athletic side, though, and we had to} 
leave several lures in the deeper water. | 

Our trip sure brought out the fact 
that the best fishing in this country is 
on or near the bottom. Often, Davis 
would pull the bail back on his reel | 
and let the line strip off as we were | 
drifting along to make sure the drift 
wasn’t keeping the worm from getting 
down. Frequently, he’d catch a fish 
that way from 50 to 60 yards offshore | 
and in well over 40 feet of water. Just 
fishing that far out is enough to make 
most bass fishermen think you’re nuts. 
On the other hand, he’d perhaps snag 
his next fish within two to three feet 
of the bank in fairly shallow water. I 
asked him about this, and it was just 
as he’d said before—you never know 
for sure at what level fish are feeding, 
so all you have to do is start at the 
edge and keep working deeper and 
deeper. Pretty soon, if there is one 
around, you'll catch him if you can | 
fool him. 

I finally limited out in spite of the 
Jonah that Davis had worked on me, 
and we quit about 3 p.m. We hadn’t 
caught any lunkers that trip, although 
one that I couldn’t handle took my 
worm into the mesquite, and while he 
was snubbed there Davis and I both 
made a couple of futile dives to get 
him. That monofilament will cut like 
a knife if you let it slide through your 
hand fast enough, as I found out when 
he made his final burst—and got away. 

Most of our bass averaged between 
two and three pounds and were a bit 
smaller than they had been running 








FISHING 
TACKLE 


Fishing gear that’s worth its salt must 
be built to take it. That’s where H-l’s 
many years of experience pay off for 
you... help you land your limit... 
almost every time. Look for the famous 
H-| diamond at your favorite tackle 
shop. It’s your guarantee of dependable 
tackle . . . since 1812. : 


H-| SPINCASTING REELS 


Spincasting is America’s fastest growing 
fishing style. Choose from these value- 
packed H-l pushbutton models: 





VALIANT 


Top quality closed face model at “reely”’ 

moderate price. Matches much more ex- 

pensive makes in quality features: ultra- 

easy action . . . interchangeable spool 
. silent wind . . . smooth adjustable 

drag . . . automatic anti-reverse. Bronze 

baked enamel finish. 
No. 1909B 


Other models: 
VANGUARD 


$9.95 


Borrow FREE fish- 
ing films. Write: 
Dept. OL-361 


HORROCKS - IBBOTSON CO. 


UTICA 2, N.Y 
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IDAHO 


IS THE PLACE TO GO! 


The Gem State is BIG COUNTRY ... 
Thousands of square miles of forested 
alpine mountains, sparkling lakes and 
clear water rivers. Who lives here be- 
sides the luckiest people on earth? Elk, 
moose, deer, antelope, bighorn sheep, 
mountain goat, cougar, bear and more 
varieties of game birds than you can 
pronounce. Fish? . . . over a score of 
species including the world’s largest 
Rainbow Trout. 


The bill of fare includes superb hunting 
and fishing; swimming, boating, winter 
sports, picture taking and just plain 
looking and enjoying the unexcelled 
scenery. There’s fun for every member 
of the family in the unspoiled BIG 
WEST at its colorful and exciting best. 
IDAHO! 


SEND FOR NEW FREE COLORFUL FOLDER 
Department of Commerce and Development 
Room 617, Capitol Bldg., Boise, Idaho 


Address... 


BAIT CANTEENS 


GET MORE FISH! 


Take fresh bait with you on every 
trip—even in hottest weather. BAI 
CANTEENS keep worms, crawlers, 
hellgrammites, soft-shelled crabs, liz- 
ards, etc., fresh, cool and full of fish- 
getting action! Durable construc tion, 
rigid screwtite cor- * . 
ners, baked enamel 

and galvanized steel 

metal parts. heavy in- 

sulating fibre board 











FOUR MODELS 
Model B 7x7x6 
Model C 7x14x6 
Model D 12x12x8Y%, 
Model E 7x7x6 
{hinged doors top 
and bottom) 
Use Sphagnum Moss 
or Cellusoil. Refills 
available at your 
dealer or direct. 


THE 
WORLD 
LEADER— 
POPULAR 
PRICES! 


MINNO-CANTEEN 


Evaporation thru flax canvas 

sides and bottom aerates and 

cools water. Oxygen drawn in 

keeps minnows full of frisky, 

fish-enticing wiggles. Metal 

framework. Collapsible. Rotat- 

: ing disc cover on inside of top. 

Al! Above aie At Your Dealer Or Direct. FREE LITERATURE! 
OBERLIN CANTEEN COMPANY, Oberlin, Ohio 
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the previous cov»ie of weeks. How- 
ever, it was a good t’ip for me, and I 
went home pretty p.oud. For Davis, it 
had been around average, I guess. He 
was disappointed because he’d lost 
more worms on snags than usual. 

The next week, Davis took me up to 
nearby Saguaro Lake, which is usually 
overrun with water skiers and pic- 
nickers. Consequently, the bass fishing 
is considered by most to be mediocre. 
In fact, I thought so myself because 
I’d never caught more than a couple 
there on any one trip. 

We fished from 3 p.m. until 9 that 
night, again using plastic worms. I 
kept hurrying to catch my fish and 
finally wound up with four. Davis 
fished very slowly and steadily and 
took 13. One thing that impressed me 


| was that this lure worked about as well 


after darkness had set in as in the 
daytime. It was moonless and pitch- 
black when we netted the last bass and 
quit. Davis had done a little better on 
size this time, having caught three that 
went over four pounds and one over 
five. 

Now and then I caught the sergeant 
drinking lake water when he thought 
I wasn’t looking. It obviously makes 
him think a little bit like a bass. I 
have hope, though. He promised to 
give me the address of the witch doctor 
in the Congo he gets his worms and 
lures from. THE END 





CHASE THE COYOTE 


(continued from page 68) 
and a few bones of the downed animal. 

In summer they seem to rely heavily 
on mice, rabbits, and squirrels. After 
hunting season in the fall, they clean 
up a lot of carrion deer. It’s when the 
snow gets deep and the deer yard up 
in the swamps that the coyotes do 
most of their killing. Two or three 
will team up on a track, and when 
the deer panics, they’ve got him. One 
will hunt by himself if necessary, but 
we have never found a case where a 
lone coyote succeeded in pulling down 
a deer. 

Our hunts follow a basic pattern, 
but no two turn out quite the same. 
We meet right after breakfast to decide 
where we'll hunt and to map the day’s 
plans. Then we drive our three jeeps 
into the woods as far as we can on 
old logging roads, watching for tracks. 
If we fail to strike a track along the 
road, we park the jeeps, strap on our 
snowshoes, and hike until we find what 
we’re looking for. Frequently we get 
tips from farmers, rabbit hunters, or 
pulpwood cutters. It’s a rare day that 
we fail to hit a track fresh enough to 
run. 

Frozen beaver ponds are good places 
to find tracks. Coyotes seem to delight 
in them, maybe because they’re free 
of deep snow. They’ll play and roll and 
wrestle on the ice, and they also like 
to trot up on a beaver house and sniff 
the warm, appetizing smells drifting 
up through the ventilation chimney. 
But if at other seasons coyotes succeed 
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OUTDOOR LIFE 


in catching beavers on shore and kill- 
ing them, we have never found any 
evidence of it. 

Our dogs are broken to heel; none 
of us want to be dragged through alder 
and cedar swamps by a coyote-crazy 
hound on leash. Once we strike a 
track, we put our best cold-trailer on 
it and follow on foot. The rest of the 
dogs trot in our snowshoe tracks. 
Sometimes they get impatient and do 
a little whining, but they’re trained 
to stay with us until the coyote is up 
and going. If they try to take the cold 
track, we talk them off. Once the 
trail dog jumps the wolf and the music 
starts, the others join in. After that, 
everybody is on his own, and we play 
it by ear. What happens the rest of 
the day depends on the speed of the 
dogs, the stamina of the coyote, how 
much of a start he has, how deep the 
snow is, and a few other factors. 


ll but one of us carry shotguns loaded 
with BB’s or No. 4 _ buckshot. 
Jerome is the exception. Last year he 
went over to a .22 Magnum pistol. 
We try to get ahead of the coyote, 
pick a stand, and wait for him. Of 
the 24 we took last winter, however, 
the dogs accounted for 19. We’ve found 
that fast dogs (and there’s no use to 
use any other kind) will catch and 
kill about three out of every four 
coyotes they jump. 

Our dogs have caught them in less 
than half an hour. Once they nailed one 
after only five minutes. But that’s the 
rare exception. The brush-country coy- 
ote is fast and long-winded. An average 
chase lasts from one to four hours. 
But one coyote we jumped a few win- 
ters ago stayed ahead of the hounds 
for 13 hours. We figure that chase 
covered close to 75 miles, and in the 
end the coyote got away. 

We hike five to 10 miles on an aver- 
age hunt, but it always seems farther. 
A cedar swamp is a tough place for 
a man on snowshoes, and it’s not un- 
usual for us to follow a coyote through 
tangles so thick that we have to crawl 
on all fours in deep, feathery snow. 

If we lose all track of the dogs, and 
we frequently do, one or two of us try 
to follow them on foot while the others 
take the jeeps and drive and listen 
until they make contact again. There 
are enough old logging roads and fire 
lines so that we can use the jeeps to 
good advantage, and often they enable 
us to get ahead of a chase, take a 
stand, and gather in a brush wolf that 
would otherwise get away. 

The first requirement for this kind 
of hunting is dogs of the right type, 
properly trained. We have five, plus 
a couple of pups. Webster’s Brownie 
and Thompson's Spider are mostly red- 
bone. My Snuff’s a black and tan, John- 
son’s Rocky mainly Walker, Jerome 
Hagen’s Speck a Walker and redbone 
cross. Duke, our best dog for nearly 
a dozen years, was a mixture of two 
or three breeds. To our sorrow, he 
disappeared unexplainably last July 
and has never been seen since. 

There isn’t a registered hound in our 
pack, but they’re all fast and have 





staying power. Our winter coyote hunt- 
ing, most of it in deep snow, calls for 
short-coupled, long-legged dogs with 
tough feet. Particularly on a hard 
crust, a hound with tender feet is no 
good. 

We prefer a cold-trailer that doesn’t 
open until the coyote is up and run- 
ning. Such a dog gets close before 
jumping, and the chase is likely to be 
shortened. Duke never opened until 
he had a hot track; some of our fastest 
and shortest chases resulted. 

One other quality is essential in our 
dog pack—the guts to fight and hold 
the coyote once he’s overtaken. Few 
hounds will tackle and finish off a 
coyote single-handed. These Wisconsin 
brush wolves of ours average 35 to 
45 pounds for males; an exceptionally 
big male will weigh up to 60 pounds. 
Females average 30 to 40 pounds. 
Spring pups will weigh 25 to 30 pounds 
by January. They’re tough and full of 
fight. While any hound of ours by 
himself will kill a fox, killing coyotes 
is another matter. In pairs, however, 
our dogs can be counted on to outfight 
and hold any coyote they corner. 

One of the minor headaches of run- 
ning hounds in our country is porcu- 
pines. We never kill a porky when the 
dogs are around, but that doesn’t 
keep them from trying it on their own 
every now and then. Apparently coy- 
otes are smarter. We sometimes find 
where they have fed on a procupine, but 
we have never found any proof they 
killed it (see proof in remarkable photo 
sequence in page 69). We have yet to 
take a coyote or fox carrying quills. 
Bobcats, on the other hand, get stuck 
with quills fairly frequently. 


Vy ee has everything to do with 
our luck. It’s useless to go out un- 
less there’s enough snow for good track- 
ing, and the deeper the snow, the better. 
On bare ground it’s next to impossible 
to find and identify a fresh track. Now 
and then you can hit a track on a 
sandy woods road, but there’s no way 
to tell whether it’s one day old or 10, 
and putting your dogs down blind is 
almost sure to mean deer trouble. 

As for summer hunting, we want 
no part of it. We'd have to contend 
with mosquitoes, blackflies, and heat. 
Besides, the foliage is so dense that a 
coyote can run by you unseen 10 yards 
away, and in the swamps that give us 
no trouble on snowshoes in winter, we'd 
have to swim any time between spring 
and freeze-up. 

The combination of weather we like 
best—but don’t often get—is deep snow, 
with a fresh fall about 24 hours old, 
temperature 15 to 25 above zero, and 
little wind. 

Coyotes usually lie up for a day after 
a heavy snowfall. For example, if you 
get a foot of snow and it stops around 
midnight, your chances that next day 
will be poor. But by nightfall the coy- 
otes will get hungry and move; any 
track you find then is fresh. 

Deep snow means hard traveling for 
both wolf and dogs, but the dogs take 
it better. For one thing, if the coyote 
takes off cross country, he has to break 
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*Patents Pending 


INCLUDES TRANS- 
DUCER BRACKET 


Uses common 6-volt 
lantern batteries 


BUY THE FISH LO-K-TOR. Designed, 
tested and proven to show exact depth of 
individual fish. LEMCO was the first com- 
pany to market a completely portable, all- 
transistorized depth finder. Beware of imi- 
tations! Don’t be misled, only the FISH 
LO-K-TOR is fully guaranteed to locate fish 
and also constantly indicate depth of water 
and all bottom conditions. 


Get the facts first. Any LO-K-TOR dealer 
can demonstrate the tremendous power and 
sensitivity possessed by the FISH LO-K- 
TOR. You can produce simulated fish and 
depth signals by bouncing ultrasonic waves 
thru air off various objects. (It requires 4 
times more power and sensitivity to transmit 
ultrasonic waves thru air than thru water.) 
If a depth finder lacks the power and sensi- 
tivity necessary for this air demonstration, it 
does not possess the fish finding capabilities 
you rightly deserve when buying depth finding 
equipment. 

For over four years the FISH LO-K-TOR has 
been used and acclaimed by thousands of 
fishermen, state fishery departments, skin 
diving clubs, and foremost outdoor editors. 
Ask your dealer, or write today for free 
copies of tests and comments by these out- 
door writers. Learn the facts from experts. 


Most LO-K-TOR dealers, including Sears, Wards and 
Gambles, now offer EASY PAYMENT PLANS. 


LOWRANCE ELECTRONIC MFG. CORP. 


205 N. Main Street, Dept 1, Joplin, Missouri 
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the man 


who has the 


Mr. Jim Lindsay 
President 
The Lindsay Company 


Most everyone, at one time or an- 
other, has dreamed about being his 
| own boss. But, this dream cannot be- 
come reality without courage, initia- 
| tive, careful self-analysis, and proper 


attitude. 


The Lindsay Company, world’s larg- 
| est manufacturer of home automatic 
| water conditioning equipment, is look- 
| ing for mature, self-starting men who 
| are really interested in making a life- 
| long career for themselves 


sales field. 


| 


Lindsay is rapidly expanding, and 
has a select few franchises available 

| to the right men. A sales background 
| is preferable,-and you must be able to 
| organize and maintain an office and a 


in the 


courage to be 
his own boss 


staff of salesmen. You must want to 
work hard, but will also find this 
business one of the most financially 
rewarding in the U.S. today. If you 
have the personal qualifications and 
can make a modest investment, The 
Lindsay Company will help put you in 
a permanent, secure business. The 
right man will receive full factory 
assistance in establishing his dealer- 
ship. If you are interested, and are 
able to make the necessary invest- 
ment, send this coupon today to: Mr. 
Jim Lindsay, President, The Lindsay 
Company, 1381 Marshall Ave., 

St. Paul 4, Minnesota. Dept. 11. 
(Division—Union 

Tank Car Company) 


Socieaaicenicenianaiaameienen 


Yes, | am interested in starting a career in the water 
conditioning field. Please send me in confidence 
my copy of the Lindsay Opportunity Booklet. 
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New Fishing 
Sensation! 


Calls Fish Right to Your Bait! 


Lower one of my Fish Callers into the water 
near your bait. It hums like an insect (food 
for fish)! Fish rush to feed—and you catch 
more fish than you ever caught before. Works 
in fresh and salt water—for casting as well 
as still fishing. Thousands of enthusiastic 
fishermen say there’s nothing like it. Fea- 
tured by scores of writers. Use it with your 
own tackle—any kind. Helps you catch the 
BIG ones every time. Let me mail you-——Free 
—complete details, testimonials, actual 
photos of my fish caller in action and money 
back offer which lets you test it six months 
at my risk. All Free. You’ll be thrilled. Use 
handy coupon and mail to me. Frank Birch, 
335 W. MadisonSt., Room 23, Chicago6, Ill.’ 


SEND NO MONEY JUST MAIL THIS 


Frank Birch, Room 23 
335 W. Madison St., Chicago 6, Ill. 


Please mail six month trial offer and all 
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FOR CASTING OR SPINNING 

A WEEDLESS SURFACE LURE 

WITH SIMULATED PORK RIND LEGS 

Can be fished deep into the weeds 

or pads for exciting strikes on bass 

and other game fish. 

No. 860 — Size 1 Special Hook — List Each $1.25 


Ask Your Dealer — Write for Catalog 
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trail. The pack not only has the bene- 
fit of this trail but also they break 
trail for one another. Those bringing 
up the rear have relatively easy run- 
ning. If the lead dog tires, another 
turns out of the track, passes him, and 
takes over. 

The advantage is with the coyote, 
however, when there’s a crust on the 
snow that holds the coyote up but lets 
the heavier hounds break through. We 
rarely score under those conditions. 

On a day that’s warm enough for 
snow to melt, things are likely to get 
too wet for tracking. Dogs also have 
trouble following a track if the tem- 
perature drops to 10 or 15 below. We 
always hope for a happy medium. 

Something we can usually count on 
during a coyote hunt is that we’ll lose 
contact with the dogs for an hour or 
so, and in a high wind it’s hard to find 
them again. A coyote prefers to run 
downwind, probably because that helps 
him keep tabs on the dogs. If your 
hounds get far out of hearing on a 
windy day, you’re likely to have trouble. 
You’re most likely to kill a wolf when 
conditions are best for hearing the 
dogs a long way off. 

When it comes to playing tricks 

ahead of dogs, the coyote is no match 
for a fox. I could relate a whole bag- 
ful of fox tricks that hint at a pretty 
high degree of intelligence. Foxes, for 
instance, often run around cattle or 
| horses to throw dogs off their scent. 
Jerome Hagen once saw a fox run in 
among a herd of cows and make four 
| or five circles, come out and sit down 
100 yards off, and watch while the 
hound fumbled around on the track, 
| handicapped by the fact that he hated 
the cows and they hated him. 


\A coyote is not up to any such she- 
nanigans. He doesn’t even double 
| back on his own track or take to water 
| to lose the dogs. His one idea is to run. 
|He keeps going until he’s exhausted, 
| loses his nerve, or the dogs catch him. 
| Then he either crawls into a hole or 
turns and fights. 

| But that doesn’t mean he’s a push- 
|; over. As long as he isn’t crowded and 
has time to smell, look, and listen, he 
does all right. He has excellent ears 
; and nose, about as sharp eyes as you'll 
|} ever go up against, and wolf cunning. 
| He knows how to use them all. 

On a hunt some years back, Gordon, 
| bushed and sitting on a stump to rest, 
saw a coyote come over a hill on the 
far side of a ravine, headed straight 
for him. It was half a mile ahead of 
the dogs and moving at an easy trot. 
Gordon never moved a muscle, but 
the wolf stopped halfway down the 
slope of the ravine and gave him a long 
hard look. Then it wheeled and took off. 

Another time, one of the hunters in 
our party was hidden in an old duck 
blind on the Wisconsin River, with 
| only his head showing, when a coyote 
| broke out onto the ice, coming his 
way. Again it was far ahead of the 
dogs, loafing along, with plenty of time 
to look around. Long before it came 
within gunshot range it spotted him 
| and raced for the woods. They seem to 
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OUTDOOR LIFE 


see instinctively anything in the land- 
scape that doesn’t belong. 

You can count on coyotes to pick 
the easiest going. In a swamp where 
deer are yarded, they stay on the run- 
ways. They’ll take to a frozen river, 
lake, or beaver pond where the snow 
is scoured away and packed by the 
wind. Sometimes they cross big fields 
for the same reason. Now and then 
they blunder by coming out on a snow- 
plowed road. The running is good 
there, but it’s good for the dogs too. 
If the dogs are as fast as they ought 
to be, they’ll soon overtake the wolf. 


he swamps in which the bulk of our 

chases are run range from one to 
four miles long, and are about half as 
wide. A coyote has plenty of room 
to maneuver in a place of that size, 
and he’s not likely to line out across 
hills or open country unless there’s a 
good crust on the snow or—at the end 
of winter—bare hillsides. Then he 
really travels. 

One of the best hunts we had last 
winter was in a medium-size swamp 
with hardwood hills for miles all 
around. The snow was deep and light, 
and the coyote wouldn’t leave. We put 
four dogs on him, and they ran him 
hard for more than an hour. It was 
a fast and exciting chase, never out 
of hearing. He finally ran in front of 
one of us in an open stand of big hem- 
lock at the edge of the swamp, and 
that ended it. 

We have concluded from our years 
of hunting that the coyote is not the 
nervous, high-strung animal the fox is. 
Nevertheless, he’s likely to lose his 
head when the dogs get close. His 
only thought then is to get away from 
them, no matter how. His cunning 
deserts him, and he acts crazed with 
fright. We’ve run them into brushpiles, 
hollow logs, and stumps; under the 
roots of a tree, and into empty barns 
and buildings—all sorts of places where 
they haven’t a chance of escape. 

A couple of years ago our dogs 
cornered one in an abandoned shack. 
That coyote had been chased only half 
an hour, wasn’t tired, and had a good 
swamp to run in. But when the dogs 
got too close, he blew up and ducked 
into the first place he came to. When 
I got there, Duke and Snuff had him 
backed into a corner. He knew the 
jig was up. He paid little attention to 
me, however, and that’s typical of 
cornered coyotes. They seem far more 
afraid of dogs than of man. 

Many times we’ve had them actually 
run up to us when the hounds were 
pushing them hard, not knowing or 
caring that we were there. I recall 
one I killed while standing in plain 
sight on a frozen creek. The dogs 
were burning his heels, and he ran 
within 50 feet of my stand without 
noticing me. And last winter we took 
one that broke away from the dogs 
only to make a short circle out in the 
brush, turn back, and run headlong into 
us. Once we actually ran one through 
the edge of the town of Three Lakes 
when the dogs got close. 

I mentioned earlier that a male will 





often cut in ahead of the dogs and 
decoy them off the track of a female. 
That’s close to standard behavior when 
we run a pair, and as a result we kill 
far more males than females. Of the 
24 we took last winter, 20 were males. 
Each of the four females was travel- 
ing by herself when we hit her tracks. 
Now and then we’re lucky enough to 
kill two in a day, but we’ve yet to take 
three. They don’t come that easy. 

The coyote may not be as cunning 
as the fox, but he’s tougher, bigger, 
and far harder to hunt. He’s a wolf, 
with wolf wariness and endurance. An 
animal of wild country, rarely seen, 
he avoids clearings, farmlands, and 
paved highways. He wants as little 
as possible to do with people. He’ll 
run in a snowshoe track if the dogs 
push him hard enough, but given his 
choice, he avoids man sign of any kind. 

If they’re dogged but not killed, 
coyotes learn fast. The first time you 
hunt in new country, they’re likely to 
run from one to-five miles, then circle 
back to the area where you started 
them. Like all animals, they have a 
home territory and prefer to stay in 
it. We knock them off frequently when 
they try that. But after they’ve been 
run a time or two, they know better; 
they keep going. And if things get 
too rough, they’re likely to line out 
and leave the country altogether. 

I recall a three-legged female that 
learned fast a few winters back. The 
first time we ran her, Duke and Rocky 
caught her, and she backed up against 
the side of an abandoned barn to fight 
them off. A farmer living across the 
road heard the ruckus and decided to 
cash in on the $20 bounty. He ran out 
and clubbed our dogs off, but in the 
excitement the coyote got away. 

With his collie dog, the farmer took 
after her, minus snowshoes, and never 
got close. She had two other narrow 
escapes that same day. When she ran 
down a plowed road, a local tavern 
owner saw her coming, grabbed his 
gun, and whaled away as she went 
past. He missed. Next she took to a 
swamp and blundered into two kids 
hunting rabbits. Both took a crack at 
her, but missed. 











NEW LANGLEY LYNX 


Only reel under $24.95 with 
reciprocating cross-wind action 


As you wind in a Langley Lynx 
Spincasting Reel, the exclusive 
cross-wind action uniformly distrib- 
utes the line on the reel. Line will 
not tuck in or twist—peels off 
smoothly for long, accurate, easy 
casts. No other reel at this price 
has this feature. See it at your 
dealer today. 
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Salt water Model 995SW, with 
metal parts anodized to resist 
corrosion, $14.95. 
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Fabulous FIORDI 


Is A Country-Wide Favorite! 


Fantastic, deadly action for trout, 
bass, salmon and pickerel. Designed 
to resemble devices used by the 
Norwegians . . . the world’s fore- 
most spoon fishermen. Has set 
records throughout the United 
States and Canada. Other Fiords 
available from '/, oz. to 13/, oz. 


Finishes: Gold, Nickel, Copper, 
Frog, Nickel-Neon-Blue, 
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A few days later we found her track 
again. She stayed ahead of the dogs | 
for 15 miles that time, finally swam a | 
drainage ditch just before dark, and 
got away. It was on the third hunt 
that Brownie and Rocky cornered her 
after a long chase, and Warren Johnson 
shot her. 

The coyote is an unusual trophy— 
canny, tough, and hard to take. Few 
sportsmen ever lay eyes on him, let 
alone kill him. And the way to get 
the most sport out of hunting him is to 
go after him with dogs, as we do. The 
suspense when they’re driving one to 
you will make-your heart pound; the 
action when they catch and fight is 
hard to match. Any hound man who 
lives in coyote country and doesn’t 
hunt them is missing some red-letter 
sport. He may not rack up a big score, 
but he'll get a lot of excitement out 
of every wolf he runs. THE END 
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| sportsman like the Mississippi Gulf 

| Coast. Boating, water skiing, fishing 

| (fresh water and deep sea), swim- 
ming, golf (5 championship courses), 
beachcombing—everything for an ac- 
tion-packed vacation in this sports- 
man’s paradise. 
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For more details, paste on a post 
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Just out, Corcoran’s all- 
new 1961 Spring-Summer 
Catalog of fishing, camping 
and hunting equipment. 
Send for your free copy. 

It’s full of hundreds of 
practical, field-tested items 
including guns, boots, 
clothing, fishing tackle, tents 

and many other specialties. 


-—-CORCORAN INC..—_, 
BOX OL-31, STOUGHTON, MASS. 


Send wag oon! new Spring-Summer, 1961 Catalog of 
Fishing, Camping and Hunting Specialties. 
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Jack 0’Connor 


Big Punch 
in Little Case 


a modest and ancient creation 

that has been kicking around for 
almost 70 years. It is one of the first 
smokeless-powder cartridges ever de- 
signed, a cartridge that has been used 
all over the world on everything from 
dik-diks to elephants, and in North 
America on game as diverse as javeli- 
nas and moose. 

This efficient little cartridge is the 7 x 
57 Mauser, or, as we Americans usually 
say, the 7 mm. Mauser. The “7” comes 
from the caliber, the “57” from the 
length of the case. It is an exceedingly 
popular cartridge among the British, 
but they call it, as a rule, the .275 or 
the .276—-from the bore diameter. They 
also call it the .275 Rigby, since the 
ancient firm of John Rigby of London 
has long made a specialty of building 
light and beautiful little rifles in that 
caliber. 

The 7 x 57 is the oldest of the 7 mm. 
calibers and was designed by the great 
Mauser-Werke of Germany for the 
Spanish government for the Model 1893 
Mauser rifle. This, I believe, was the 
first Mauser with what we now think 
of as a Mauser-type box magazine—one 
which carries the cartridges in two 
staggered rows. Actually, the 7 x 57 
is the immediate ancestor of our .30/06, 
which is simply an enlarged 7 mm. 
We got acquainted with the cartridge 
during the Spanish-American War, and 
we emerged from that conflict admiring 
the accuracy of the 7 mm., the flat 
trajectory, and the speedy loading from 
a five-shot clip. We had used .30/40 
Krags and .45/70 black-powder Spring- 
fields against the 7 mm. Mausers and 
came out of the conflict convinced that 
we needed a clip-loading rifle of the 
Mauser type and a rimless cartridge. 
The first 7 mm. sporters used in this 
country were remodeled military rifles 
that had been captured from the 
Spanish. 

The 7 x 57 is the most famous, as 
well as the oldest, of the German 7 


QO NE OF MY favorite cartridges is 
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mms., but by no means the only one. 
Another is the 7 x 64 Brenneke, a car- 
tridge very much like our .270. Still an- 
other is the 7 mm. Vom Hofe Super 
Express, an ultra-high-velocity car- 
tridge on a belted case—the .300 Mag- 
num case necked down to 7 mm. 

As is the case with many German 
cartridges, the 7 x 57 has a rimmed 
version for use in double rifles, combin- 
ation guns (drillings), and single shots. 
This is called the 7 x 57-R—the R 
standing for rim. The famous London 
gunsmithing firm of Holland & Holland 


Compared (from left) are: Remington 
7 x 57 with 175-gr. soft point, a big 
brother—German 7 x 64—and .30/06 


builds double rifles for this cartridge 
but calls it the 7 mm. Magnum. The 
rather modest ballistics show a 140-gr. 
bullet at a velocity of 2,650 feet per 
second. During the World War II, 
American G.I.’s liberated some doubles 
for the 7 x 57-R cartridge, and now and 
then one of them turns up in a second- 
hand gun store. Occasionally one sees 
a three-barreled gun with the rifle bar- 
rel for this cartridge. 

The 7 x 57 quickly became one of the 
world’s favorite military cartridges. It 
was the army cartridge of Spain, Yugo- 
slavia, Mexico, Honduras, Chile, and 
Uraguay, among others. Military rifles 
in the caliber were made in Germany, 
Czechoslovakia, Belgium, Spain, and 
Mexico. In the United States, thou- 
sands of single-shot military rifles were 
turned out for it by Remington on the 
old Rider rolling-block action. 

Many rifles were made on the Model 
1893 and the similar Model 1895 ac- 
tions. These cock on the closing mo- 
tion of the bolt and do not have the 
auxiliary locking lug at the root of the 
bolt as does the later and more familiar 
Model 98. In general, they are not as 
desirable. The actions tend to be soft, 
gunsmiths have told me, and they are 
designed for pressures running around 
45,000 p.s.i. Many hundreds of these 
7 mm. rifles have been sold from time 
to time in the United States ever since 
the days of the Spanish-American War. 

Later the Mauser company designed 
an action similar to the 98—but short- 
er—especially for the 7 x 57 cartridge. 
Many military rifles were turned out on 
it, and the firm also made many sport- 
ers on the action. I have heard it 
called the Model of 1908 and the Model 
of 1912. Like the Model 98, it cocks on 
the opening motion of the bolt and has 
the auxiliary locking lug at the root of 
the bolt. Similar actions have been 
made in Mexico, Czechoslovakia, and 
Belgium. 

As turned out for sportevs by Mau- 
ser, these actions usually ‘iad hinged 





This custom-made 7 x 57 is on a Mauser action and has a Bear Cub scope on Griffin & Howe mount. Stock is by the late Bob Owen 


floorplates and release levers flush with 
the floorplate, but I have seen a few 
with release buttons in the trigger 
guards and with square receiver 
bridges. Incidentally, any time anyone 
gets to thinking he knows all about 
Mauser actions, he is in for some rude 
surprises. These shorter Model 98-type 
actions (% in. shorter than the regular 
98, I believe) are often called short 
actions, but they are not the true short, 
or “K’”’, actions. These last were made 
only for sporting rifles by Mauser and 
for such cartridges as the 6.5 and 8 
mm. short and the .250/3000 Savage. 
The original 7 x 57 cartridge was 
loaded with a 172-gr., round-nose bul- 
let at a velocity of about 2,300 f.p.s. and 
a pressure of 45,000 p.s.i. Accuracy 
was good and recoil moderate. It 
quickly became one of the world’s fa- 
vorite sporting cartridges—-with the 
soft-point bullet for soft-skinned game 
and the full-metal-cased (solid) bullet 
for elephants. The famous Karamojo 
Bell, one of the most successful ivory 
hunters ever to practice the trade in 
Africa, killed most of his more than 
1,000 elephants with 7 mm. A 7 mm. 
(which he called a .275 Rigby) was the 
second rifle of the famous Jim Corbett 
who wrote Man-Eaters of Kumaon and 
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O’Connor’s 7 x 57 weighs less than 8 Ib. wit 


other books on Indian hunting. With 
it he shot many man-eating tigers and 
leopards. His other rifle was a .500 Ex- 
press, an old under-lever job with 
hammers. 

In this country, Remington cham- 
bered the Model 30 Express bolt-action 
for the 7 mm., and Winchester turned 
out 7 mm. rifles in the Model 54 and 
the Model 70. Custom-rifie firms such 
as Hoffman, Niedner, and Griffin & 
Howe have made many 7 mm. rifles. 

Along in the 1920's; Western Car- 
tridge got large orders from South 
America for 7 mm. military ammuni- 
tion loaded with the 139-gr. bullet at a 
velocity of around 2,900. Seeing the 
sporting possibilities of such a load, the 
company designed a beautiful, open- 
point bullet of that weight for sporting 
use. At first this load had an an- 
nounced velocity of 3,000 f.p.s., but I 
suspect the velocity was taken in a 30- 
in. barrel. The published figures were 
later dropped to 2,900. Remington also 
brought out a 139-gr. bullet at that 
velocity. 

The new loading made a horse of an- 
other shade out of the 7 mm. Whereas 
before it had been noted for deep pene- 
tration and moderate expansion, the 
cartridge now got into the high-velocity 
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h Weaver K-4 scope 


class that gave rapid expansion and an 
explosive effect. In the late 1930's 
Winchester loaded ‘a 150-gr., 7 mm. bul- 
let at 2,750. 

The high-speed loading of the 7 mm. 
was exceedingly effective, and I have 
never known anyone who used it who 
didn’t like it. Twenty and 30 years ago 
there were many 7 mm. rifles kicking 
around the Southwest because hundreds 
of refugees from the various Mexican 
revolutions fled to this side of the bor- 
der and sold the rifles they carried. 
Often they could be purchased in hock 
shops here and there around the coun- 
try for $5 or less. 

For many years there has been a 
steady sale of 7 mm. cartridges in this 
country. At one time there was some- 
thing of a 7 mm. boom. But gradually 
it faded, and about 1939 both Reming- 
ton and Western decided to simplify the 
7 mm. situation by dropping the 139-gr. 
load. Admirers of the _ cartridge 
screamed their heads off to Western, 
and for a time the load was revived. 
However, sales continued to be disap- 
pointing, and the 139-gr. bullet was 
dropped again. In this country it has 
never been revived. However, the 139- 
gr. bullet is loaded in Canada in Domin- 
ion brand ammunition, and it can be 
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NEW aLt-weaTHER 
FOOT COMFORT 
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Waterproof Boarhide is permanently 

soft, scuff-proof, yet breathes for all- | 
weather, all-day foot comfort, Light 

weight, 214 lbs, a pair. Cushion-soft, | 

full leather lining. New type leather |! 

soles give twice the wear. Slip on and 1 

off in a jiffy. Guaranteed the most | 

comfortable boot you have worn or | 

your money back. | 

Handsome Tobacco Brown Boardhide | 

Send men’s regular +9 .50 | 
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SOLD ON NORM THOMPSON'S 
MONEY BACK GUARANTEE 


Send for FREE 56-Page Catalog! 


Escape From the Ordinary 
into a unique world of the finest imported 
and domestic sportswear and equipment for 
men and women. Over 200 exclusive Norm 
Thompson items presented in a most un- 
usual catalog. SEND FOR FREE CATA- 
LOG TODAY! 
Over 300,000 Satisfied Customers 
the World Over 


Norm Thompson ‘2° 
1805 N. W. Thurman * Portland 9, Oregon 


1 
1 
1 
! 
i 
1 
i 
i 
i 
| 
I 
| 
1 
| 
1 
1 
i 
i 
| 
! 
1 
I 
I 
| 
| 
J 
| 
| 
| 
| 
! 
! 
L 








BUILD YOUR OWN 
UN CABINET! 


4 It’s EASY! With 
|} Gunberth Plans & Kits 


All details on Plans, Kits | 
| Sidering putting the 139-gr. load into 
| production once more. 


and Hardware are listed in 
> big, fully illustrated... 
“Handbook” —Catalog 
Finished cabinets in 82 
different styles also avail- 
able. Get your copy NOW! 

Only $1.00 ppd. 

@ (Refundable first order!) 
COLADONATO BROS. 
Dept. G2J Hazleton, Pa. 





Ready for action 


GUNSLINGER II 


Shooters with a good 


eye for quality and 
marksmanship choose 
the Lawrence Gun- 
slinger II . . . a com- 
bination of finest leath- 
er and craftsmanship. 


As Nlustrated 
$41Q95 


Special metal 
reinforced 
fast draw 
holster with 
leather lining. 
New leather 
lined contour- 
cut belt angled 
for trim fit and 
easy draw. 


Over 100 holster styles 
and quick draw equip- 
ment. Also rifle scab- 
bards, cartridge belts, 
shell carriers, slings, 
knife sheath and belts. 


At your dealer or 
available by mail 


THE GEORGE LAWRENCE CO. 


Portiand 4, Oregon Since 1857 Dept. 03 
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| than he is .270’s and .30/06’s. 
| chester sales executive recently told me 
| that he had so many queries about the 
|7 mm. that Winchester was vaguely 


| obtained here without too much trouble. 


This bullet at 2,900 is a good one. 
is sufficiently flat for just 
about any purpose, killing power is 
ample, and accuracy is generally very 
good. Best of all, the recoil is mild— 
noticeably less than that of the .270 and 
.30/06. I believe this mild recoil is the 
principal reason the cartridge has such 
a fine record for quick kills. Those who 
use it don’t flinch, and because they 
don’t flinch, they shoot better, place 
their bullets better, and wound less 
game. 

The 7 mm. boom faded out in the 
late 1930’s. Winchester stopped mak- 
ing Model 70 rifles in that caliber, and 
Remington dropped the caliber in the 
Model 30. When rifle manufacture was 
resumed after the war, the 7 mm. was 
among the missing. However, 7 x 57 
rifles made in England by B.S.A. are 
imported here. So are F. N. Mausers 
made in Belgium, Mannlicher-Schoen- 
auers made in Austria, and Husqvarna 
Mausers manufactured in Sweden. 
Right after the war, some cute little 
Mausers with flat bolt handles came in 
from Czechoslovakia. 

Various reasons are given for the 
7 x 57’s falling off in popularity. For 
one thing, the ballistics are ample but 
not sensational, and the competition 
with the spectacular .270 did it no good. 
For another, the name 7 mm. Mauser 
sounded a bit exotic to the average 
rifle purchaser. The 8 mm. Mauser had 
a bad reputation, and some of that 
rubbed off on the 7 mm. 

Now there are a good many signs of 
a fresh surge of interest in the 7 mm. 
One custom-rifie maker tells me that 
he is now making more custom 7 mms. 
A Win- 


considering reviving the Model 70 in 
that caliber. Another loading company 
official told me his concern was con- 


For that matter, the .280 Remington 
is a variety of 7 mm. Like the 7 x 57, 
it takes .284 bullets and, generally, it 


| is on the order of the wildcat 7 mm./06 


or the German 7 x 64. It might pay 
off for Winchester to design a new 
7 mm. on the .308 case. This could then 
be used in the Model 88 lever action 
and the Model 100 automatic, as well 


|} as in the Model 70. Weatherby makes 


a 7 mm. on the short Magnum case, 
and there are at least two dozen 7 mm. 


| Magnum wildcats. 


y own experience with the 7 x 57 is 
long but thin. I have shot many 


| jackrabbits with the cartridge, some 
| coyotes, but no vast amount of big 


game. Oddly, I have killed exactly as 


| many big-game animals with the 7 mm. 
| as I have made hits. But I have missed 


some stuff with the 7 mm. too. One 
time I went antelope hunting with it. 


| Used to the stretched-string trajectory 


of the 130-gr. bullet in the .270, I was 
worried about the somewhat less flat 
trajectory of the 7 mm. and managed to 


| hold too high and shoot over three 


14 ourpoor LiFe 


bucks at around 300 yd. Other than on 
that disastrous day, I have done very 
fair shooting with the little cartridge. 

In Sonora in the fall of 1934, I 
jumped two buck mule deer in the 
brush, killed one stone-dead with one 
shot and broke down the other one. It 
required another shot, and for many 
years I had made one more hit on game 
animals with the 7 mm. than the num- 
ber of animals I had brought to bag 
with the cartridge. Then about 1956, 
Vernon Speer, the bulletmaker, Lee 
Sproul, and I were hunting up the 
Snake River on the Idaho-Oregon 
boundary. I took a shot at a fat, dry 
doe that looked like a good piece of 
eating meat. When I fired she rolled 
down a steep hill, and a spike buck that 
had been on the far side also came 
tumbling downhill. The 145-gr. Speer 
bullet had gone right through the doe 
and had killed the buck also. 


Or of the most spectacular kills I 
ever made with 7 mm. was in Ari- 
zona’s North Kaibab National Forest in 
1937. My wife had shot a buck the 
previous day, and that frosty early 
morning we were riding along one side 
of a wide draw when my wife spied a 
buck about 200 yd. away. I slid off my 
horse, planted my posterior solidly on 
the ground, and shot the instant the 
top of the post in the old Noske 4X 
scope came to rest behind the shoulder. 
The buck went over stiffly like a paper 
deer in the wind. I have heard of deer 
that didn’t move out of their tracks 
when shot. In this case it was literally 
true, as the deer’s feet were exactly in 
the tracks where he had been standing 
in a snow patch. He was a good, heavy 
buck, a four-pointer (10 points Eastern 
count, as in the West the eye guard is 
not counted). On the scales, if I re- 
member correctly, he went just short 
of 190 lb. 

When my wife and I were arranging 
our trip to Africa in the fall of 1959, I 
originally planned to simplify matters 
by taking only two rifles—a .30/06 and 
a .375. My wife touched off a few shois 
with my .30/06 with its steel buttplate 
and said no—the thing kicked too 
much. So she used a little 7 mm. on a 
Mauser action. With it she shot speci- 
mens of zebra, sable, Grant’s gazelle, 
waterbuck, reedbuck, and impala. It 
is a myth that African antelope are 
more tenacious of life than American 
game of the same weight. All this stuff 
was killed exactly as dead as whitetail 
deer and pronghorn would have been. 

Of my hunting amigos, the one who 
has had the most experience with the 
7 x 57 is the brother of the Shah of 
Iran, Prince Abdorreza Pahlavi. His 
7 mm. is a remodeled and restocked 
Model 70 Winchester with a Weaver K- 
4 scope. It has a 22-in. barrel and 
weighs a bit less than 8 lb. with sling. 

He has used this 7 mm. in Africa, 
Asia, Europe, and North America, and 
how much game he has shot with it I 
wouldn’t try to guess. It has, however, 
been considerable. I know that in East 
Africa he shot with it game as small as 
the tiny dik-dik and as large as the 
greater kudu. The dik-dik is about the 





size of a jackrabbit, and the kudu is as 
large as a five-point bull elk. In Iran 
he has taken mountain sheep, ibex, and 
red deer with it, and in Central Asia he 
used it on Ovis poli—one of the largest 
of the wild sheep. In North America he 
has taken moose, elk, all four varieties 
of sheep, antelope, caribou, and what- 
not—90 percent of them with one shot. 
His favorite load is that turned out in 
the Dominion brand in Canada—a 140- 
gr. spitzer bullet at 2,900. This car- 
tridge has ballistics identical to those of 
the old Remington and Western crea- 
tions of 30 years ago. 

My present 7 mm. is the last Model 
70 Winchester turned out by the fac- 
tory. Some years ago I began to feel 
myself hurting all over for another 7 
x 57, so I wrote Winchester and asked 
them if it would be possible for them to 
supply me one. They said they had 
exactly one 7 mm. barrel left and that 
they’d cook up a rifle for me. 

I sent it to Al Biesen and gave him 
the specifications. He turned the bar- 
rel down to lighten it, chopped it off to 
22 in., fitted a fine stock of French 
walnut, and added a Weaver K-4 scope 
on a two-piece Redfield mount. I was 
ill in a hospital when he finished it and 
brought it around. I am told that my 
recovery dated from the day the rifle 
showed up. It weighs less than 8 lb. 

The only American factory load for 
the 7 mm. now available is the 175-gr., 
soft-pcint bullet at a muzzle velocity 
of 2,490. It is a most excellent bet 
for moderate ranges on just about any- 
thing you could name including elk, 
moose, and grizzly bears. Trajectory 
is fairly fiat with a midrange rise of 
3.7 in. over 200 yd. as compared with 
3.1 with the 180-gr. bullet in the .30/06. 
With this load it is entirely feasible to 
sight in to put the bullet at point of 
aim at 200 yd. as the bullet rises only 
slightly over 3 in. above line of scope 
sight at 100. 


aan all the bulletmakers turn out a 
variety of 7 mm. bullets, handload- 
ers can have a field day with the fine 
little cartridge. I have settled for two 
loads. With the 140-gr. Sierra and 145- 
gr. Speer, I load 46 gr. of No. 4320 for a 
muzzle velocity of 2,825 in a 22-in. 
barrel. Point of impact with this load 
is exactly the same up to 300 yd. as the 
Dominion load with the 139-gr. bullet. 
Incidentally, the Dominion cartridges 
that I have broken down appear to be 
loaded also with 46 gr. of No. 4320. In 
a 24-in. barrel, velocity is approx- 
imately 2,900. Recoil and report are 
mild, and killing power is certainly 
ample for anything of the deer-sheep- 
antelope class. 

My other pet load is the 154-gr. 
Hornady or 160-gr. Speer, Sierra, or 
Western Tool & Copper bullet with 49 
gr. of No. 4350. Velocity in my 22-in. 
barrel is 2,750. Incidentally, the heavi- 
est elk I have ever heard of was killed 
in Idaho with one shot with this load. 
He was a monster that must surely 
have weighed over 1,000 Ib. on the hoof. 
With this same bullet I also use 52 gr. 
of No. 4831 for about the same velocity. 

The Speer 130-gr. bullet can be heated 








Stnerican Onesies 


SINCE FRONTIER DAYS 


NOW A GREAT NEW 
.22 AUTOMATIC 


Here is a rifle that brings a new thrill to 
hunting fast moving small game, gets off 18 
shots as fast as you can squeeze the trigger. 

No other .22 rifle compares to this 
Marlin Automatic Model #99, because no 
other combines such satin smooth, jam- 
free action with the super-accuracy of 
Micro-Groove Rifling. 

Accept nothing less than Marlin fea- 
tures: Exclusive Micro-Groove—16 spiral 
grooves rifling the Special Analysis Ord- 
nance Steel barrel — reduces gas leakage, 
gives an accuracy bonus of 20/25%. A 
fast, smooth action with parts that are 
forged—not stamped—and heat-treated for 
stamina and microscopic tolerances. 
Marlin side ejection keeps the sights low 
and in line. The stock is of choice, selected 
walnut, beautifully burnished—the Marlin 
mark of genuine craftsmanship. 


Specifications: Full tubular magazine holds 18 long rifle 
cartridges. Receiver drilled and tapped for standard peep 
sights or tip-off mounts and top mounts. Overall length 
42”, weight about 51% Ibs. 

Price $43.95; with 4X Scope $53.95. 

This rifle is also available in the DeLuxe Model 99DL at 
$49.95; with 4X Scope $59.95. 

Prices subject to change without notice. 


Only MARLIN has 
MICRO-GROOVE 


Please send me the new 1961 Marlin illus- 
trated catalog in full color, plus illustrated 
booklet on telescopic sights. I enclose 25¢ to 
cover handling and mailing. 


NAME 





ADDRESS. 
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YREKA, CAL. 


Bench Rest 
NATIONAL COURSE 1960 
L. E. Wilson firing SIERRA 
30 cal. 168 gr. International 


“The first group 

| ever fired at 200 
yds. with a 30 cal. 

in any kind of condi- 
tions* that ran under 
1 inch for 10 shots” 


(*extremely windy) 


\ SIERRA 
BULLETS 


~ 600 West Whittier Blvd. - Whittier, Calif 


MODERNIZE YOUR GUN WITH “Prcave 
IMPROVE YOUR SCORE GS GRIPS 
tively unbreakable — most . - 

« ic made. Offered for New ;, 

Sta nara, Ortgtes — Designs 

Waitt onga% agate’, Slack and fas’ cheer: 
staghorn and carved grips, Low prices! FREE NEW 


Franzite Grips are posi- 

Mauser r domestic and imported uns. 
CATALC 

SPORTS, INC. (MFRS.) SS! Srrewps’%e Rt: 


walnut, 





Get em in close! 
em tn ctose. 
with OLT Predator Call 

e TRUE-TONE 

e® EASY TO BLOW 
Olt’s Predator call makes it easy to 
reproduce the high-pitched distress cry 
of all small animals. You'll find your 
shooting average improved because you'll 
bring the coyotes, fox, bobcats, and other 
predators into close, sure-kill range. No 
wonder experts prefer Olt. No other name 
in game calls means as much. 

Write for free catalog 

FINE GAME AND BIRD CALLS by 


PEKIN, ILL 


up very nicely. With 52 grs. of No. 
4350, it will zip along at 2,960. Most 
surprising load of all, however, is 50 
gr. of No. 4320 with that bullet. When 
I tried it and got over 3,100 instru- 
mental with it, I concluded that pres- 
sure must be too high. I sent some 
cartridges so loaded off for pressure 
tests, and to my surprise the pressure 
reported was 53,200. This is on the 
high side but O.K. for a good Mauser or 
Model 70 action. It’s too hot, however, 
for the Model 93’s and 95’s. For such 
actions, all loads I have given here 
should be reduced 3 or 4 gr. It might be 
wise to drop the 50 gr. charge a grain 
even in a Model 98 Mauser. 

Loads given here are in Western 
cases. If the thicker Remington cases 
are used, a reduction of 3 or 4 gr. in 
powder charge should be made, even 
with strong actions. A charge of 46 
gr. of No. 4676 gives the 130-gr. bullet 
just under 3,000 ft. seconds and a pres- 
| sure of only 46,000 pounds. This is a 
| very flat-shooting load, and if the 
| charge is cut a grain it should be O.K. 
| even in one of the older Mausers. 
| I do not have pressure and velocity 
| dope on the often-used load of 47.5 gr. 
|of No. 4350 with the 175-gr. bullet, 
| but velocity should be around 2,650. 
| Sierra makes a 120-gr. bullet. I have 
| never used it, as I consider it more of 
| a varmint bullet than one for big game. 
| But I should think that velocities well 
| in excess of 3,100 could be obtained. 
Bore and groove diameters in Euro- 
| pean 8 x 57 rifles have differed a great 
| deal because of the .315 groove diame- 
ter of the old Model 88 Mauser rifles 

for the 8 x 57-J cartridge as compared 
| with the .323 diameter of the rifles 
|for the newer 1905 (8 x 57-JS) car- 
| tridge. However, bore and groove di- 
| ameters of 7 x 57 rifles run quite uni- 

form no matter where manufactured. 
Bores are usually .276 and grooves 
.284-.285. Consequently, accuracy is 
good if barrels and actions are well 
bedded. Twist in most 7 x 57 barrels 
|is one in 8% in., which was the old 
| German standard because of the mod- 
| erate velocity of the original 175-gr. 
| bullet. However, a 1-10 twist is general- 
ly used by American custom makers 
and will stabilize the 175-gr. factory 
| load with no difficulty. 





A very efficient little cartridge is this 
old 7 x 57. Put a good 7 mm. 
bullet in the right place and you have 
| the bacon, and because of the mild 
report and recoil most persons can 
shoot a 7 mm. more accurately than 
| they can shoot .30/06 rifles and others 
| of more substantial recoil. Further- 
| more, a 7 mm. can be built very light 
and it will still be accurate and pleasant 
to shoot. My own weighs 7 lb. 13 oz., 
| and is about as accurate a light sporter 
| as I have ever owned. For those who 
want to hunt all North American 
| game as well as just about any of the 
world’s soft-skinned game, and yet who 
| don’t care about getting their shoulders 
bruised, their bridgework loosened, and 
developing a mild concussion, the little 
7 x 57 with the right bullets is one of 
| the best bets I know.—Jack O’Connor. 
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ROCKY MT. GOAT 


(continued from page 63) 


conditions there are usually a few more 
old nannies than billies in a stretch of 
country. 

The goat is a solidly built animal. 
For his size, his bones are heavy. His 
hoofs are large and squarish, and his 
tracks can be told from sheep or deer 
tracks at a glance. Because he has to 
travel on narrow ledges, he is some- 
what slab-sided, but he is deep through 
the chest. A big billy in his late fall 
coat will measure from the top of the 
hairline on the hump to the bottom of 
the hair on his brisket almost as much 
as a fair-size elk. 

I have never weighed a goat, but 
I’d guess that the average big billy 
would field dress somewhere around 
200 pounds, with some very large and 
fat ones dressing out at around 300. 
One shot in British Columbia weighed, 
as it fell, 276 pounds. Another field 
dressed at 225, and a very large one 
shot in southeast Alaska is supposed 
to have weighed 502. 

What looked to me like the largest 
goat I ever saw was an old billy I 
got the glasses on in Idaho. I had gone 
with two friends into the Middle Fork 
of the Salmon River in central Idaho. 
They had sheep permits and were hunt- 
ing bighorn rams, but I had not drawn 
one and was simply along for the ride. 
On our first day in camp I went out 
with only a pair of binoculars to see 
if I could locate some raras. I found 
some ewes and lambs, a couple of im- 
mature rams, and an enormous billy. 
The goat was so large that I sneaked 
up to within 250 yards of him, and 
the closer I got the bigger he looked. 
Compared with the 914 and 9%-inch 
goat heads with which I am familiar, 
the horns of this old billy seemed 
much longer, and I could estimate that 
they went over 11 inches. He was not 
only the largest goat I have ever 
seen but the dirtiest. He lay in a 
dusty wallow under a rimrock right 
at the head of a sharp, steep canyon. 
None of us had goat permits, and we 
didn’t bother him. I saw him the next 
day, and I don’t think he moved 100 
yards from his bed. I suspect that 
there are many very large billies in 
Idaho, as all the Idaho heads I have 
seen have been well above average. 

No two animals could be much more 
different than the Rocky Mountain 
goat and the wild sheep. The sheep 
is a wary, nervous, high-strung animal, 
swift of foot and agile, a jumper and 
bounder. The goat is a slow, careful, 
phlegmatic animal that seldom travels 
faster than a sedate walk. 

However, the goat can get over coun- 
try in which a ram would break his 
neck. Many times I have seen goats 
on cliffs so sheer that they looked to 
me to be pasted against them. Even 
when a goat is being shot at, he takes 
his time, climbing slowly and deliber- 
ately, testing each foothold before he 
puts ail his weight on it. He will stand 
up on his hind legs, put his front feet 
over a narrow ledge as high as he 





can reach, and then muscle himself up 
like a man. The only other animal I 
have seen that I thought was a better 
mountaineer than the white goat is 
the ibex of Asia—and the ibex can go 
anywhere a goat can go and get there 
ten times faster. 

The goat is primarily a trophy ani- 
mal. I have heard that the meat of 
the kids is not bad, but I can testify 
that the flesh of the old billies is so 
tough that it would break the jaws 
of a crocodile. When I shot my first 
billy I expressed a desire to eat some 
of the meat. My guide looked at me 
as if I had lost my mind. “Eat that 
damned old billy?” he asked. “I'd 
sooner eat skunk. If you want some of 
it, cut it off and take it back to camp. 
For my part, I want none of it.” 

So I cut out the backstraps and gave 
them to the cook. The meat was as 
tough as an inner tube, and I wound 
up giving what was left to Tango, 
the camp dog. 

Except that he is apt to live in very 
tough and rugged country, the goat 
has never struck me as being difficult 
to hunt. When he lies down, he general- 
ly finds a spot that will give him a view 
of a wide piece of country, and there 
he stays, drowsing through the day 
and looking things over. He seems to 
expect enemies from below, and, un- 
like the sheep, he never seems to get 
up and look over the country behind 
him. 


he fact that billies are generally soli- 

tary during the fall hunting season 
and that the hunter has only one pair 
of eyes to guard against, also makes 
him easy to hunt. Actually, an old 
billy probably does not have many 
natural enemies. He usually dwells 
far above that scourge of the north, 
the timber wolf—which is primarily a 
killer of moose and caribou—and I 
don’t think that even a grizzly would 
care to tangle with a goat’s sharp 
horns. In the southern part of the 
goat’s range, mountain lions probably 
kill goats now and then, but there 
would be no particular reason for them 
to do so as they have access to the 
much more succulent sheep and more 
numerous deer. Eagles occasionally 
kill kids, and so do coyotes, but for the 
most part predation does not seem to 
be much of a goat problem. 

The tough thing about goat hunting 
is the climbing, and in some areas the 
country can be so difficult that the goat 
hunter risks serious injury. This is not 
always true, however, as I have seen 
places where a hunter could ride a 
horse up to the edge of a cliff and shoot 
goats below him. I have also seen 
goats along the walls of dinky little 
canyons where they could be stalked 
by a leisurely stroll from below along 
the bank of a creek. The toughest goat 
country I have ever seen is in the 
Middle Fork country of Idaho’s Salmon 
River, but there is a lot of goat coun- 
try I haven’t seen. 

I shot my first goat in Alberta in 
1943. On that trip I saw at least 1,000 
goats, but until I had been out a couple 
of weeks I did not go after one. Roy 
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JOIN THE NATIONAL RIFLE ASSOCIATION 


MAIL THIS ADORESS 
APPLICATION CITY-STATE__ 


at? 


THE AMERICAN RIFLEMAN MAGAZINE 


A year's subscription to the world’s finest gun magazine—devoted 
exclusively to the fascinating subject of firearms. Read about rifles, 
pistols, shotguns, hunting, target shooting, gunsmithing, gun col- 
lecting, reloading and related subjects—every month, 


ANNUAL MEMBERSHIP IN THE N.R.A. 


You'll get prompt answers from our Firearms Information Serve 
ice—gun law bulletins—low cost gun insurance—right to buy 
government gun equipment—eligibility for a year-'round shooting 
program—marksmanship instruction — plus many other benefits. 


GOLD-FILLED MEMBERSHIP BUTTON 


This distinctive NRA lapel button sells regularly for $1.50. It’s 
yours as an EXTRA BONUS for joining now; wear it proudly! 


Please enter my _ subscription to 

THE AMERICAN RIFLEMAN, [J $5.00 Enclosed 
enroll me as an NRA MEMBER 
and send my lapel button.* 


C) Bill me please 


NAME 











NATIONAL RIFLE ASSOCIATION °°?-°° 
1600 Rhode Island Avenue, Washington 6, D. C. 
*Confirming application & details will also be mailed. 


= The Safety Single Shot 


-} with the Six-Gun Look! 


Modern safety, authentic Western lines. 
Ideal for beginners, fishermen, campers, 
family fun. .22 long rifle, long, short. At 
your dealer’s now. For free firearms catalog, 
write Savage Arms, Westfield 1, Mass. 


A ss Savage.i0l & 


PRICES SUBJECT TO CHANGE. SLIGHTLY HIGHER IN CANADA. 














HOW TO 
CONVERT 


FOOLPROOF (FP-GA) 
RECEIVER SIGHT 


SPECIAL GARAND 
BASE. SHORTY 


RAMP AND 
BRILLIANT BEAD 


the GARAND Wexza 


— from the 
bare metal up. 





WILLIAMS is the one source in 
this country where you can ob- 
tain ALL the accessories and in- ee 
formation necessary to convert 
‘a military” into a fine sporter. 
Sights, mounts, stocks, swivels, One of several sporterized versions 
straps, sight bases, safeties, trig- of the M1 Garand. 
gers, screws, etc on hand. We 
will install’ or recommend best | WILLIAMS GUN SIGHT ©. “ton the range” 
methods if you wish to do your | 7203 Lapeer ® Davison 3, Mich. 
own work. (0 Enclosed is 50c. Send booklet ‘Converting 
See your Williams dealer and | the Military Rifle.”’ 
SEND FOR CATALOG | OC) Enclosed is $1.75. Send above booklet plus 
AND CONVERSION | BOOK | nse 212 page Shooter's Catalog. 
Covers most p ti | ADDRESS. 
and foreign —s rifles. 1 CITY. STATE 


























ed Standard of Quality 





WRITE TODAY FOR 


FREE 48 PAGE 


ILLUSTRATED CATALOG 


Sportsmen throughout the world rely on 
Alaska sleeping bags for comfort, quality 
and rugged durability. Alaska products are 
the result of top quality materials, fine work- 
manship and painstaking attention to de- 
tail. Alaska sells only by mail—direct from 
the factory, assuring the finest product 
available at a minimum purchase price. 
Satisfaction guaranteed by full money re- 
fund. Write today for free catalog giving 
complete specifications and illustrations of 
sleeping bags, Down insulated clothing, 
and camping equipment. 


ALASKA SLEEPING BAG CO. 


334 N. W. 11th Avenue 
Portland 9, Oregon 





Dept. O.L. 
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576 PAGES 


The largest Gun Book 
of its kind 
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STOEGER ARMS CORPORATION 
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Hargreaves and I glassed this big lone 
billy from the bottom of Copton Creek, 
2,000 feet below. He was lying in the 
sun on a little patch of grass about 500 
feet above a narrow, steep-walled, side 
canyon. We decided that we could 
| work up the canyon out of sight, then 
climb until we were about on a level 
with the billy and let him have it. 
| But we had made our plans without 
| taking into consideration a colony of 
hoary marmots on the opposite side of 
the canyon. No sooner had we started 
up than they began to whistle. We 
couldn’t make much time, as the sides 
of the canyon were almost straight up 
| and down, and we could climb only by 
holding onto tiny dwarf firs that grew 
out of the rocks and pulling ourselves 
up hand over hand. The more noise 
the whistlers made, the more nervous 
I got. Now and then I could put myself 
, in a position where I could take a quick 
peek at the billy far above me. First 
| his ears began to twitch. Then, still 
| lying there, he began to look around. 
| Finally he got apprehensive enough to 
get to his feet. 
| “The son of a gun is going to move 
off,’”” Roy Hargreaves said. “Can you 
kill him from here?” 

He was a long way off, mostly up, 
but I told Roy I thought I could. 
| “Well, kill him dead,” he cautioned 
|me. “If he ever starts rolling he’ll wind 
| up in the bottom of the canyon and 
he’ll bust his horns off.” 

Then I found that every time I let 
| go the shrubs by which I had been 
| pulling myself up, I started to slide 
down. But Roy managed to get one 
foot on a ledge, another firm against a 
dwarf alpine fir, and I stood on his 
shoulders. The position wasn’t very 
steady, but it was then or never. 

My first shot was. high and just 
creased the billy, sending a shower of 
long white hair 20 feet in the air. My 
second wobbly let-off put the bullet a 
bit far back, but my third was right 
| through the heart, and the billy sank 
| down in his tracks. 





C= of the major hazards of goat hunt- 
ing is the danger the goat may fall 
and break his horns. Many goat hunt- 
| ers have shot their billies only to find 

| that all they had to show for their 
efforts was a bloody and battered car- 

| cass with no horns whatsoever. 

| Once when I was hunting in British 
Columbia, my guide and I spotted a 

fine billy lying on a ledge far above us. 

| The terrain was such that we could 
work around to our left out of sight 
and end up on what looked like a fairly 
wide ledge across a straight up-and- 

down canyon from the billy. It was a 

| long and laborious climb, but we finally 

| made it. I edged around a little point 

and there the billy lay, not over 60 

yards away. The ledge on which he 

had been lying was not over a foot 
wide, and I saw that if I shot him he’d 
fall over 1,000 feet. My guide had my 

movie camera in his rucksack. So I 

passed him my rifle, took the movie 

camera, and started shooting. The goat 
looked me over for a few seconds, then 
began climbing straight up. The cliff 
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looked to be almost perpendicular, but 
that didn’t bother the billy. While the 
camera rolled, he worked his way calm- 
ly up that cliff and over the top. When 
he had finally made it, he turned 
around and looked at me calmly for a 
moment or two, his chin whiskers wav- 
ing in the breeze. Then he turned and 
walked off as if he had all the time in 
the world. 

Goats breed in late November and 
early December. After a _ gestation 
period of six months, the young are 
born in May. Singles are the rule, but 
some twins are born. The billies are 
polygamous, but not to the same extent 
as the ardent mountain sheep, and the 
males seldom battle the way mountain 
sheep do. That is fortunate, as the 
billies, with their sharp horns, have 
far more dangerous armament. 


pparently billies get restless as the 
mating season approaches. When 
I was hunting in the northern Cassiar 
section of British Columbia in 1951, 
all the old billies were traveling. We 
would see nannies and kids day after 
day in the same location, but the billies 
were constantly on the move. They 
might stop to feed and rest for an hour 
or so, but they never stayed in the 
same place long. Big, lone goats were 
constantly popping up in new and un- 
expected places. One day while I was 
sitting on a rocky mountainside, I saw 
an old billy come off a rocky hill, cross 
a wide willow-filled valley, and climb 
another hill. I have seen this same 
prerut restlessness in caribou and 
mountain sheep. 

It was on that same trip that my son 
Bradford, then 18 years old, intercepted 
and shot a traveling billy. A few days 
before he had killed a Stone ram on 
the same mountain. We had been all 
over it and had not even seen a goat 
track. Then late one afternoon, after 
we had put in a tough day hunting 
sheep on another mountain, we got 
back to our little jack camp to rest our 
weary bones and prepare a leisurely 
supper. Suddenly, about a mile away 
on a steep and boulder-strewn hillside, 
I made out a moving fleck of white. I 
grabbed my binoculars and saw it was 
a traveling billy. 

Our Indian guide, Bradford, and I 
quickly threw our saddles on our weary 
and protesting horses and took off 
toward the mountain. When the going 
got tough, we tied them to some wil- 
lows and began our climb on foot. The 
boulders on that steep hillside ranged 
from stones as big as baseballs to great 
chunks as large as small houses. Be- 
tween them were little patches of soil 
where grass, moss, and lichens grew. 
We stole quietly along the mountain- 
side at the level at which we had seen 
the goat, but we did not find him. But 
we found his tracks leading into the 
jungle of boulders in the saddle to the 
south. We went back to the saddle at 
the north to see if he had come out. 
No tracks did we find, so that goat had 
to be in that great pile of boulders 
somewhere, a hillside perhaps 1,500 
feet high and half a mile wide. 

This time we crossed the boulder 





field somewhat higher. We were about 
halfway over when the goat suddenly 
stood up, about 200 yards away and 
something like 300 feet above us. Brad 
sat down and went into action. His 
feet were almost as high as his head, 
and every time his .270 went off it 
would kick him so that he lay flat on 
his back for an instant. His first shots 
were around the edges, but he finally 
managed to get one just behind the 
shoulder and the billy was his—a fine, 
big, fat fellow with 94-inch horns. 
Among many mountain hunters, the 
goat has a reputation of being almost 
as hard to kill with one shot as a 
grizzly. His hide is thick and his hair 
long. Bullets have a tendency to open 
up prematurely on goats, and the 
phlegmatic nature of the animal makes 
him almost impervious to shock. The 
hunter either has to put that first bul- 
let just right or keep shooting. If he 
isn’t hit in a vital spot, a goat will walk 
on as if nothing has happened, and 
even with a perfectly placed shot right 
behind the shoulder—a shot that would 
kill a sheep or a mule deer in his tracks 
—a billy will have enough life left to 
stagger to the edge of a precipice and 
fall over to break his horns and make 
recovery of the carcass difficult. 


he only animal I’ve ever wounded 

and lost in Canada was a billy. He 
was about 300 yards away and a bit 
above me. I had a fine shot from the 
prone position, but the bullet—a 160- 
grain in the .270—struck a bit too far 
back, just forward of the diaphragm. 
The goat flinched and began walking 
off, and I could see a spreading circle 
of red against the white fleece. 

I worked the bolt of my rifle, but 
only the head of the case came out. 
The rest of the case was stuck in the 
chamber—an example of the danger of 
full-length resizing cartridge cases too 
often. Because it is against the law 
for Alberta guides to carry rifles, we 
were helpless. When I told my guide 
what had happened he shook his head. 
“You're lucky it wasn’t a grizzly,” he 
told me. “If it had been, we’d both be 
dead men.” 

The goat walked slowly for about 
half a mile, and the last time we saw 
him he was standing on a ledge with 
his head down and very sick. When 
we came back the next day with my 
spare rifle to see what had happened 
to him, we found that he had fallen off 
the ledge and his crushed and battered 
body lay far below. 

He’s a great animal, this patriarch 
of the cliffs and canyons, a trophy 
unique in the world, and one that 
should be hunted more than he is. 
With his little dagger-sharp horns, he 
isn’t as spectacular a trophy as the 
wild ram, but anyone who has collected 
a goat has generally put out some 
work to do so—and he has done it in 
some of the most beautiful and spec- 
tacular country on the globe. THE END 
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the ALL NEW 


continuously variable power 244X to 8X These 8- and 
10-power scopes 
provide the pre- 
cision accuracy 
needed for shoot- 
ing at extreme 
The all- ranges and small 
purpose targets.Adjustments 
scope for are 4% minute mi- 
all types of crometer click. Reti- 
hunting and cle is constantly cen- 
shooting. tered. Objective lens 
Clear, sharp has range focus ad- 
vision at any justable from 50 feet 
power. Instant to 1000 yards. K8 or 
power change K10, $59.50. See them 
with 14 turn of at your sporting goods 
eyepiece. Con- dealer. 
stantly centered 
reticle. Positive ©1961 W. R. WEAVER C¢ 
O-ring sealing; 
nitrogen filled. 
$79.50, complete 
with Weaver- FREE! New 


Adjustable Mount. 36-page 
full-color w.R. WEAVER CO. 
catalog! DEPT.6, EL PASO, TEXAS 
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INTRODUCING THE GREAT NEW EAGLE 


From a low, compact aluminum trailer, 
the new Apache Eagle quickly sets up into 
a spacious off-the-ground living area with 
over 4'6” width of floor space plus two 
ready-made double beds with polyfoam 
mattresses. Four covered compartments 
provide large storage capacity. A sturdy 
camper designed and built for years of fun! 


Price: f.0.b. Lapeer $645.00 














Write Dept. OL-3 for full color catalog. 
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into the steck. Sand lightly, apply : 
finish and you have a beautiful stock wi 
| factory. finished rifle. 

AVAILABLE FOR: Mauser, FN Smith-Corona, Springfield Winchester, 1917 thru the better gunsmiths, 
Eddystone, 1917 Remington, 1903 Springfield, U.S. 1903 Winchester, M70 hardware and sporting goods 
Enfield, 1917 Remington, 1903A3 Springfield, U.S. 1903A3 Winchester, M88, dealers or order i 
Mauser, 1891 (Argentine)Remington, 1917 Winchester, M100 , daw eek play yy 
Mauser, 1909 (Argentine) Remington, M721 (Show Serial No. on Order) _ 7 ; FREE! 
Mauser, M93 (Spanish) Remington, M722 (Show Serial No. on Order) iy y = e G nerations «. 

Mauser, M94 (Swedish) Remington, M725 (Show Caliber on Order) ° ¢ 

Mauser, M9S aes Savage, MIIOR (Show Caliber on Order) World's Most Famous Gunste hs 


Mauser, M96 (Swedish) Savage, MIIOL, (Show Caliber on Order) E. BISHOP & SON, Inc. 
Mauser, M98 (with Large Receiver Ring) Dept. L 88C WARSAW, MO., U.S.A, 
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HORNADY 
BULLETS 
for popular FOREIGN RIFLES | 


Load Hornady bullets in your cartridge 
cases. The loads below were tested 
and proved in our ballistics laboratory. 
Velocities are instrumental at 20 feet. 


Hornady 6.5MM for 6.5 x 55 Swedish Mauser 





100 GR. BULLET 44 grs. 3031 Vel. 3090 f.p.s. 
129 GR. BULLET 41 grs. 4895 Vel. 2613 f.p.s. 
140 GR. BULLET 40 grs. 4895 Vel. 2593 f.p.s. 
140 GR. BULLET 45 grs. 4350 Vel. 2510 f.p.s. 
160 GR. BULLET 44 grs. 4831 Vel. 2343 f.p.s. 


Hornady 7.35MM for 7.35 Italian Carcano 





128 GR. BULLET 38 grs. 3031 Vel. 2485 f.p.s. 
128 GR. BULLET 40 grs. 4895 Vel. 2485 f.p.s. 


Make cases from 6.5 x 54 Mannlicher 
Schoenauer cases. Seating depth % inch. 


Hornady 303 Cal. for 7.65 Argentine Mauser 





150 GR. BULLET 47 grs. 4895 Vel. 2808 f.p.s. 
174 GR. BULLET 45 grs. 4895 Vel. 2588 f.p.s. 


Make cases from 6.5 x 55 or 7.7 Jap cases. 


Send card for list 


ornady 
BULLETS 
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Poor-Light Reticules 


M2 hunters assume that the most 
conspicuous reticule to use in poor 
light is the post, but it doesn’t seem to 
work out that way. Actually the post’s 
only virtue I’ve ever discovered is that 
in a scope it looks much like the front 
sight seen through a peep sight. Hence, 
it is familiar and appeals to those who 


are first making their shift from iron | 


to scope sights. 


Some years before I went to India | 


for a tiger shoot, I did a lot of experi- 
menting with various reticules in arti- 
ficial light, at deep dusk, and by moon- 
light. Reticules used were coarse cross- 


wires, medium crosswires, flat-topped | 


post, and 4-minute dot. 
Best of all was the coarse crosswire 


in a 24%4X scope. With it I could see to | 
aim just about as long as I could see. | 


Even the medium crosswires showed 
up well under surprisingly poor light 
conditions. Most of the time, the post 
and the dot did well in artificial light, 
not so well in moonlight, but in poor 


light and on dark objects I would lose | 


them. 

The great virtue of the crosswire is 
that even if the intersection is lost | 
against a dark target, the portion of 
the. wires off the target lead the eye 
into the target so that the shooter 
knows where the intersection is. 

Once on a Idaho deer hunt, a com- 
panion and I were on our way to camp 
when we saw a buck silhouetted against 
the faint glow of the sky. My scope 
had a crosswire reticule, my compan- 
ion’s a post. The top of the post was 
completely lost, and so was the inter- 
section of the crosswires, but the wires 
led my eye into the target so that I 
knew where they crossed. With the 
crosswires, it would have been easy to 


| lay a bullet anywhere I wanted to, but 


with the post it would have been guess- 
work. Against such a black target, a 


| dot would be completely lost. 


Heavy-tapered crosswires (they look 


| like crosswires but are etched on glass) 
| used in the Bausch & Lomb variable- 


power scopes should also do a good job 
of leading the eye to the intersection, 
even if it cannot be seen. The Germans 
make a reticule consisting of four bars 
in combination with a crosswire. It 


| combines great conspicuousness with a 
| fine aiming point. Under ordinary con- 
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“ESCAPE FROM THE ORDINARY” 


ORDER BY MAIL. Enjoy the 
unusual in fine sportswear, 
boots, outdoor equipment 
available nowhere else. 56- 
page color catalog shows two 
hundred items for men and 
women. One of the most un- 
usual catalogs ever printed. 
Send for tree copy today. 


“Importer, Designer of Finest for Sportsmen 


Norm Thompson 
1805 N. W. THURMAN . PORTLAND 9, ORE. 





AMAZING OFFER! 


Brand New Glasses! Tre- 
mendous power. Brings all 
objects 20 times closer. Col- 
or corrected, Achromatic. 
Wide 50MM front lens (2” 
across) assures greater il- 
lumination and sharp crisp 
ima es at all distances. 
Weigh 270z. 7° high. Instant 
fingertip adjustment. Stream- 
Wanted ee designing— new, lighter 
yet stronger) all metal frames 
make these high- rh-powered glasses wf to hold and 
easy to use. ted through-or 
If on satisfied 


30- -DAY NO- -RISK TRIA return for full re 


fund. Made in Japan. Leather case and straps included. Add io! Me Fed. 
tax plus $1.00 postage and handling. C.O.D.'s require $2.00 deposit. 


_UNITED BINOCULAR CO., 9043 S. Western, Dept. H 1401 Chicago 20 


FRUPTURED 


BE FREE FROM TRUSS SLAVERY 

Surely you want to THROW AWAY 
TRU SSES FOREVER, be rid of Rupture Wor- 
ries. Then Why put up with wearing a griping, 
chafing and unsanitary truss. For there is now a 
new modern Non-Surgical treatment that is de- 
signed to permanently correct rupture. These 
Non-Surgical treatments are so certain, that a 
Lifetime Certificate of Assurance is given. 

Write today for our New FREE Book that 
gives facts that may save you painful, expensive 
surgery. Tells how non-surgically you may again 
work, live, play, love and enjoy life in the man- 
ner you desire. Write today—Dept. H5905 
Excelsior Medical Clinic, Excelsior Springs, Mo. 


ITCHING Torture 
Like Magic 


Here's blessed relief from torture and misery of 
rectal itch, chafing, rash and eczema with a new 
amazing scientific formula called LANACANE. This 
fast-acting, stainless medicated creme kills —— 
bacteria germs while it soothes raw, irritated and 

inflamed skin tissue. Stops scratching and so speeds 


healing. Don’t suffer! Get LANACANE at druggists! 





44 calibre 1860 Army Colt— 
Civil War vintage—Good Or- 
der—$100 and $150 grades 





OLD GUNS and SWORDS 


You don't want to miss this absorbing catalog. 
Fascinating background and 1,498 photographic 
illustrations of authentic old guns, daggers, 
swords, and armor. For your Catalog No. 31, 
just send $1.00 to cover handling and postage 
with your name and address. 
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ROBERT ABELS, Inc. == New york 21, 
CATCH THEM ALIVE AND UNHURT 





Amazing HAVAHART trap captures raiding rats, rabbits, 
squirrels, skunks, weasels, etc. Takes mink, coons without 
injury. Straying pets, poultry released unhurt. Easy to 
use—open ends give animal confidence. No jaws or springs 
to break. Galvanized. Sizes for all needs. Send for FREE 
booklet. on trapping secrets illustrated by Carl Burger. 
HAVAHART, 119- R Water Street, Ossining, N. Y. 
Please send me FREE new 48-page booklet and price list. 
Name 

Address 











ditions, though, it might blot out a good 
deal of scenery. 

In India, I shot at night with the fair- 
ly coarse crosswire in a 2% X Bear Cub 
scope on a .375 Magnum, and also with 
the medium crosswire in a 4X Leupold 
Mountaineer on a .270. Both did well, 
but the coarse job had the edge. Only 
conditions under which the dot and the 
post may have it on the crosswire is in 
hunting in thin brush where there’s 
brilliant light and black shadow. Then 
if the crosswire is fine, the shooter may 
have a bit of trouble in picking it up 
quickly. 


B. S. A. Rifles 


Oe of the few British production 
sporting rifles is the B.S.A. which 
is imported into this country by J. L. 
Galef & Son. Calibers run from .22 
Hornet and .222 Remington to .458 
Winchester, and include the .30/06, 
.270, .243, .308, and 7 x 57 mm. 

The featherweight version is made 
in .243, .308, .270, .30/06, weighing 614 
Ib., and oddly, the .458 Winchester 
weighing 83/5 lb. All have integral 
muzzle brakes. The standard-weight 
rifles can be furnished with muzzle 
brakes on special order. They weigh 
7% lb. in .22 Hornet and .222, 74% lb. 
in .243, .308, and 7 mm., and 7% Ib. 
in .30/06. It strikes me that a natu- 
ral for the featherweight would be the 
7 mm., one of the best all-around big- 
game cartridges for this continent ever 
designed. 

The rifles are of very modern de- 
sign with a modified Mauser action with 
side safety, integral scope mount dove- 
tails on receiver bridge and ring, ad- 
justable trigger, enclosed bolt head. 
The cheekpiece stock is of excellent 
design. Actions are made in lengths 
suitable for the cartridges. The only 
extensive test I have ever made with 
a B.S.A. was with a .222, and that shot 
like a house afire. 


Western Ball Powder 


Wee ball powder suitable for the 
loading of shot shells and hand- 
gun cartridges is now being offered to 
handloaders in canister lots. Shot-shell 
powder is available in No. 450LS for 
trap, skeet, and other standard-velocity 
loads, No. 500HS for high-velocity 
loads, and No. 540MS for Magnum 
loads. For handguns No. 230P is suit- 
able for standard pistol and revolver 
loads, and No. 295HP is designed for 
heavy Magnum loads. 

Olin Mathieson has been making ball 
powder since 1933. It is made in many 
different types, some very fast burning 
and some very slow. During World 
War II it was used in the .30 caliber 
carbine cartridge and in ammunition 
loaded for the British. The new service 
cartridge, the 7.62 mm. Nato (.308 
Winchester ) is loaded with ball powder, 
and I believe many Winchester-West- 
ern shot shells and some center-fire 
metallics have been loaded with ball 
for some years. Incidentally, the term 
ball powder has been registered as a 
trademark by Olin Mathieson. 
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Here’s the definitive 98-page manual on the design, construction and perform- 


ance of telescopic sights.. 


.and you can have it for just 25¢! Prepared by Bausch 


& Lomb optical specialists, designers of the superb Balvar 8 Scope, “Facts About 
Telescopic Sights” is filled with information to make you an expert on scope 
shooting. Charts, diagrams, everything to know about telescopic sights is in this 
valuable book. Send 25¢ to Bausch & Lomb Incorporated, Rochester 2, N.Y. 


BAUSCH & LOMB 








Instantly with one simple application of 
MINUTE-MAN GUN BLUE—a chemical 
bluer that actually blues the steel. Not a 
re, or lacquer. Bhan, oe iggy ee ARAN- 

D—can’t inj steel. Complete kit. 
Your money bock 1 it ‘net satisfied. Sen 


NEW METHOD MFG, CO. 
OM-171 = rosters Pa. 








Write bol Ms catalog! 
RELOADING can save you up 
to 60% on rifle and pistol am- 
ing how to reload, complete line \ | 
of equipment and prices, 
RCBS, wwe. M-3 P.0. Box 729 Oroville, Calif. | 
Loosens Rusted Bolts 


munition. Write for FREE IL- 
nuts, screws, ‘‘frozen’’ parts! 


LUSTRATED CATALOG show- 
LIQUID 





rust and corrosion. 
AT ALL HARDWARE 


AND AUTO STORES 
RADIATOR SPECIALTY COMPANY 
CHARLOTTE, N.C. 








FUR-FISH-GAME | + 


is just the magazine you have 
been looking for. It contains 
64 or more pages of thrilling. 
true stories of HUNTING, 
FISHING, TRAPPING, 
TRAVEL, GUNS and, Ammu- 
nm amping. 
Markets 


at newsstands or take advan- 
tage of this 


SPECIAL OFFER 


8 months only $1.00 


saves you $1.00 
Clip ad, attach address 


AVAILABLE! 
SEPARATELY 
@ 2.5064. 


GUARANTEE D 


THE ELECTRONIC GAME CALLER S A HI avid 
ENGINEERED ELECTRONIC TRANSISTOR 

‘AL PORTABLE HI-FI bgt, SEL Hi CONT: MINED 
POWER SUPPLY. CAN BE HEARD OVER 3 MILES 
fd aha LIVE RECORDED CALLS ON RCA 


WRITE FOR CIRCULAR OR 


| ELECTRONIC GAME CALLS, ING] 


Send 210 WEST GRAND AVE 
O Folder = WISCONSIN RAPIDS, WIS Dept. OL-61 


O Records @ $2.50 each 
O Electronic Game Caller ... 


$3 
129.50 
(Enclose Check or Money Order) 




















and send with $1.00 to 
FUR-FISH-GAME, 2870 E. Main Street, Columbus 9, 0. 
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J. A. Emmett 


Advantages of inboard-outboard (inboard engine with 
outboard drive) are fuel economy, brute driving power 


Some inboard-outboards, like one at left, 
are sold as “package.” With some makes, 
you buy engine, outboard drive separately 





Len 


ANY READERS are writing in 
M to ask me about inboard-out- 

boards. “What are they like? 
How do they work? What do they 
cost?"’ These are the questions most 
often asked. 

Think of the inboard-outboard (in- 
board engine plus outboard-drive unit) 
as an attempt to combine the good fea- 
tures of the marine inboard engine and 
the outboard motor, while avoiding 
their bad points. 

The engines commonly used are 80- 
horsepower, four-cycle marine types 
in a standard make and model. Or 
they’re suitable automotive engines 
properly converted for boat use. But 
instead of being hooked up in the or- 
dinary way to a propeller shaft that 
angles through the bottom of the boat, 
the engine is connected directly to the 
outboard-drive unit. 

This unit, as you can see from the 
illustrations, resembles the bottom half 
of a large outboard motor, and is bolted 
outside the boat’s transom. The drive 
unit houses the gears and shafts needed 
to transmit the engine’s power to the 
propeller. And, like an outboard motor, 
the outboard-drive unit is free to kick 
up if its skeg or guard hit an obstruc- 
tion. Steering is accomplished outboard 
fashion, by turning the outboard-drive 
unit. 

Accordingly, the inboard-outboard 
combination offers several important 
advantages of the conventional out- 
board. For example, the boat’s bottom 
has no parts protruding permanently. 
More important, the outboard drive can 
be tilted, making the boat usable in 
shallow or obstruction-infested waters. 
Similarly, an inboard-outboard can be 
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Those Inboard-Outboards 


beached, or readily used with a trailer. 

Small inboard engines, despite their 
economy and dependability, have never 
caught on with fishermen. In shallow 
water, the propeller is always on your 
mind. For trailering, the inboard re- 
quires a special rig. 

In addition, there are some side ad- 
vantages of the inboard-outboard over 
the typical inboard. Since steering is 
outboard fashion, rather than by rud- 
der, the inboard-outboard can be turned 


Inboard engine bolts to beds, as here, or 
to transom. Outboard drive can be tilted 


Outboard drive penetrates transom above 
waier. The control lines also go through 


in a much shorter radius, and in re- 
verse it can be backed with much 
greater certainty. 

Then there’s engine location. The 
typical inboard engine is installed near 
the center of the boat. In the inboard- 
outboard, the engine is placed in the 
stern where it can be decked over so 
it’s out of the way yet accessible. Ac- 
cording to the make of drive, the en- 
gine may be mounted on beds or bolted 
direct to the transom (see illustra- 
tions). In either case, engine and drive 
are connected through the transom, 
well above the waterline. The result is 
a decked-over, unnotched stern. There’s 
no stuffing box to leak and no need to 
check frequently the alignment of the 
engine with its shaft. 

In the inboard-outboard set-up, the 
level-mounted engine avoids lubrication 
problems. The direct thrust of the pro- 
peller mounted on a level shaft spells 
more efficiency than the angled thrust 
of the inboard’s propeller. 

“But,” you may well ask, “if out- 
board motors are so efficient that many 
of their features have been borrowed 
for this new drive, why not stick to 
outboard power?” That’s a good ques- 
tion. We mustn’t forget, though, that 
inboards have their good points, and 
outboards some undesirable ones. 

Two points are highly proclaimed by 
the dozen or so manufacturers of out- 
board drives, and in turn are repeated 
by the growing number of boat manu- 
facturers offering models with such 
units installed: 1. Economy of opera- 
tion, along with general convenience 
in connection with the engine’s fuel 
demands. 2. The high torque in the low 
rpm’s, or—plainly speaking— the abil- 





First time’s the charm! Put your girl in the driver’s seat of 


your new Lone Star. Then watch her work up a love of boating equal to yours! 


Is she fashion-conscious? Lone Stars have matching upholstery...and note 
interior paneling on this model. A neat housekeeper? Lone Star offers concealed 
storage for personal gear and equipment. No other fiberglass or aluminum out- 
boards are so dedicated to spoiling their owners for speed, sport and value. 
Take her with you when you visit your Lone Star dealer —he’s in the Yellow Pages. 


| 


15 ft. fiberglass DEAUVILLE $1025. f.o.b., fully equipped: Automotive-type spring seats (forward), vinyl interior paneling, storage features in seats, rear deck. 


i ® BOATS 


GENERAL OFFICES: BOX 218D, PLANO, TEXAS. WRITE 
FOR FREE 4-COLOR CATALOG. OVER 2,000 AUTHORIZED 
DEALERS IN THE UNITED STATES, CANADA AND MEXICO 

PLANTS IN FLORIDA, INDIANA, PENNSYLVANIA, TEXAS. 
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Pursetender would clutch a 
quarter till the eagle whistled 
“Prisoner of Love.” His girl, 
Agnes, forgave his reluctance 
to exchange the medium, until 
his outboard stalled on a hot 
day. Snapped Agnes, “If you’d 
use Phillips 66 Outboard Motor 
Oil, your motor wouldn’t be on 
the fritz.” 


Wailed Jason, ‘‘But the 
expense!”’ 


Said Agnes, ‘“‘Nonsense! It 
prevents spark plug fouling, 
saves on fuel and reduces over- 
hauls . . . yet costs no more 
than ordinary oils.” 


Jason saw the light and got 
Phillips 66 Outboard Motor 
Oil. He got Agnes, too. 


Phillips 66 Motor Oil is no 
sure cure for faltering romances. 
But it will make your outboard 
motor run better longer. Get it 
at Pier 66 Franchised Marinas; 
OP... 


Get Phillips 66 
Outboard Motor Oil 
at Phillips 66 Service 
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ity to shove a large or heavily loaded 
boat, and to buck heavy seas or strong 
currents. Both this economy and brute 
driving power are inherent good fea- 
tures of inboard propulsion. Large out- 
boards, however, have deficiencies in 
these areas, particularly in economy. 

Yet these advantages of the inboard- 
outboard over an ordinary outboard 
aren’t important to everybody. If 
you're primarily interested in speed, 
you can still get it best with a light, 
| high-powered outboard. If a relatively 
small boat suits your needs, stick with 
an outboard. The sensible size range 
for inboard-outboard craft is from 17 
to 24 ft. Then your boat is likely to 
be hard enough to shove, also apt to be 
used enough so that the advantages of 
economy and brute driving power will 





apply. 


Riztt off, you can assume that an in- 


board-outboard will use about half 


|the fuel of a comparable outboard. 


This is because the marine engine is a 
four-cycle job while the outboard is a 
two-cycle. But suppose it’s a question 
of using 4 gal. of gas an hour as 
against 8. If you use your boat only 
100 hours a season, you lose money 
rather than gain, because of your high- 
er power-plant investment over an out- 
board or even a conventional inboard. 
On the other hand, if you get say 250 
hours of use from your boat each year, 
you might gain—or at least come 
closer to breaking even with an in- 
board-outboard. 

The main factor in the inboard-out- 
board’s current selling success is the 
trend to bigger boats. Usually the man 
who switches: to a larger and more 
comfortable boat finds himself using 
it much more than he did his smaller 
one. For one thing, the family is more 
apt to go along; as a result, the boat 
is used more often and stays out longer. 
If you’re a fisherman, your big boat’s 
greater seaworthiness encourages you 
to try out new waters. If you’re inter- 
ested in boat camping, you travel 
farther on the weekends, and you're 


| likely to tackle some ambitious cruise 
| as a vacation project. 


In situations like these, economy and 
fueling convenience gain new impor- 








tance. You may find that by the end 


| of the year you’ve spent as much for 


fuel with an inboard-outboard as you 


would have with an outboard, but you'll 
| have enjoyed up to double the mileage. 


| When you’re using an engine that goes 
| farther on a gallon of gas, you won't 
| have to refuel so frequently—a great 
| advantage in fishing or cruising remote 
| areas. 
| Owners of an inboard-outboard don’t 
have the outboarder’s task of mixing 
oil and gas. Being a four-cycle type, 
| the inboard-outboard uses straight gas, 
| getting its lubrication from an oil sup- 
| ply in the base, same as your car’s en- 
| gine. 
| Most of the selling in this field in- 
volves ready-to-use craft—boat plus in- 
board motor and outboard drive. An 
outboard-drive unit should be installed 
in an existing boat only after consider- 
able inquiry. Get the opinion of both 


the manufacturer of your boat and the 
maker of the outboard drive you have 
in mind. Sometimes even boat manu- 
facturers alter the usual installing di- 
rections. For example, some outboards 
have their sterns already so well beefed 
up that the engine of the power pack- 
age is bolted right to the transom. But 
some other boat manufacturers, using 
the selfsame make, will mount the en- 
gine on beds astern. 

While the various makes of drives 
accomplish the same purpose, each is 
somewhat different in how it’s made 
and how it works, so that no general 
instructions can be given for installa- 
tion. Yet the work of installing in- 
board-outboard power in an existing 
boat is ordinarily quite simple. The 
all-important point is that the boat 
should be suitable. Generally speaking, 
today’s big, hefty utility or fishing 
boats are suitable; older boats, particu- 
larly rather lightly built runabouts, 
usually aren’t 

As the manufacturers of ready-to- 
use inboard-outboard boats point out, 
their customers enjoy a peculiar advan- 
tage over outboard buyers. The in- 
board-outboard boat manufacturer pro- 
vides not only a suitable boat and the 
drive and engine combination that he 
considers best, but everything about 
the installation is co-ordinated in the 
way that has proved best. 

Here are some typical offerings of 
inboard-outboards as made by an ever- 
growing number of outboard manufac- 
turers: 17 and 19-ft. lapstrake models 
with an option of at least three makes 
of drive units, each with an engine 
of around 80 h.p. The larger boat is 
claimed to do 31 m.p.h. with one person 
aboard and 23 m.p.h. with three, at a 
gas consumption of only 3 gal. per hour. 

Just how popular the new inboard- 
outboards will become depends a lot 
on their cost. One package unit, includ- 
ing the 80-h.p. inboard engine as well 
as the outboard drive, lists at $1,400 
complete. For most other outboard 
drives, the engine will have to be 
bought separately. Drives bought sep- 
arately cost around $600, making at- 
tractive the idea of converting a used 
auto engine. 

Generally, a new marine engine for 
hooking up to an outboard drive will 
cost less than for one for a conven- 
tional inboard installation; no reverse 
gear is needed. Space and weight are 
saved, too, by having the gears a fea- 
ture of the drive unit. 


oo of inboard engines are 
pushing the smaller models, often 
in improved form, to take advantage of 
interest in the inboard-outboard craft. 


Some marine-engine manufacturers 
offer ‘‘bobtail’’ models that are lighter, 
more compact, and lower priced than 
standard inboards of comparable horse- 
power. 

An outboard drive is likely to cost 
more than a marine reverse gear and 
its required accessories used with a 
conventional inboard engine. Compared 
with an outboard motor of around the 
same power, a complete inboard-out- 
board installation will cost considerably 





Fiber Glass for 


There’s an Arkansas Traveler that’s just right for your type 
of fishing...sleek fiber glass models from 14 to 18 feet; 
rugged aluminum in lengths from 9 to 16 feet. And special 
features such as livewell and stowage compartments under 
seats appeal to real fishermen. 

Pick a Traveler for your type of fishing, and be assured 


Ubkartad— Cr 
TRAVELER 


ALUMINUM & FIBER GLASS BOATS 





Fishermen 


14’ Explorer (EX-14) 
Here’s a rugged boat for 
fishermen. Built to go 
anywhere, this fast, tough 
hull has safety flotation 
throughout. It’s designed 
for long service under 
extreme conditions. Takes 
motors to 18 hp. 


Aluminum for 


Fishermen 


14’ Surfrider (RKU-14G) 
This fast, sleek open utility 
will get you to those fa- 
vorite fishing spots in a 
hurry. It features a special 
bow platform for casting, 
aluminum gunwales and 
safety flotation. Easy to 
clean and maintain. OBC 
rated for motors to 25 hp. 


of added years of service with a minimum of maintenance. 
Traveler quality is pre-proved by laboratory and field tests 
that are unique in the boating industry. 

Get full details about the big 1961 Arkansas Traveler line, 
See all the fishing boats and spirited runabouts and luxurious 
family craft at your Traveler dealer’s now. 

FREE— Write today for full-color catalog on all 
the 1961 models — both aluminum and fiber glass. 
Attention Marine Dealers — Write for infor- 
mation about a Traveler franchise in your area. 


TRAVELER MANUFACTURING CO. 
wf division of STANRAY CORPORATION 


ADAMS, WISCONSIN * AMSTERDAM, NEW YORK « LITTLE ROCK. ARKANSAS « STOCKTON, CALIFORNIA + TRAVELER MANUFACTURING CO., LTD. 


Address correspondence to Traveler Manufacturing Co., 


2003-3 East 14th St., Little Rock, Arkansas 


PETERBOROUGH, ONT., CANADA 
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GRUMMAN SPORTBOAT 


More Than Ever 
Today's Best Boating Buy 
NOW in both Fiberglass and Aluminum 


THE ONE FOR ’61 


Here’s the boat that does more all 
ways with paddle, oars, motor, or sail 
— the GRUMMAN Sportboat — as 
rugged as they come. Big 15’3” with 
43” beam, yet weighs only 112 Ibs. 
and portages and cartops easily. 
Complete line of Famous Grumman 
Canoes, Sportsters, Runabouts, Fisher- 
men, Cartoppers, Dinghys, Sportboats and 
Sailing Craft. 


FREE! sena 
for full-color 
Grumman 
Catalog and : 
Dealer's name. * 


GRUMMAN BOATS 
231 South Street, Marathon, N.Y. 


GRUMMAN QUALITY Makes the Difference 
+ « » NOW, more than ever before. 


_SEE GRUMMAN AT THE BOSTON AND CHICAGO BOAT SHOW 


Get peak performance from 

& your outboard! Michigan's 
new 1961 Propeller Fact 
Book gives complete engi- 
neering facts and performance 
test results translated into expert prop recom- 
mendations for maximum performance under 
every set of motor, hull and use conditions. Learn 
about latest metallurgical developments . . . 
“rocket-metal” props . . . other virtually inde- 
structible alloys .. . new lifetime guarantee against 
blade breakage at the hub, on bronze props. 
Contains advanced design information including 
details of cupped-edge principle. Shows 
Michigan's "6! line of propellers and accessories 
. the revolutionary new Prop-Rider designed 

to give you up to 2 MPH more speed in high 
transom operation . . . 3 and 4 blade props to 
increase power for skiing or heavy loads. For 
over 60 years Michigan Wheel has designed and 
manufactured the props that take advantage of 
full horsepower without engine damage. . . 
write for FREE Catalog . . . the outboarder’s Bible! 





IMPROVE 


1-8 


michigan wheel company 
DEPT. O14 GRAND RAPIDS 2, MICH. 











| more. However, this initial-cost disad- 
vantage in inboard-outboards could 
largely disappear as the drive-unit 
manufacturers, the marine-engine con- 
cerns, and the boat builders continue 
their combined development of inboard- 
outboards. 

Outboard power will continue to con- 
trol the small-boat field; inboard en- 
gines installed in the ordinary way will 
remain the choice for powering yachts 
or large boats. Undoubtedly it will be 
in the fast-growing in-between sizes 
that inboard-outboards will enjoy their 
greatest popularity. It’s in the cards 
that outboard drives to handle inboards 
of greater horsepower will be presented. 

Many boating people are surprised 
to learn that outboard drives first 
appeared on the market back in the 
30’s. However, outboard boats were 
| too small then to be suitable for such 
| power; often a built-to-order hull had 
| to be used. But the early boats with 
such a drive proved satisfactory. 

What is possible, and that could be 
classed as radically new, is the probable 
entry into this field by major manu- 
facturers of outboard motors, each 
with complete package units consisting 
of drive and engine. Although there’s 
nothing definite as we go to press, 
rumors along this line are rife. There's 
great speculation about whether the 
| units will have two-cycle or four-cycle 
power plants, and about how much 
they’ll sell for —J. A. Emmett, 








YES, MY DOVE 


(continued from page 53) 


work is important to opening-day suc- 
cess. 

I had a fat notebook full of scratches 
| and markings for references to the 

maps we use to pinpoint our hunting 
| country. I’d driven miles of back roads 
| and walked through familiar canyons 
| and fields spotted along the coast range 
| of mountains that brackets the eastern 
edge of the Bay Area. I'd talked to 
farmers, ranchers, deputy sheriffs, high- 
way workers, and anybody else who 
| would listen to my questions. The 
| 1960 season looked like a_ record- 
breaker as far as the number of birds 
| was concerned. I'd never seen as many 
doves before. 

Ed came to the house. He drank my 
coffee and went through my notebooks 
| like a wife doing her spring cleaning. 
Finally, he sat back and patted his 
stack of maps. “Well, buddy,’ he said, 
“don’t you worry about a thing. We'll 
see that you get plenty of birds to 
eat. You know the boys won’t forget 
you.” 

I smiled sourly and nodded goodbye 
as he went out the door. 

My wife, Pat, cleared off the coffee 
cups and covered the remains of a cake 
that Ed had wolfed down. Pat is a 
registered nurse. She proved it when 
|I tried to hobble to another chair. 
| “Now stop that. You’ll twist that ankle 
and it'll swell up again.” 

“Again,” I said. “If it swells up 
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anymore, it’ll break right through the 
skin.” 

“Does it hurt?” she asked. 

“No, it doesn’t. Well, yes, it does. 
But what really hurts is all that work 
going to waste. Those guys are going 
out tomorrow and get more shooting 
than they would at a skeet range. You 
ought to see the birds. They’re fat as 
butter. The farmers are cutting the 
alfalfa fields and the doves are gathered 
like a bunch of vultures.” 

“Stop bellowing and keep that foot 
elevated,’’ she scolded. “What differ- 
ence does it make if you don’t get out 
the first day of the season. The sea- 
son lasts a whole month, doesn’t it?” 


I looked at the elevated foot and 
ground my teeth. What difference 
does it make? Well, the difference was 
the famous California weather. One 
little cold snap would send most of the 
doves in our area winging southward to 
warmer climates. The big flights drift 
toward Mexico as the weather cools in 
the California valleys. 

I didn’t bother to explain this to Pat. 
She hustled me and the elevated foot 
into bed, where she proceeded to ex- 
amine the swollen ankle as though she 


_were planning to amputate it. I mut- 


tered off to sleep. 

Opening day came and went. Ed kept 
his promise and brought me some 
table birds and a collection of stories 
about the shots he’d made. 

I fumed and fretted for a week be- 
fore I started to plot. First I phoned 
the doctor. I told him the swelling had 
gone down some. “That’s because 


‘you've kept the ankle wrapped and 


elevated.” 

“Yeah, but how long do I have to 
keep it that way ?”’ I asked. 

“At least until it’s almost normal.” 

“How long will that be?” 

“A week, maybe more.” 

“A week?” I yelped. 

He was firm. 

Finally I asked, “Does it matter 
where I keep the thing elevated?” 

“Well, no. I wouldn’t go walking 
around any dove-hunting fields, though,” 
he said. 

“Who said anything about dove hunt- 
ing?” I said innocently, knowing that 
Pat had been talking to the doctor 
about my frustrated shooting plans. 

I waited a couple of hours and then 
casually said to my wife, “It’s O.K. if 
I go hunting.” 

“Oh, no you don’t,” Pat said. “You 
can’t hunt with your ankle swollen 
like that.” 

“The doctor said I could go hunting 
if you’d go along and help me.” 

‘Me? What can I do?’’ She looked 
skeptical. 

I outlined the hunt and promised to 
keep the elevated ankle elevated. Pat 
finally agreed, just to shut me up, I 
think. 

The following morning, we drove to 
a niche in the rolling valley northwest 
of Livermore. It was a decent hour, 
about 8:30, and the sun was peaking 
over the edge of the eastern slope, 
warming the dry, cut-over fields. On 

(continued on page 142) 





Performance-proved by thousands of fishermen! 


Amazing new Fishing Scott 
breaks the size-weight barrier 


Under 40 Ibs.' “es — 
Only 30" high! 
Yet 7.5 hp! 


100% weedless, too! No wonder that 
on introduction, the Fishing Scott sold 
out months ahead of time despite tripled 





production! Now, for 1961, it’s performance- 
proved by thousands of fishermen! And 

here’s why they love it: The Fishing Scott 

is 17 lbs. lighter, 10” shorter than motors with 
up to 2 less hp! Sleek low silhouette ducks 





trolling fishlines! Compact lower unit scoots into 
shallows! Finger-fitting carrying handle is smack at 
balance point! Prop design and its shearing 
action cut through weeds like a lawnmower! 

Also has up-front full-neutral gearshift, 

remote fuel tank, twist-grip throttle and 
exclusive Bail-a-matic! See »—.~—— 


Under Ovtboard || 


Motors inthe | 
your nearest Scott Dealer. | ron | BETTER OUTBOARDS BUILT BY McCULLOCH 


aes LEADERSHIP THROUGH CREATIVE ENGINEERING | | 


9 ) Marine Prod. Div., 
McCulloch Corp.: 
Minneapolis, 
‘i . Los Angeles, 
Now sparked by McCulloch engineering... SCOTT S GOT IT . eres 


Sydney 


COMPOSITE OF 
OTHER MOTORS 


Ave. WT. 548 LBS. 


17 Ibs. lighter on portage, the new Fishing Gets in where the lunkers lurk! 100% weed- 10” shorter than the average of four older 
Scott carries like a flight-weight suitcase. Hand- less! Backswept prop shucks off most weeds. models shown in composite silhouette, the 
some Totecase is an exclusive optional accessory! Shearing action with lower unit cuts off the rest. Fishing Scott peeks just 732” over boat transom. 





Fishin’ Favorites 
by DuraCraft 


he yersat 
t Greatest all-aluminum fishing 
craft afloat! The original DuraCraft FISHERMAN and 
the perforniance-packed PACEMAKER utility. Two of many 
great new DuraCrafts in aluminum and fibreglass offered 
by America’s pioneer manufacturer—DuraCraft. Line in- 
cludes SPORTSMAN and DURAFLITE runabouts, VALLEJO 
day cruiser and the exciting new ALASKAN. Whatever 
your taste in boats, you deserve the full satisfaction 
which DuraCraft owners everywhere enjoy. Look up your 
nearby DuraCraft dealer—see these great boats soon! 


@ FISHING BOATS @ UTILITIES 
@ RUNABOUTS @ DAY CRUISERS 
in durable oluminum and fibreglass! 


Write NOW for new literature 


DURACRAFT 


420 E. Gaines 


Monticello, Arkansas 


Seats 2 


MINNOWS 
HUNTER—60 Ibs. 
e CANOE—35 Ibs. 
ALL FIBERGLAS HULLS—-MAHOGANY DECK 
Safety Flotation—Dead Grass or White 
FINISHED BOATS or Kits from $129 


FOLDER FREE E. GITT & SONS 
BOX 182-F SPRINGFIELD, DEL., CO., PA. 


FIBERGLASS 
or PLYWOOD 


FACTORY-DIRECT 2 
rcs arm 
FREE CATALOG, 
WRITETODAY “Qe 


18 FT. CRUISERS, 8 Models: from $369 


12, 14, 16, 18 ft. runabouts, 
ski- models, convertibles, 





6, 18 ft. racing, 
fishing, utilities: $41.95 up. 


FIBERGLASS 14 & 16 ft. 
From $299 (at right) 


Interlocking units 
(lower right photo) 

snap together, bond \7aa 
inte |l-piece boot (aR 
easily assembled in 

one evening. 


racine 


Luger's preformed 

preassembled units 

ore easily assembled by anyone. Equol 

foctory-built yet save Ya to %. FREE 
catalog has all details, trailers, ac- 
cessories, paint, Fiberglass supplies. 


MONEY-BACK GUARANTEE 


EASY TERMS % DOWN 
LUGER 


soar KITS 


Dept. C-3, 9200 Access Rd., Minneapolis 20, Minn. 


Vv 
SEND FOR FREE 
COLOR CATALOG 





s | successful hunts. 


| there had to be at least a few big ones. 


50 Models 
<i, 8-22 Fi. 





DREAM TROPHY | 


(continued from page 39) 


never bagged an officially listed, rec- | 
ord-class specimen. In two classes | 
particularly—woodland caribou and Co- 
lumbian blacktail deer—the best ex- 
amples I’d shot were nothing to be 
proud of. But when I thought of try- 
ing for a really outstanding woodland 


caribou last fall, the prospects seemed | 7 


downright discouraging. 

Newfoundland is the traditional hunt- | 
ing ground which has produced the | 
finest heads in the past. Four from 
there were recorded in 1951. None of 
these was equalled by any of the five 
that turned up since, however, and 
neither the number nor the quality of 
those taken after 1955 warranted a 
class in later Boone and Crockett Club 
competitions. Newfoundland it had to 
be, though. Besides, no other Canadian 
province has had an open woodland 
caribou season in many years. 

How good a chance did Newfound- 
land offer? I had never been there. 
Although I’d had considerable experi- | 


| ence with other caribou races, my only | 
|} encounters with the woodland species 
| had been in northern Quebec and in 


Saskatchewan, where I’d run across 
them while hunting other game. I 
also knew that quite a number of keen 
trophy hunters had gone to Newfound- 
land in recent seasons and failed to 
find a decent head. At the same time, 
many men who weren’t so choosy had 
Since the population 
of ordinary caribou seemed sufficient, 





And with Canada’s long tradition of | 
catering to visiting sportsmen, there | 
had to be some good guides too. I} 
began to wonder why trophy racks | 
were so rarely brought out. 

A little investigation clarified the 


| picture. Several hunters reported that, | 


while the outfitting in most cases had | 
been excellent, the kind of footing in | 
the caribou bogs made it hard to cover | 
much ground. The outfitters had a/| 
different story. They felt that too 
many sportsmen were either unwilling | 
or unable to walk far enough to find | 
trophy heads and preferred to hang | 
around camp. 


Both viewpoints made sense, but I| 


knew that among the unlucky tro- 
phy hunters were some serious and 
thoroughly able-bodied veterans. If the 


| record-class trophies were so seldom 


close enough to camp for them to} 
reach, what were my chances of doing 
better? Here was a challenge I'd have 
to lick with my head instead of my 
legs, and before long I came up with 
a theory. 

There was every reason to believe | 
that the best hunting camps had been | 
located—some of them many years | 
ago—in the centers of excellent game | 
regions. Knowing that many of their | 
clients liked to be pampered, the prom- | 
inent, long-established outfitters mae | 


their camps uncommonly comfortable. | < 
it was only natural for | 
them to take their dudes to the same! 


After that, 
places year after year. When a region 
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| drug counter. 


New Medical Discovery For 


COLDS MISERIES 
SINUS CONGESTION 
“rs PRESSURE, PAIN 


fees Drain ALL eas 
Cavities — Even Deep In Head 


Dristan Decongestant Tablets—a new, revolu- 
tionary 3-layer tablet— contains the decongest- 
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which must be covered on foot from 
a central base is pounded to that extent, 
the heads to be found there can hardly 
be other than ordinary ones. 

At that point I was ready to apply 
the theory I’ve used for 30 years. This 
is that fine trophies can be taken if 
the hunter goes to the right place at 
the right time with the right guide, 
and then keeps hunting hard and pas- 
sing up the smaller specimens until 
the real prize shows up. Naturally, 
plenty of advance research is often 
needed to satisfy the first three require- 
ments, and either the hunter or his 
guide must know how to judge heads. 

The ideal place for heads that hadn’t 
been picked over would be a rutting 
area for caribou that had not been 
hunted in recent years. Suggestions 
from guides or from other sportsmen 
would be of no help; I didn’t want to 
go where they had been. But if I 
went to Newfoundland a few days 
before my hunting began, I might find 
somebody who could give me solid 
information. 

Experience with other kinds of cari- 
bou provided me with most of the 
answers about when to hunt. The 
rutting time for all of them starts 
in early October. In Newfoundland 
—where the 1960 open season would 
run from September 12 to October 29 

a man after venison along with his 
trophy head should hunt during the 
first week or 10 days. Later he’d 
run into a peculiar situation. Many 
trophy specimens of elk, moose, or 
deer furnish good meat at the height 
of the rut—even though this is hardly 
the time to expect it at its best—but 
a rutting bull caribou simply isn’t fit 
to eat. 


Bm the other hand, early season is 
a bad bet for getting top-flight 
heads. The older bulls are then spend- 
ing too many daylight hours in the 
dense evergreen forests where they are 
hard to find. There’s not much chance 
of inspecting many racks before the 
animals come out into the open barrens, 
usually in the first week in October. 
From that time on there may be other 
problems. Some of the many small 
points on caribou antlers are often 
broken as soon as the rutting battles 
get under way, and plenty of trophy 
heads are practically ruined. 

Also, the heavy frosts that must 
come before the rut really gets going 
may be followed, all too quickly, by 
enough of a general freeze-up to make 
it hard to get out of the country. Not 
much ice is needed to prevent a pon- 
toon-equipped plane from taking off. 

Finding the right guide in Newfound- 
land didn’t seem too important. Al- 
though the law sensibly requires a 
nonresident sportsman to be accom- 
panied by a licensed guide, I was plan- 
ning my 55th hunting trip for big game 
and felt qualified to size up a caribou 
rack and stalk the animal without any 
help. I wasn’t worried about getting 
lost, either. What I really needed was 
a competent bush pilot to fly me toa 
place I'd select for myself. I also 
wanted him to stay with me until my 
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| hunting was over so I could change 
|my territory or pull out promptly if 
| the freeze-up threatened. 

This approach was tempting, and 
|on September 28 I began to organize 
| things in St. John’s, the provincial 
| capital. Crossing the whole island 
| from west to east to get there had 
already given me some idea of the 
country. As I didn’t know where I'd 
end up, Trans Canada Air Lines solved 


| the travel problem. My return ticket 


would let me stop off at the airport 
nearest my hunting grounds—when I 
decided where they would be. 

From the air, the Newfoundland 
landscape seems to belong much far- 
ther north than it actually is. Here is 
caribou country that was world famous 
before I was born. Remembering my 
own first canoe trip in the north, I 
could imagine how hard it had been 
for old-time sportsmen to get around 
in it, or even to get there at all. The 
speed and comfort of the Viscount 
plane made me realize how fast the 
world has changed. 


hrough the Canadian Government 

Travel Bureau in New York, I'd 
learned of a bush plane contact. The 
Newfoundland Tourist Development Of- 
fice in St. John’s had furnished the 
original information, so I made my first 
stop there. They told me that Wellon’s 
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| Flying Service, outside the city of Cor- 


ner Brook on the west side of the island, 
had the kind of planes I wanted. I 
Wellon also 
was an outfitter and could get me a 
guide. Next, in the Department of 
Mines and Resources, I met Stuart 


| Peters, the Deputy Minister, and A. T. 
| Bergerud, 
| of these young scientists are well in- 


the game biologist. Both 
formed, and they brought me up to 
date on the caribou situation. 

“A mysterious malady has been kill- 
ing off newborn calves for the last 
several years,” Peters said. “This sea- 
son we are issuing only 200 caribou 
licenses. We're now encouraging the 
moose hunters.” 

With 45,000 moose in flourishing 
shape, Newfoundland has turned into 
a moose country. The bag limit is now 
three to a hunter in one zone. 

After I'd learned that not more than 
5,000 caribou were left in all Newfound- 
land—-with only about 800 mature bulls 
—I wondered whether I was justified 
in hunting them at all. But I soon 
realized that the present game manage- 
ment program is in good hands, and 
that taking out less than 200 old trophy 
bulls would have no effect on the species. 

My first three days in St. John’s 
| Were mainly spent in considering areas 
| Which had no hunters but might have 
some good caribou. The three zones 
open for hunting them took in roughly 
a third of the island’s 43,000 square 
miles. Assuming that only 100 of the 
800 known mature bulls carried heads 
good enough to suit me, each of them 
would have an average of about 140 
square miles to get lost in—one good 
reason why so few were taken. There 
were, however, areas that had none. 

After gathering suggestions from all 








130 urpoor ure 


sources I could think of, I got a big 
map of the whole island and a series 
of inch-to-the-mile government maps 
covering the sections that seemed most 
promising. When I’d studied these in 
relation to what I'd learned about 
caribou habitat in other areas, I made 
my final choice and caught a plane to 
Stephenville on October 1. - 

A 60-mile taxi ride took me to Cor- 
ner Brook. From there, I promptly 
moved into the night club Ray Wellon 
runs, along with his other activities, 
six miles out of town on the Humber 
River. It was closer to his Deer Lake 
airplane base, and the accommodations 
were very comfortable. Like everyone 
else I met on this trip, Ray did all he 
could for me. It developed that Gene 
Manion, one of his pilots, was also a 
qualified guide, so I was all set. There 
was only one trouble. My plan called 
for hunting after a hard frost signaled 
the start of the rut. The weather, 
however, was much too warm. And 
having got this far, I was determined 
to carry out my campaign as perfectly 
as possible. 

The break finally came on October 
5—and that brings us back to the Deer 
Lake cabin and my first day’s hunting. 

Early on the morning of our second 
day, as Gene and I were getting ready 
for breakfast, I saw a small-headed 
bull caribou on the sparsely timbered 
ridge behind camp. One cow kept him 
company. A light breeze came from 
the north, toward the lake as on the day 
before, so they couldn’t get our wind. 
Not much more than 100 yards away, 
these unexpected visitors watched us 
until we were almost ready to leave. 

“Now the caribou have started hunt- 
ing us,’’ Gene said. “Maybe it’s a lucky 
sign.” 

We headed again to the west, and 
finally a big, solitary bull showed him- 
self in the early afternoon. His lack 
of female attendants was soon ex- 
plained. From the trophy standpoint, 
his right antler was excellent, but the 
heavy main beam of his left one had 
been broken off just above the bez 
branch. It must have taken a terrific 
smash to do that. This old fellow 
proved that some of the serious fight- 
ing had begun. 


H° seemed little concerned by us, al- 
though we were in a bog with no 
cover. I wondered if I could stalk close 
enough to get a really good picture of 
him. Then the fun began, because 
this sort of thing calls for the type 
of telephoto equipment which is too 
bulky to pack when you are hunting 
in earnest with a rifle. I wanted to 
get within 30 yards. The bull wouldn’t 
let me, but he stayed close enough to 
keep me trying. As our slow and 
patient game went on, he led the way 
into some country we might not have 
otherwise explored. And there, in a 
shallow open basin, I spotted a be- 
wildering number of caribou in a single 
herd. We settled down to do a thorough 
job with our binoculars. 

The animals were 600 or 700 yards 
away, and we counted 18 after doing 
our best to search put all the less con- 





spicuous ones. I checked them over 
several times before I was satisfied 
there was only a single bull. Bearing 
in mind that woodland caribou have 
short, compact antlers—the minimum 
record-class score for them is 295 
points, compared with 350 for the 
mountain and Barren Ground groups— 
I saw that he had a heavy and huge- 
framed rack with fine brow palms and 
broad bez palmations. His main beams 
swept away back before curving for- 
ward, and I felt sure they were close 
to 45 inches long. He also had at least 
a 40-inch spread. The number, length, 
and palmation of points near the beam 
ends would have to be studied at closer 
range, for they meant a lot in the tro- 
phy ranking. It is in this top develop- 
ment, often so spectacular on heads 
of the other classes, that most wood- 
land specimens fall down. If his tops 
turned out to be even moderately good, 
this bull would surely satisfy me. 

The puzzling part was the size of 
this sultan’s harem. Woodland caribou 
at that time of year are normally 
split up into small rutting companies 
in which individual bulls have rarely 
gathered as many as a dozen cows. 
All at once I thought of an answer. 

“Gene,” I said, “I’ll bet this so-and- 
so broke the antler off our playmate 
and stole all his gal friends.” 

“Could be,” he agreed. “He looks 
big enough to do it. How do you plan 
to stalk him?” 


he question didn’t have an easy an- 

swer. Caribou may be simply un- 
educated. More likely, however, these 
gorgeous beasts are probably just plain 
stupid. While deer, elk, and moose 
have learned to thrive close to civili- 
zation, caribou are often said to avoid 
all contact with man by migrating 
away from him. I wonder. Most of 
them, I think, have migrated to the 
great beyond after having been too 
curious about natives with rifles. 

In any case, most caribou believe 
nothing but their noses. Unless you've 
alarmed them, you can nearly always 
walk up for a 200-yard shot with no 
careful stalking whatever when the 
wind is in your favor. But you cannot 
count on this invariably. So I don’t 
like to take chances with an outstand- 
ing trophy, and with nothing in the 
muskeg to conceal us I didn’t want 
to go directly toward this bull. Here, 
as we faced the herd, the wind blew 
straight across from right to left. The 
terrain just beyond the caribou showed 
a series of bare little ridges. These 
would offer some cover if we ap- 
proached from the far side. We could 
get there unseen if we moved to our 
left and traveled in the timber which 
almost encircled the whole open space. 

First, we had to get rid of the bull 
with the broken antler. That was 
managed when I led the way into the 
woods and stopped. After crossing in 
front of us, he came back to where 
he caught our scent and then promptly 
romped off into the forest. Things 
went smoothiy from that point on. The 
herd was out of sight. In less than 
an hour we were almost opposite our 
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starting place and ready to move into 
the open across those grassy ridges 
toward where the caribou had been. As 
they were on their feet and feeding 
when we saw them last, I thought they 
had probably moved just a little. 

A few minutes later, easing up one 
ridge with Gene a couple of steps be- 
hind me, I looked over its top and 
spotted a cow lying down on the 
farther slope of the little dip between 
us. The wind, of course, was now 
coming from our left. This harem 
inmate was to the right of a line from 
us to where I thought the sultan him- 
self might be. If I kept going ahead, 
she would surely scent me. To make 
things worse, I saw another cow in 
the draw below her. 

What to do? When we were in the 
timber, apparently, the herd had drifted 
over to lie down among the ridges. The 
bull might now be quite close. If we 
backed away from the two cows to 
pass them on the downwind side, we 
would sacrifice the concealment the 
rolling terrain had given us. And if 
we alarmed them before the bull was 
in sight, the same ridges could easily 
cover his escape. 

“I’m going a short way to the left, 
then ‘straight on in,” I told Gene. 
“Those cows are bound to smell us, 
but I’m gambling on finding the bull 
before they mess things up.” 


his route took us to a bit higher 

ground. We looked over the nearer 
ridge to the one beyond it, and there 
we saw the tops of a pair of antlers. 
In a moment they slowly disappeared 
behind the crest. The tops were the 
only features of the bull’s head I hadn’t 
checked earlier, but on this occasion 
there’d been time to count four passably 
good points near the end of each beam. 
Added to the excellence of his other 
qualities, they were enough. From the 
nearer ridge, the range would be about 
200 yards. With never a doubt that a 
splendid head was mine for the taking, 
I went ahead for the kill. 

When I crossed the hollow, those 
downwind cows got to their feet and 
started to go. Hastening up the little 
slope, I knew I had to concentrate on 
placing my first bullet exactly, for 
there might be no second shot if the 
bull ducked behind the ridge. Fortun- 
ately, I wouldn’t have to worry about 
his head any longer, for I knew all 
about that. 

There he was! As he neared the top 
and turned almost broadside, I could 
even see his knees. I sat down. The 
scope-sight picket of my old Griffin & 
Howe .30/06 steadied on his shoulder, 
and when Gene came up to where he 
also saw that caribou, I was starting 
a careful trigger squeeze. 

In that instant, Gene said, “Wait!” 

May I never forget the lesson of the 
next few seconds. I had been a com- 
plete jackass, and only Gene’s timely 
word had saved me from filling my 
license with a nice, better-than-average 
bull I didn’t want. Looking at the 
whole animal, Gene had known instant- 
ly that it wasn’t the sultan we had 
seen before. This one, with the tops 
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Smart styling, rugged construction. Galvanized steel rivet- 
ed to welded frame. Installed or removed wit pd bolts. 
Perfect for sportsmen, campers, etc. Several sty 
sizes for every truck. Write for prices for your ‘tracks. 
Dealer er Invite: 


G-M SHEET SETA. MORKS 
9316 S. E. Foster and 66, Oregon 














Shrinks Hemorrhoids 
New Way Without Surgery 
Stops Itch - Relieves Pain 


For the first time science has found a 
new healing substance with the astonishing 
ability to shrink hemorrhoids and to relieve 
pain — without surgery. 

In case after case, while gently relieving 
pain, actual reduction (shrinkage) took place. 

Most amazing of all—results were so 
thorough that sufferers made astonishing 
statements like “Piles have ceased to be a 
problem!” 

The secret is a new healing substance 
(Bio-Dyne®)—discovery of a world-famous 
research institute. 

This substance is now available in sup- 
pository or ointment form under the name 
Preparation H®, Ask for it at all drug 
counters. 


|foundland trophy since 1951. 


carried a different head 
respects. I hadn’t even 
My attention had been fo- 
cused on the animal’s shoulder. Stupid 
as it may seem, the possibility of a 
second bull in this part of the basin 
had never occurred to me. So I felt 
| deeply grateful. 

We pushed ahead, then, and promptly 
|learned that the cows we’d scared 
| belonged to the bull I’d almost shot. 
|The big sultan and his large harem 
pone still upwind. They had trotted | 
| off when we spooked the others, but | 
| they soon doubled back and stopped | 


I'd checked, 
in all other 





| # 


within easy rifle range to look at us. | 


while 


E longer trigger happy, I saw that 
measure just about what I'd thought, 


| 


this bull’s massive rack would | 


| he carried only a single top point on | 


| each antler. He wouldn’t do. 
After we’d roamed around a little 


| more, it was time to head for camp. | 


| As we trudged across the muskegs 


and worked through some strips of | 


tangled forest, I felt let down. Think- | 


| ing 


again of how few record-class, | 


| Newfoundland trophies the recent sea- | 
| sons had produced, I may have been | 


beginning to wonder about the huge 
| bull I'd passed up the day before. 


Ws: were within half a mile of the} 


tent, marching through some open 
| marshland with Gene a step or two 
ahead of me, when he stopped. He’d 
spotted a bull caribou and four or five 
cows near the edge of the timber to our 
left. 
| “Not as wide a spread as some of 
| the others,” he noted. “How does he 
| look to you?” 
| The low sun was behind us as I 
raised the binoculars, then quickly 
lowered them. 


“This hunt is over,” I said. 





I had seen a pair of fantastic bez | 


| palms and a rack with a whole forest 


of points. Its other features were too 
good to need study. As the bull wasn’t 
more than 175 yards away, there was 
no reason to go closer. He was facing 
Wanting no blood stains 
on his beautiful white neck, I waited 
just long enough for him to turn a 
trifle and then squeezed off a 180-grain 
Silvertip. Although this sharply angled 


body shot would have been quickly | 


| fatal, it didn’t knock him over. An 
| instant later, when he turned a bit more, 
I finished him with another shot. 

My excitement grew with every step 
toward the downed animal. I’d wanted 
a trophy that typified the classic wood- 

|land characteristics, and here was a 
dream head in that respect. 
had counted 42 antler points, it hardly 
disturbed me to note that he’d broken 
off a couple of other ones. 

The more I examined him, the more 
delighted I felt. He would mark the 
17th different North American species 
represented by a record-class head in 
my collection. Much later, in New 
York, I learned that he’d cinch eighth 
place in the present record list, and it 
was clear that this was the finest New- 


Gene’s help, I’d come up with a proper 
caribou instead of a boo-boo. THE END 


When we) 


With | 


THE LITE 
EVERYONE WANTS! 








MODERN, ALL-NEW DELTA 





BATTERY 


America’s most wanted lite! Brilliant red 
flashing light on top for car emergencies. 
Nite-splitting spot beam for around the 
house, hunting and fishing. Handy rotary 
switch lets you “‘dial’’ the lite you need— 
spotlite, flashing red lite, or both together. 
Tripod legs permit level positioning on 
rough surfaces. Hang it or set it on the han- 
dle and point the spot beam where you 
need it. See the Starfire at your Dealer's! 


le & 


Hang it any- 
place. 


ATS 


Point the spot 
beam where you 
need it. 


Piercing spot 
lite. Brilliant 
flashing red lite. 


For 50 years Delta has been the leading manufacturer 
of quality electric lanterns. Select your next lantern 
from the many models made by Delta. 

Write for free Fisherman’s Calendar. 


De lt cree 


ye DELTA ELECTRIC COMPANY 
_ 321 W. 33rd Street, Marion, Indiana 
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of camp equipment are stoves, 

lanterns, and iceboxes. This 
popularity is easy to explain, for when 
such gear is functioning properly it 
makes camping a lot pleasanter. When 
it’s not working right, however, it can 
be more trouble than it’s worth. 

Sometimes, of course, there’s some- 
thing haywire in the equipment to be- 
gin with. But as I watch campers in 
action, I find that troublesome camp 
appliances are usually the result of 
improper care or failure to follow the 
operating instructions. I'd like to offer 
a few suggestions that may be helpful. 

A camp stove should preferably be 
used in a sheltered spot away from 
drafts and gusts. They rob it of heat, 
thereby boosting the time required to 
cook everything. Strong gusts can even 
blow out a burner’s flame. Many stoves 
are designed with a lid that forms a 
rear wind screen when opened. Sides 
may open to form additional protection. 
Such shielding also keeps hot grease 
from splattering afar. Incidentally, I 
like to spread a sheet of aluminum foil 
beneath the burners to catch drippings. 
Just whisk out the foil to get rid of the 
grease. 

Having your camp stove at the right 
height will make it more convenient 
and comfortable to work with. You can 
buy folding stands especially designed 
for camp stoves. You can use a box, a 
ledge, the tailgate of your station 
wagon, or one end of a camp table. 
Just be sure the stand is steady and 
level to prevent hot pots and pans from 
teetering and sliding. 


A MONG today’s most popular pieces 


Roast Grouse 


@ INGREDIENTS 


3 grouse, plucked and 
cleaned 

6 slices bacon 

celery leaves (or favor- 
ite stuffing) 


@ Preheat oven to 375°. Cover grouse 
breasts with bacon slices, two per bird. 
Shake pepper, seasoned salt, and pa- 
prika inside of birds and over exterior. 
If you’re not using stuffing, fill each 
bird with celery leaves and add 1 tsp. 





Stoves, Lanterns, Iceboxes 


The liquid fuel you pour into a gaso- 
line, alcohol, or kerosene stove must 
first be converted into a gas in a so- 
called generator unit, which is part of 
the stove. After conversion into a gas, 
the fuel burns with a hot, blue flame. 
Such conversion requires plenty of air 
about your stove, and proper pressure 
inside the fuel tank. It’s this pressure 
that forces the liquid fuel into the 
generator. 

In so-called pocket stoves, this pres- 
sure is produced by heating the tank in 
your hand to expand the air inside. 
This expansion forces a few drops of 
fuel out of a tiny hole in the burner unit 
where it is lighted with a match. 
Once lighted, the burner continues to 
draw fuel from the font and so keeps 
burning. If such a stove has been used 
and then extinguished, you may have 
trouble building up enough pressure 
with your hand heat to restart it. In 
this case, apply a lighted match to the 
bottom of the font until the first drops 
of fuel appear for lighting. Ignite these 
first drops at once, and heat tank no 
more! When filling small, hand-warmed 
tanks for pocket stoves, do not fill the 
font completely; leave a little air space 
so that hand heat can expand this air 
for pressure. 

Pressure in the larger stoves must be 
maintained another way all during 
burning to feed fuel to the burners. 
This is done with a built-in hand pump. 
When the roar of the blue flames begins 
to lessen, pump more air into the fuel 
tank. For efficient pressure building, 
follow the manufacturer’s directions 
exactly. 


3 tsp. butter (omit if 
using stuffing) 

4 tsp. paprika 

14, tsp. seasoned salt 

14 tsp. pepper 


butter per bird. (Omit leaves and but- 
ter if you use a regular bird stuffing.) 
Roast the birds uncovered in 375° 
oven for anywhere from 12 to 25 
minutes, depending on how well you 
want them done. 
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Turn the pump plunger knob to the 

left to unlock it, place your thumb over 
the hole in center of the plunger knob 
to seal in air, and work the plunger up 
and down until you feel pressure re- 
sisting your stroke. This may require 
about 30 strokes, and don’t forget to 
keep your thumb firmly over that little 
hole in the knob as you work the 
plunger. When back pressure makes 
pumping hard, turn plunger knob to 
the right at the bottom of a stroke to 
lock in pressure. As the fuel in the 
tank is used up, the amount of pump- 
ing required to keep up the air pressure 
must increase, for there’s more air 
space in the tank. 
: To keep pump in top working order 
put a drop or two of light oil into the 
hole of the cylinder cap where it says 
“oil,” once or twice during a summer, 
depending on how much you use the 
stove. This softens the leather part of 
the plunger so that it fits the inside of 
the cylinder tightly. 

If this leather dries out so badly that 
the pump doesn’t work efficiently, you 
can easily remove the plunger and 
soften the leather. With pliers or a 
screwdriver, take out the spring clip 
that holds on the cylinder cap. Pull out 
shaft of the plunger and apply several 
drops of oil (neat’s-foot is good) to 
the leather. Work the oil in until the 
leather softens, but don’t oversaturate. 
Replace plunger in the cylinder care- 
fully, and lock the cap in place again 
with the spring clip. 

If you have trouble lighting your 
gasoline stove, it may be that you have 
forgotten to turn the wire of the light- 
ing valve to the up position when you 
open the stove valve to light the burner. 
This wire must be turned up when you 
light the stove, and then—after one 
minute—turned down for best burning 
efficiency. It’s not a bad idea to Scotch- 
tape the manufacturer’s instructions 
inside the lid of your stove as-a re- 
minder. Many beginning campers for- 
get to do this operation in sequence, 
and then wonder why a stove doesn’t 
operate properly. 

Speaking of turning stove knobs, I 
wonder how long it will be before some 
manufacturer equips his camp stoves 
with a really large and suitable knob. 
I have suggested this to several, but so 
far their stoves still have the same 
little 1-in. knobs that are almost im- 
possible to turn with cold or slippery 
hands, and are even worse if you’re 
wearing gloves. A square or triangular 
knob would be far easier to grip; even 
a larger round one would help. 

If you find it difficult or inconvenient 
to pump up your stove or lantern, you 
may be interested in a little gadget 





FIREPLACE 


FIREPLACE 


guaranteed" for 20 years. 
Scientific design assures smoke- 
free — trouble-free operation. 
Circulates heat. Ideal for camps, 
basement rooms. At your build- 
ing material dealer. 


*Write for FREE poonter 
and GUARANTE 


VEGA INDUSTRIES, INC. 
> 193 E. Brighton Ave. 
Syracuse 5, New York 





| CO, cartridge. 


| or twice with a little gasoline. 





ace 


‘ONEIDA’ 
MOCCASIN 


| 


| 


that will do it for you with the aid of a 


15¢ each. 


Another unit, selling for about $4, | 


enables you to convert a gasoline stove 
into one that burns canned gas. This 
gadget weighs only a few ounces, re- 
places the liquid-fuel tank, and will 
take L/P gas cans instead. 

If you’re using a gasoline stove, it 
might be a good idea during the sum- 
mer to flush out your fuel tank once 
To do 
this, exhaust the pressure in the tank 


by turning back the filler cap. This [ 


releases the pressure along with a 
vapor of gasoline. 
this on either a stove or lantern, be 
sure there’s no open flame, spark, or 
cigarette nearby to touch off the vapor. 
After pressure is released, slosh the 
remaining fuel back and forth, and 
then dump it out in a safe place. 

If you’re using one of the little 
pocket stoves, release the pressure as 
soon as you blow out the gasoline 
flame. If, on the other hand, the little 
stove you’re using burns alcohol and is 
pressure-fed from a little font above 
the burner, don’t forget to open the 
filler cap on the tank before you try to 
light the burner, or the fuel won’t run 
down into the burner unit. Each camp 
stove has its own procedure, which 
must be followed for top performance. 


f food spills onto burners, clean it off 
as soon as convenient to prevent 
clogged burner openings. Remove any 
excess spilled grease; it’s a fire hazard. 
Keep any stove a safe distance from 
flammable materials such as tents, flys, 
dry leaves, or extra fuel. Extra fuel 
should be carried in sealable metal 


| cans, never in bottles or glass jugs. 


This cross-section shows how Russell's true | 
moccasin construction ‘‘cradles’’ the leather 
around your foot —for complete comfort 





Rounded 
Top 
No Sway 
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America’s Finest Pickup Coach 


Every deluxe feature for travel and living the 
coach oe be ah Fag ad trend of vacation tra avel 

L pick onstructed with 
heavy "E uge airt ones toe. “aluminum 
lated with silvercote and 1” fiberglass. Rounded con- 
tour roof . no sway. Toilet & showers optional. 

BEAUTIFULLY FINISHED HARDWOOD 
INTERIORS AT NEW LOW PRICES 
DEALERS INQUIRE 
2 FACTORIES 


Sport King Coaches, Inc. 


437 East Carson, Torrance 46, Calif. 


Double insu- 





|not test with a lighted match. 








146 Caldwell, Nampa, Idaho 








DON'T QUIT SMOKING 


.»- Before Giving My Pipe a Trial! 
New principle that contradicts every idea you've ever 
had about pipe smoking. I guarantee it to smoke cool 
and mild hour after hour, day after day, without rest 
without bite, bitterness or sludge. To prove it, I'll let 

‘ou try a new Carey Pipe. Send name — for WV, 
FREE complete trial offer. Write to: E. A. CARE 
1920 Sunnyside Ave., Dept. 208-CChicago 40, Mm: 


| be burning well. 


If your stove burns propane gas, 
make sure it has adequate shielding 
from winds. Some of the older pro- 


| pane stoves had no shields and they 


require an improvised windshield for 
top performance. The newer ones have 
shields and are well designed. When 
you’re cooking on windy days, check 
burners occasionally to be sure they’re 
still burning. 

When attaching gas cylinders to 
stoves, do not tighten connections with 
a wrench. Hand-tight is sufficient at 
all couplings. If you suspect leaks, do 
Use 
your nose, or apply soapy water to see 


| if bubbles appear. Be wary of crossing 


threads at any coupling. If a coupling 
turns hard, stop and check for cross- 
threading. If that’s the trouble, reset 
the coupling and turn slowly and firmly 
to recut original threads. 

At high altitudes your gas stove 
may not burn well due to lack of oxy- 
gen, but most gas appliances for camp- 
ing have an altitude adjustment where 
the tank tube joins the appliance by 
the valve knob. Open this air apper- 
ture wide if your stove doesn’t seem to 
In very cold weather, 
propane and L/P gas stoves and other 
appliances may not work too well. 
Warming the cans or cylinders may 


help to start them, but do not put them | 
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The unit sells for less | 
than $5 and the cartridges for about | 


So before you do | 


Canada : 


You can always\ 
he sure with 


MODEL NO. 664 


. battery mounted hand lamp with a qual- 
ity look and feel. Adjustable head—40,000 
candle-power sealed beam bulb—waterproof 
switches. Attaches to ° 
any standard 6-volt 
twin-pack battery. 

Beacon flashes in ver- , 
tical or horizontal 
position. 
MODEL NO. 666—Same as No. 664 
but without flashing beacon. 


Model No. 166—Standard electric hand lamp 
operates on one 6-volt lan- 
tern battery. Has all steel 
hinged battery case, sealed 
beam head. (Also available 
with flashing beacon— 
Model No. 164) 


See them at your dealer 


*% 
he 


No Finer Hand Lamps Made . . . Anywhere in the World 
1049 W. Hubbard St. 


U-C-LITE Mfg. Co. Chicago 22, Illinois 


Bernard Marks ac Co., Ltd., 32 Alcorn Ave. Toronto 3, Ont. 


wei, be 
me & CAMPING EQUIP. 


World’s largest selection, ev jing 
for the camper at Sensible Prices! 
Send 25¢ for NEW GIANT Tent & 

Camping equipment catalog-handbook 





10-19C 50th Ave., Long Island City 1, N.Y. 





| Performance- 
with 
GRAVELY 


Power! 


UNMATCHED PERFORMANCE at your 
command! Powerful 6.6 hp. Gravely Tractor 
mechanizes your lawn, garden, farm jobs... 
makes the toughest jobs easy. 

POWER to plow deep and easy . . . perfect 
seedbed in one operation. Change attachments, 
mow the toughest rough or the finest lawn. 
Choose from 30 job-proved tools! 

All-Gear Drive, power Reverse, optional 
electric starter. RIDE or walk to suit the job! 


Ask your authorized Gravely Sales and 
Service Dealer for FREE DEMONSTRA- 
TION. Or write for FREE 24-page ‘‘Power 

Vs. Drudgery” Booklet today! 
Installment Plan Available 


GRAVELY TRACTORS 
P.0. BOX 624-C DUNBAR, W. VA. 





Dr Grabow 


: Pre-Smoked 


PIPES 


Only Dr. Grabow pipes 
are mechanically pre- 
smoked with fine 
tobacco. Need no 
breaking - in. 

Sweet and cool 

from the 


first puff. ; 
r Viscount 


9. 


Others to £10. 
Imported Briar 


For Free Booklet Write 
Dr. Grabow Pre-Smoked 
Pipes « Greensboro, N.C. 











Cloth Shirt 


Looks and feels 
like high grade 
chamois leather. 
Will not shrink. 
More durable 
than wool. Mr. 
Bean personally 
uses this shirt on 
his fishing and 
hunting trips. 
Colors: Tan and 
Bright 
Sizes: 1444 to 
19. Price: $5.85 
Postpaid. Send 


; Ms Chamois 


Cat- 


and Free 
alog. 


L. L. Bean, Inc., 252 Main Street, Freeport, Maine 


Mfrs. Fishing and Camping Specialties 


| mantle, 
| brush the screen 


Red. | 








cant break! 


WORLD'S MOST DEPENDABLE SPORTSMAN’S AXE 


SHEATH 


@ Head and handle forged in one 
ie aN piece of fine tool steel. 
; a @ Genuine leather cushion grip 
sal lasts the life of the axe. 


PROSPECTOR'S . ] PICK 





— 


420 yy 


SHEATH $1.00 











“CAMP IN COMFORT" BOOK 

40 Photes .. . 64 instructive Pages 

$1.00 VALUE only 25¢ send coin, ne stamps 

ESTWING MFG. CO., DEPT, OL-3, ROCKFORD, ILL. 


YOUR HAROWARE DEALER FEATURES ESTWING TOOLS 
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|over an open flame. Hand warmth 
| may do the trick, or set the containers 
near a heat source such as a Car’s 
engine. If you set them near a camp- 
fire, place them only near enough to be 
warmed. Before you go on a trip, check 
manufacturer’s operating instructions 
and test out all new gear to be sure 
you know how to operate it properly. 

This advice applies to lanterns as 
well as to stoves. Lighting a lantern 
usually takes place after dark when 
it’s difficult to read instructions or see 
what you’re doing. Bungling even one 
point can make the difference between 
efficient and poor operation. For ex- 
ample, on many fine gasoline lanterns 
the instructions say to open the operat- 
ing valve wide—as far as the knob can 
be turned—as soon as the mantle ig- 
nites. This move is important, for it 
works a mechanism that prevents pres- 
sure from escaping. Campers who fail 
to do this must pump repeatedly to 
maintain pressure. Other campers 
using these fine lanterns fail to open 
the valve only one quarter of a turn 
before lighting the mantle. This, too, 





is important. 


f your mantle burns yellow, or black 

spots show on it, the air supply is 
clogged. Shut off the light, remove the 
and with an old toothbrush 
in the burner cap 
above the mantle. A few pine needles 
held together like a paint brush with 
the tips even make a fine emergency 
brush. Also check the lamp’s air-intake 
opening. Now install a new mantle, and 


| the lantern will burn fine. I find it very 


comforting to have an extra mantle or 
two along. Wrap them in metal foil 


| and tape the packet beneath the fuel 
| font where it 
| emergency. 


will be ready in an 

Before storing your lantern, rinse 
out the font with a little clean gasoline 
to remove stale gasoline. This treat- 


ment prevents old gasoline from sour- 


for free comple |ing and forming gum. Leave the cap 
| off until all gasoline evaporates. 


| If your lantern is burning properly, 

but the pressure keeps dropping and 
| you must do a lot of pumping, the 
pump may be leaking. Turn off the 
| lantern and allow it to cool. Then, with 
| pressure still in the tank, place the 
| lantern on its side with the end of the 
|pump in a dish of water. If bubbles 
|appear, you’ve found your trouble. 
| Your best bet then is to take the lamp 
to a manufacturer’s service dealer. If 
you can pinpoint the leak, emergency 
repairs can sometimes be made on the 
spot with adhesive tape or cement (a 
small tube is always handy in camp). 
Before making such emergency repairs, 
release the pressure. Give the repair a 
chance to seal the leak without pres- 
sure working against it. 

Lanterns burning gas rather than 
| gasoline are not very tricky to use; 
| just be sure valves and connections are 
tight. Never throw empty cylinders or 
cans into a fire. On all lanterns, keep 
globes and hoods clean and reflectors 
shiny. 

Camp lanterns, except for electric 
models, give off a great deal of heat, 





so don’t hang them near canvas or 
cloth. Don’t hang them close to ever- 
green boughs either. Keep in mind that 
if a lantern is hanging, its handle can 
get very hot. 

Since lighted heat from a lantern 
rises, you can safely use a lantern on 
the floor of a tent or a low box, but 
beware of hanging it from a pole too 
close to the tent material. A lantern 
will warm a tent by many degrees. 
Where light is not objectionable, a 
lantern will do a fine job as a heater. 
I recall one camper who made a sheet- 
metal cover for his lantern. It com- 
pletely covered the lantern, and had air 
holes near the bottom of the sides as 
well as some small ones in the flat top 
to let out the heat. It had a wire han- 
dle, and the whole thing folded flat for 
carrying. For a homemade affair it 
was a dandy. He could leave the 
lantern burning in the box all night for 
heat. The small amount of light escap- 
ing from the cover wasn’t enough to 
bother him. He set a piece of asbestos 
under the lantern and box to protect 
his tent floor, and of course he allowed 
for adequate tent ventilation. He said 
the only bad part of the arrangement 
was that the lantern handle got very 
hot. 

Along with your lantern and camp 
stove, your camp icebox also deserves 
a little consideration. Open it as 
seldom as possible and then close it as 
quickly as you can. A few moments 
with the top left open can make a great 
deal of difference in the temperature in- 
side a small icebox. Keep the box in the 
shade as much as possible and away 
from any heat source. 

Some campers tilt the box slightly 
and leave the draincock open so that 
melting ice water can drain off. Per- 
sonally I think that anything cold, even 
water, adds to the icebox’s efficiency. 
Besides, warm air can enter through a 
draincock. If water gets too deep the 
food can be raised on a metal shelf. 
Or you can avoid the problem by cool- 
ing with some of the commercial freeze 
liquids that are sealed in cans and 
can’t leak as they melt. 

You can also save trouble by freez- 
ing water in milk cartons, as I’ve men- 
tioned in previous columns. The com- 
mercial cans of liquid are claimed to 
last longer than ice, but I haven't 
tested them. I know from long use 
that water in cartons does last very 
well. Some campers put cake ice in a 
plastic bag to contain water as it 
gradually melts. 


Ke your icebox interior clean and 
spotless. Rinse it out and air it 
occasionally, particularly after food has 
spilled. Be sure not to put any cooked 
leftovers into your refrigerator until 
they’re as cool as you can get them, to 
save ice. 

Don’t wait until your ice is all gone 
before you get more. Chilling down an 
icebox, once it has warmed up takes 
plenty of ice in itself. By getting a new 
stock of ice before the old is entirely 
melted, you keep the icebox cold. If 
you haven’t enough room for all the 
new supply, put the extra in a wash- 





+» QUICK! Clean and polish with 
—- 3-IN-ONE. Nothing like a coat 

| of this famous oil before shoot- 
ing to keep guns in tip top 
condition. On sale everywhere. 


REGULAR - Oll SPRAY - ELECTRIC MOTOR 

















SOOTHES “OUTDOOR LIPS” 


Even the toughest outdoorsman 
has one vulnerable spot—his lips. 
Wind and weather roughen lips— 
‘Chap Stick’ soothes them fast! 
Medicated —“‘personalized.” Ameri- 
ca’sNo.1lipbalm. oyiy 35¢ cou. me 


Makes your lips feel great! 


FOR REAL CAMPING PLEASURE ! 





E-Z KAMPER provides year ‘round family fun for 
all outdoor activities. Sleep off the ground. Just 


3 minutes to set up. Roomy interior. Three mod- 
els available. Any compact car can pull. 
See Your Dealer or Write 


E-Z KAMPER, INC. @ Loyal, Wis. 











For true grace and beauty. These 
sturdy, well rooted 3 yr., 8” to 12” 
plants are ideal for background or 
hedge in sun or shade. Shear to de- 
sired height. Write for Free Evergreen Catalog 


| respond to varmint calls. 
| most consistent animals at some of our 
| stands are cottontails themselves. 
| the spring and summer, 





LOGGED SEWERS 


LEANED INSTANTLY 
ee nnn orn. 


RS a i itiii poy g8-c Lullieucee ao 





nks, U rinals, 
20 Ott. g he 
when air hits running 


ness. ar 3 ad 
side it for FREE BOOKLET or phone Kil- 
5-1702, Miller Sewer Rod, Dept. 


dare! 
4642 WN. Central Ave.. Chicago 30, it. 


| basin or pail, cover it with a wet cloth, | 
|and put it in the shade. 


Wet papers | 
will also protect surplus until it can be | 
put into the icebox. 

Covered containers in your eatin: | 
will help keep food in good shape, for 
they are resistant to temperature 
changes when the box is open. 


Keep foods that spoil most easily | 
close to the ice or at the bottom of the | 


box. - This includes uncooked meats, 


butter, and opened jars of such things | 


as salad dressing. Foods like cold cuts, 
bacon, eggs, and fresh-caught fish will 
keep pretty well on top. 

As you use your camp stove, lartern, 
and icebox on a few trips, you'll ‘earn 


| many additional tricks in getting the | 
| most out of them. Above all, follow the | 
| manufacturer’s instructions exactly for | 
| best operation. Write to the manufac- 
| turer’s customer-service department if 


you want more information. All such 
camp gear is designed for good service. 
Give it a chance, and it will deliver. 
—C. B. Colby. 
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(continued from page 10) 


In 


close that they seem to realize they’re 
protected by law and are safe at that 
time of year. 

You should carry a supply of flu-flus 
and throw-away arrows, because var- 
mint calling is about the only practical 
way for bowhunters to get in some 


| crow shooting. If there are any in the 


| vicinity of your blinds, they’ll swoop in 
| at once to investigate your call. Again, 
| camouflage clothes are helpful, as is a 


nearby tree with low branches on which | 


| the crows can perch. 

When you go on a big-game hunting | 
| trip, stow a varmint call in your | 
pocket. You never know when 
|come in handy. If you’re hunting in 
| Canada, you may have an opportunity 
to get a whack at a lynx. 

Dr. Edward Bowser is a Pennsyl- 


| vania bowhunter who treks to New- | 


foundland every year to hunt moose 
and caribou. 
bowmen, Dr. Bowser one year arrowed | 
|a bull moose on the second day of the 
hunt. While waiting for the others to 


| fill their licenses, he tried his luck on |} 
| | the big, 


bobtailed Canada lynx. He 
clobbered one too, and it was a real 
beauty. 

Last year 
| scene of the National Field Archery 
Association’s championship tourna- 
| ment, hundreds of bowmen were intro- 
duced to varmint calling. There were 


demonstrations by some world-cham- | 
pion callers, followed by the first na- | 


tional varmint-calling contest for 


bowhunters. The event was so success- | 


ful that the N.F.A.A. plans to make 
the contest a part of the national 
tournament every year.—G. Howard 
Gillelan. 


they come so | 


it’ll | 


One of a party of four | 


| Write today. No ob- 


at Grayling, Michigan, | 


MEN PAST 40 


Afflicted With Getting Up Nights, 
Pains in Back, Hips, Legs, 
Nervousness, Tiredness. 


If you are a victim of the above symp- 
toms, the trouble may be due to Gland- 
ular Inflammation. A constitutional Dis- 
ease for which it is futile for sufferers 
to try to treat themselves at home. 

To men of middle age or past this 
type of inflammation occurs frequently. 
It is accompanied by loss of physical 
vigor, graying of hair, forgetfulness and 
often increase in weight. Neglect of 
such Inflammation causes men to grow 
old before their time—premature senil- 
ity and possible incurable conditions. 

Most men, if treatment is taken in 
time, can be successfully NON-SURGI- 
CALLY treated for Glandular Inflam- 
mation. If the condition is aggravated 
by lack of treatment, surgery may be 
the only chance. 


BN NVON-SURG/CAL TREATMENTS 


The NON-SURGICAL New Type treat- 


| ments used at the Excelsior Medical 
| Clinic are the result of discoveries in 


recent years of new techniques and 


| drugs plus over 20 years research by 
One of the | 


scientific technologists and Doctors. 


Men from all walks of life and from 
over 1,000 communities have been suc- 
cessfully treated here at Excelsior 
Springs. They found soothing and com- 
forting relief and new health in life. 


RECTAL-COLON 
Are often associ- 
ated with Glandu- 
lar inflammation. 
These disorders, we 
can successfully 
treat for you, at 
the same time we 
treat Glandular In- 
flammation. 


REDUCIBLE 
HERNIA 


is also amenable to 
a painiess Non- 
Surgical treatment 
that we have de- 
veloped. Full de- 
tails of this treat- 
ment given in our 
Free Book. 


SRE 


ARE boon 





EXAMINATION 
AT LOW COST 


When you arrive 
here our Doctors who 
are experienced spe- 
cialists make a com- 
plete examination. 
Your condition is 
frankly explained 
and then you decide 
if you will take the 
treatments needed. 
Treatments are so 
mild hospitalization 
is not needed—a con- 
siderable saving in 
expense. 











Write Today For Our > 


The Excelsior Med- 
ical Clinic has pub- 
lished a New FREE 
Book that deals with 
diseases peculiar to 
men. It could prove 
of utmost importance 
to your future life. 


Tre btent 
of 
DISEASES 


16605008 say 
bs mma comme 
cree er ane te 


ligation 


EXCELSIOR 
MEDICAL CLINIC 
a Dept. B5951 
§ Excelsior Springs, Mo. 

Gentlemen: Kindly send me at once, your 
New FREE Book. | am interested in full 
information (Please Check Box) 


[] Hernia [) Rectal-Colon (] Clandular 
Inflammation 








NAME 
ADDRESS 
Pe iticialgntenitinion 
| ae 
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DOGS 


David 
Michael 
Duffey 


Three top English springer spaniels in 
the U.S. with their handlers. Left to 
right: Elmore C. Chick with F. T. Ch. 
Camac Samburg Sharpie, 2nd place; Mrs. 
Phillip D. Armour Jr. with F. T. Ch. 
Carswell Contessa, Ist place; and Dave 
Lorenz with Rivington Joe, 3rd place 


A perfect team. The 1960 champion and 
her handler at work on a land series 


Steve Studnicki reaches for a pheasant 
being brought back by Jordieland Micky 


4 “Sls eo? es ae ¢ Me 
Keen and stylish, this springer wastes 
no time retrieving a crippled pheasant 
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OUTDOOR LIFE 


Springer Spaniel 
Championship 


BLACK-AND-WHITE = springer 

spaniel bitch, whose love of re- 

trieving shot birds from water 
was as obvious as her desire to put 
upland game in the bag, won the 14th 
annual English springer spaniel nation- 
al championship field trial at Weldon 
Spring, Mo., in December. 

The 1960 national champion is F. T. 
Ch. Carswell Contessa, a keen-nosed, 
smooth-moving, and pinpoint-marking 
animal owned by the Armforth Ken- 
nels, Chicago, Ill. Her victory marked 
the fifth straight year the title went 
to a Midwestern dog. In capturing the 
crown, Tessa also heaped a flock of 
honors on her handler, Mrs. Philip D. 
Armour Jr., Chicago, Il. 

It was the first time an amateur has 
ever handled a dog to the national 
championship and the first time a wom- 
an ever turned the trick, though there 
probably are more capable woman 
handlers in the spaniel game than in 
any other phase of field trialing. The 
win also gave Mrs. Armour the rating 
of the trial’s best amateur handler. 

The little champion, just short of 
six years old when she won the title, 
was trained and has been handled by 
Steve Studnicki, Mokena, Ill., who pi- 
loted Armforth dogs to national crowns 
in 1950, 1953, and 1956. While much 
credit for her performance naturally 


accrues to her trainer, it shouldn't 
detract one bit from the plaudits Mrs. 
Armour earned. Handler and dog were 
a perfect team through the five land and 
two water series which are required 
to decide a national champ. Contessa 
turned in one of the steadiest, cleanest 
jobs in the history of the national, 
never putting a foot down wrong. 

To complement the instinct and the 
well-trained biddability which this dog 
displayed to the highest degree, Mrs. 
Armour handled her without error and 
without interfering with her letter- 
perfect beat of the upland cover. 

In addition, Contessa’s water entry 
and mark over water were outstanding. 
She hit the water with a prodigious 
leap and lined out to the shot pheasant 
without letting chop on the water dis- 
courage her. This sort of performance 
should encourage those springerites 
who seem to treat water work as some 
sort of necessary evil imposed on them 
by the rules. It should also spur them 
to do some diligent training in this 
phase of a spaniel’s work as long as 
the breed is touted for its versatility. 
Contessa’s enjoyment and ability in 
the aquatic side of her job was the 
frosting on a cake of stylish and ef- 
ficient land work. 

Only one spaniel, Meadowcourt Jill, 
owned by John Olin, East Alton, IIL, 





|and handled by Arthur R. (Ruffy) | 
| Eakin, Carversville, Pa., refused water. 
But others exhibited poor swimming 
ability, had to be cast several times, 
had to be handled to a simple retrieve, 
or failed to make clean delivery. Al- 
though many springer fanciers may 
be content with any kind of retrieve 


DOG OWNERS SAVE! 


Buy canine health products direct! 
TREAT YOUR DOG YOURSELF! 


We feature world famous Anchor products 


© Serums 
® Antibiotics 
© instruments 


® Vaccines 
® Drugs 
© Vitamins 


Protect Plants from Dog Damage 


Keep dogs, cats, and other animals where they be- 
long! Don’t take chances —get Sudbury Chaperone, 
nationally famous, extra potent. Prevent burn 
evergreens, ruined flowers, soiled lawns, spilled 

arbage cans. Harmless, humane, invisible— a little 
asts a long time! Comes in automatic pe | can, $4 
6-0z. size SUTDO R Chaperone postpaid only 
For y= yard or season supply, get big ocmeas 
Quart Can Chaperone with FREE sprayer, $3.9: 

indoor Chaperone protects furniture, ends soiled cush- 
ions, telltale hairs. Trains pets! Aerosol Can, only $1 

Money-Back Guarantee. Enclose $1 bills at our risk. 
CHAPERONE, Box 1343, Sudbury, Mass. 


YOUR CHOICE OF WORDING Top Grade Leather Dog Collar 
© 2 LETTERSPERLINE © tie 
3 LINES ( 1/3 Actual Size ) 


SOLID BRASS NAMEPLATES 
Precision made. Beautifully 
polished. FREE rivets. 

for $1.00, 15 for $3.00 














stays pliable. Cast 
%4” wide, Russet, FREE 


SILENT DOG WHISTLE 


Dog hears, Neighbors don’t 
nts 


ENGRAVED CHAIN COLLAR ‘),.°,! © 4 
Nickel plated. State size. snaps. 95¢ 
$1. ea., 3 for $2.75 





LEATHER 
LEAD 

Russet. 48” 
long. Swivel 

snap. 89¢€ 
NAIL TRIMMER 
Won't crack 
nails. Safe. In- 


$2.45 
Leather Safety Dog Collar j 
Cast buckle won't catch. Dog structions. 
can’t slip. %” wide. Russet. 
FREE nameplate. State size. LEWIS Mfaq. Co., Dept. OL-3 
$4.49 ea., 4 for $5.50 Howell, Mich. Free Catalog 
We pay postage. Satisfaction guaranteed 


IT haderedadeetndeghgtetteeteetn | 


§ K-9 BARRIER Pat. Pending. 





NEW . . . improved! TRANSFERABLE FROM ONE 
4 WAGON TO ANOTHER. instalis behind front or middie 
seat of all wagons by drilling tour holes. Adjustable 
§ steel tubing. Easily removed. 
Sold on money back guarantee. $29.95 P.P. 
State year & make of car. No C.O.D.’s 


L K-9 PRODUCTS, Box 12-L, Meadowbrook Pa. 











[BRING ‘EM BACK WITH, 


A PERSONALIZED TAG OR NAMEPLATE 





YOUR NAME AND 
ADDRESS. NAME OF 
DOG, PHONE NUMBER 
EYELET RE-INFORCED 
HOLE. STEEL HOOK 
TAG NO. 60 


LETTERS A LINE 
TAG NO 33 


S 
tS BRASS TAG NO. 33 
NICKEL PLATED BRASS 1.00 EA 35e Eo. 3 FOR 1.00 
ALLUSTRATIONS $5 ACTUAL SIZE FREE PRICE LIST TAGS ANDO 
7 THIS DOG BELONGS TO 
) 
. DOG'S NAME OR ANY 24 LETTERS J 








No. 5 BRASS OR ALUMINUM NAMEPLATE 
40 CENTS EACH. 3 FOR DOLLAR 


DOW MANUFACTURING COMPANY 
DEPT. OL-60, WEST LEBANON, N.H. 


~ OUTSTANDING 


Gun DOGS 


Hunters, I have a few well 
trained pointers & setters 
close, medium and wide 
rangers from 2 to 5 yrs. old, 
well trained, easy to han- 
dle, a pleasure to shoot over, 
priced reasonable, on trial 
Ray iy PUPPIES, 
sir y the great CUR- al D 477145, 
TAIN CALL, he by Ch. TY- —s Stu iee00” _ 

SON, combining the blood of NAT. Ch. Ait Pilot’s Sam on 
the Dam side. Offering several litters from proven regis- 
tered females for immediate shipment. Also have a limited 
number of fine setter puppies. Prices & information free 


Bill A. Moore Phone MA 5-3491 Sesser, Ill. 











so long as the dog eventually gets the 
bird back, it would be difficult to con- 
ceive of a national champion that is 
not proficient in water. The 1960 titlist 
caused Judges James Dodson, Barring- 
| ton, Ill., and Donald H. Shooter, Ar- 
| cadia, Calif., no worries on that score. 
While the Armforth win was popular 
with the gallery, Contessa wasn’t strict- 
|ly in a class by herself in the field of 
|41 dogs. No. 2 dog in the judges’ 
books was F. T. Ch. Camac Samburg 
Sharpie, a white and dark-liver male 
| owned by Ruxroy Kennels, Grosse 
| Pointe, Mich., and handled by Elmore 
| C, Chick, Lemont, Ill. Chick came as 
|close as a man can to handling four 
straight national winners. He blew the 
| whistle on the 1957-58-59 champions. 





ty 1959 the winner was E. W. Wun- 
| derlich’s F. T. Ch. Bracken-Bank 
| Tangle, from Joliet, Ill. The two years 
| previously he had scc a record with 
| 
Breckonhill Chip as the only American- 
bred springer to win the national crown 
two years in succession. Midwestern 
dogs have had a strangle hold on the 
title for five years. In 1956, Armforth 
Kennel’s F. T. Ch. Micklewood Scud, 
handled by Studnicki, won his second 
national title. Both the 1959 and 1960 
national champions are British-bred 
dogs. 

Sharpie, like many dogs trained and 
handled by Chick, beat his cover in 
;}an independent manner. In contrast 
with the almost stereotyped pattern 
followed by some of the other dogs, 
Sharpie’s more erratic beat has a 
spectator holding his breath for fear 
the boldness will edge the dog out of 
control. But it makes for an extremely 
interesting dog to watch. Being only 
three years old, Sharpie assures Ruxroy 
of a serious contender in years to come. 

The third-placer, Rivington Joe, 
owned by John T. Pirie Jr., Mundelein, 
Ill., is another relatively young dog, 
whelped in June, 1957. He showed 
flashes of positive brilliance under the 
| handling of David G. Lorenz, Barring- 
ton, Il. 

Two separate pieces of work by 
Rivington Joe will long be remembered. 
Sent for a long retrieve in the fourth 
land series, Joe had the misfortune to 
flush one bird on the way out and have 
a pair of birds flush from the immediate 
area in which the shot bird fell. Despite 
these heart-stopping distractions and 
| the distance between him and his 
|handler, Joe hupped on flush, went 
back, and picked up the shot bird with 
a minimum of handling. He established 
himself as probably the best-marking 





| fall seem easy. 
It might be helpful here to explain 
two words of gun-dog terminology: 


UPC 


FREE VETERINARY ADVICE 
Send today for free catalog 


DEPT A, 306 Cherokee St., 
St. Joseph, Mo. 








Ruxroy Kennel’s F. T. Ch. Staindrop | 





spaniel in the meet in the final land | 
series when he made a long, difficult | 


TRAIN 


YOUR DOG TO HUNT 


$1.25 ea. pp. 
e whistle only é 


5/ GUARANTEED <r) 
RESULTS 


. eo . 
Complete Training Kit 
Professional equipment necessary for 
effective training. Includes molded 
nylon dog whistle, canvas training 
dummy, 6-ft. leather training lead, spe- 
cial supply of concentrated live game 
scent, complete instructions for its use. 


$5.75 postpaid 
COMPLETE 


Beagle Kit complete with 6 months’ 
supply of real rabbit scent. 


Specify breed of 
sporting dog 


Retriever Kit complete with 6 
months’ supply of natural bird scent. 

Spaniel Kit complete with 6 months’ 
supply of natural pheasant scent, 

Bird Dog Kit for Pointers, Setters, 
Weimaraners. Complete with 6 
months’ supply of quail scent. 


Learn the Secrets of 
Professional Trainers 


Increase the effectiveness and value of your dog. 
Books By Leading Authorities. The finest in their 
field. Handsomely bound for permanent reference. 
TRAINING YOUR 
RETRIEVER 
James Lamb Free 


$5.00 pp. 


AMERICAN 
BEAGLING 
G. G. Black 
$5.00 pp. 
THE SPRINGER 


SPANIEL FOR 
SHOW OR FIELD 





TRAINING YOUR 

OWN BIRD DOG 

Maxwell Riddle Henry P. Davis 
$4.00 pp. $3.75 pp. 


Satisfaction guaranteed or your money refunded. 








SEND FOR FREE CATALOG 


40 pages of special equipment and 
supplies for sporting dogs, their own- 
ers and handlers. All items tested and 
proven by leading dog trainers 


Sporting Dog Equipment Co. 
1817 N. W. 18th Ave. 
Portiand “soa non cr] 
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Penn eT 


HOUSEBREAK 
YOUR DOG SAFE, 


National 


SURE WAY! 


Housebreaking 


and puppies ** 


tur 


re’s 


where you wish. 
less whiff and response is 


rops on new ape per, 


immediate. 
in box. 


Just sprinkle 
or on — 


given spot and your troubles are over. Only. 


BIRD DOG 
TRAINING SCENT 


NATIONAL BIRD DOG SCENTS 
develop dog's sense of smell. 
speeds up the whole training 
process. Sharpens field tr 
dogs 
Ist choice of trainers ever 
where. 
or Partridge. Two —— 
$3. Kennel size (1 


Ae os. 


Please specify: Pheanant, R 
Training age (4 0%.) 


fal 


improves trained mee: 


Duck Quail, Grouse. 


s in non 


Zz.) ° 
breakable bottle with squirt top appile ator & directions. 


“Trial size... 
A Hunting 
Dog “Must!” 


$1 (4 oz. size recommended for complete training. 


NATIONAL 
TRAIL SCENT 


Quickly trains dogs to trail 
on any- 


and 


Seent leaves a 
game T 


for Ovos- \ 
Squirrel, 

Mink, Deer, 

or: eens 


Av atten te 


Comes in nos breakable t 
Polyethylene bottle 
complete with instruc- 
tions spray or 
atomizer necessary.) 


BOTH TRAIL SCE 


desired game. 
fective, 
thousands. 


be ‘‘straight 
hing from skunk to coon. 
real live 


‘*fot Trail.’’ 


NATIONAL 
BREAKING SCENT 


Keeps dogs from being side 
Zz . 


racked and run un 
Humane, ef- 
recommended by 


NT & BREAKING 


SCENT COME IN TWO SIZES:* 


$3. 16 oz. 


4 oz. .... 


*Trial size... 
KEEPS PETS 
AWAY! 


National Dog Wick keeps 
pets from digging and elim- 
inating on your door step. 
grass, shrubs, etc pod 
wick does the trick 
lasts 10 times longer than 
or your money back. No 

ing either. 20 Wicks 


PROTECTS 
FEMALE DOGS 
DURING 
TRYING TIMES 


Dust your female with 
HEAT-X and she will never 
be bothered by frustrated 
anxious canine suitors 
Completely nullifies mating 
odor of female, 
out being a nuisance. Full 


ce 


PET VET is a scientific, 
septic 


for 
aun for 


healing, 
et. 


allows her to work on hunt with- 


? ete. 
prevents infection, 


10. 


Kennel size ... . 


$1 (4 oz. size recommended fer complete training.) 


STOP Sissi" 


ANYTHING on the market 


: $2. 


period protection. . 


FIRST AID 
FOR PETS 


anti. 
preparation 
Wonderful 


first aid 
dogs and cats. 
cuts, bites, scratches, 
Stops bleeding, promotes 
A ‘‘must’’ for any 


HEALS HUNTING DOG’S 
TENDER FEET 


World egg BLUE FOOT 


Aa application 
ed quickly. 4 oz. 


urease. ae ga protects 
is takes an 


in unbreakable 


AT LEADING DEALERS meyer 


FREE! Send today for 


tion’s top witters, 
hunters. Includes tips on t 
train a pup, secrets of trai 
hunting dog or bird dog, 
experts use scents in 
trapping and fishing Pp 
formation every sportsman 
know. (Regularly =e 

FREE for the asking 


PACIFIC COAST SCENT CO. 
10660 Stanford Ave., Garden 


Quan. 


To avoid col. 
Heat-X, etc.), 
Satisfaction guaranteed or 
immediately post 
item (emeest for 


be sure to state 
type (Trail. 


P 
ennel sizes). 


— ee eee 


your ‘on 
id. For Air 


24-page, illustrated b 


ty yrs igen a! “ergy stories and Grecian 
8 f the 


trainers a 


now 
ning a 


how the 
hunting, 


us in- 
_—— 
yours 


Grove 7, Calif. 


Gentlemen: Please rush me the following NATIONAL products: 


TOTAL 
kind of scent (coon. 
Bre: — 


ete.), 

ey back! § 
Mail, on, 
Sorry no COD 


| Marking means a dog’s ability to spot 
and remember the place the shot bird 
fell so he can get to it, pick it up, and 
return it to his handler with a minimum 
loss of time and disturbance of un- 
hunted game and-cover. Spaniels are 
taught to hup, which means to stop 
and sit on command and to hold that 
position until ordered out or called in 
by their handlers. This prevents chas- 
ing after missed birds, interference 
with another dog’s work, and possible 
loss of shooting opportunities. 

The number of young dogs entered 
in the trial was encouraging. The out- 
standing one was Julet’s Cindy, a 
bitch owned and handled by Julius 
Farkas, Pleasant Valley, N. Y. A mere 
baby at 20 months, she completed the 
entire trial and showed outstanding 
handling response in her second water 
retrieve. Farkas also qualified another 
dog just two months older than Cindy, 
Johnny Ringo, but lost him in the 
second series. Youngest dog in the 
trial was Joysam Dandy, owned and 
handled by another amateur, Walter 
Retzlaff, Milwaukee, Wis. Dandy was 
whelped April 10, 1959. Other dogs un- 
der two years of age at trial time were 
Armforth’s Micklewood Dan (Armforth 
Kennels-Studnicki) and Meadowcourt 
Jill (John Olin-Eakin). 

Springers just a bit over two years 
old at trial time were Burtree Scamp 
(Mr. and Mrs. John W. Buoy, La- 
Grange, Ill.-Chick); Buttonwood Hi-Vel 
(Jean Hutcheson, Greenwich, Conn.- 
Craig), and Belanston Buccaneer (J. 
W. Ritchie, Dayton, Ohio). 

In light of the complaint that spring- 
er spaniel field trialing has become a 
“professional’s game,” the 14 dogs— 
including the 1960 national champion 
—that were handled by amateurs is 
a good thing. 

Lorenz, Studnicki, Chick, Eakin, Lar- 
ry MacQueen, Pottersville, N. J.; Luke 
Medlin, LaGrangeville, N. Y.; Lewis 
R. Craig, Lebanon, Ohio, and P. L. 
Scales, Gridley, Kans., made up the 
crew of competent professionals. 

A record number of dogs, 63 in all, 

qualified for the 1960 trial, 10 more 
than ever before. Of the 43 dogs en- 
tered, 41 went to line. With young 
dogs coming into their own and more 
handlers competing with more dogs, 
it should mean that the quality of 
spaniel trials and field work will be 
high for years to come. 

One of the young dogs, Armforth’s 
Micklewood Dan, was the victim of 
a freak happening which would have 
been humorous in a training session 
but might have been tragic when set 
against the background of a national 
trial. In one of the two water tests, 
a shot pheasent towered into the air 
and, catching the wind, swung back 
and plummeted to the ground, glanc- 
ing off the dog and his handler, Steve 
Studnicki. Dan was taken off line and 
fortunately seemed unconcerned about 
the incident, completing his water re- 
trieve when recalled. 

Absent in 1960 was a fault a bit too 
prevalent in 1959—sloppy delivery to 
complete the retrieve. One of the marks 


140 





OUTDOOR LIFE 


HUNTERS 


a 


BEROL’S CALUMET 
Outstanding Gun Dog 
Whelped 3-25-59 
White, Liver and Ticked 
Male 


+250 


BEROL LODGE KENNELS 
375 Park Avenue, New York 22, N. Y. 
Chappaqua, N. Y., Blair Crowell, Mar. 


Office: 


Kennels: 


FLASH GREAT BEAGLE NEWS! 


Beagle Hounds Are Most Famous. P: 
ular and Amazing Performers on Rai 
bits and Pheasants. Get started on 
this most poretar ar sport of Beagling. 
oes a scribe to Beagle Hound 


oo fara, noone” 

bite end and Pb ee 

by E. A. Kopp, with over 40 nae or roy sperlence, Posi- 
tively Tnsures Against Gun-Shyness. Price only $1.00. No COD 
BEAGLE HOUND SPORTSMAN, Desk 0. Johnson rowing wis. 


He Barks! He No 0 Barks!! 
Anti-Bark Bridle 








eed wanted for. Price px 
Extra large Dogs over 6€ 


Send for FREE C 
WARNER PROD. CO., f 











Did you get the limit 
last season ? Buy from 
@ man who started 
hunting and training dogs before he was fourteen years 
old. Every dog sold on trial. Dogs of the hunting breeds. 
SQUIRREL ........... 
RABBIT . 

Ox 
10 DAYS TRIAL 
Write for literature containing terms of sale 


TENNESSEE RIVER KENNELS 
MONROE & SONS 


COON 
COMBINATION . 
SEMI-SILENT 








or KEY TAGS 


40- each 


actua lor $1.00 
NTITY PRICE—SAME stampa 
8 dar ‘$248 for $3—25 for $4—50 for $S 
aoe ON REQUEST 
P. Oo. 203L DEALERS 
WANTED 


SEASON OVER— 


All dogs go at 1/2- 
price. Several nice 
pointers and set- 
ters. Some regis- 
tered. Also 
coon and 
hounds. 


SUWANNEE RIVER 
KENNELS 
CHIEFLAND, 


cat, 7 il 


‘ 
Phone: 


SILENT DOG WHISTLE 


Train your dog with- 
out disturbing 
your neighbors 


FLORIDA HY 3-4436 





only $1.00 

postpaid 

REMITTANCE WITH ORDER 
OWEN SPECIALTY CO. 

Box 124, Waterloo 5, lowa 

















HUNTERS 


Be sure to see our sree 
catalogue of fine Coo 
Hounds, Fox Rabbit 
Hounds, — others. Very 
reasonable prices.Lengthy 
trial. Write: 


OKAW RIVER KENNEL 
Cowden C-1, Illinois 


AKC Fid. Ch. Oak Shadows 
SLOPPY JOE 


This sensational og 4 
stud is throwing show 

Len cy Pil with outs tanding field 
= — Live Litter of 


pups gui 
bed FREE r 
$100. 
Champion sired beagles— 
ps and stud service. 


OAK SHADOWS FARM, R#t, Kalamavon Mich: Phone FI 2-8682 

















WORLD’S 
LARGE mf 


SPORTSMEN esses 


Offers 500 Bird Dogs, sg Cooners, Com- 
bination Hounds, Beagle Hounds, Rabbit 
Hounds, Small Squirrel Dogs, Fox and Deer 
Hounds. Catalogue Free. 


SMOKEY MOUNTAIN KENNELS, Cleveland, Tenn. 














mal nd the LOUDEST VOICED Old 
junds the world has ever known. 

The TRUE Old Time, Heroic, lone-trail- 
cold- by ea § -eared Black- 


matchable puppies. 25c¢ for cir- 


culars. 


CLIFFORD H. MERRITT, Nichols, N. Y. R#2 





DOG COLLARS THAT ARE DIFFERENT 


Made from le: atner treated so it will always Leg oa soft snd 
prieric. COLLARS with heavy brass name plates, 4 lin EC 


E oy 3 — damon. Bens t ge Se nd for our Free 
unded if not eatisfied. 


KIEFER “AND "SON, 0 ‘917 H. St., Beimar, N. J. 


catalog. 


ANDREW wo. 





RAT TERRIER 
PUPPIE S| 


Rensename, small 
s. Nasorelcasiocs 


literature. 


KENNY’S KENNELS 
ST. JOHN 2 KANSAS 


KALMAR DANES 


These noble dogs are ideal 
guards and companions. atone 
on approval. Not expensive 
Write for pictures and monthly 
payment plan. 


8 Champions at Stud 
Kalmar Great Danes, Reg. 
Stone Mountain 5, Ga. 
Phone: Hickory 3-7325 


BEAGLES — A.K.C.Reg. 


Choice puppies sired by ‘‘Hilton’s Warfield 
Doctor’’. These are clean and healthy; bred 
for field trials, hunting and pets. Attractive 
appearance and affectionate disposition. Write 
or phone for prices and pedigrees. 


HILTON’S BEAGLE KENNELS 146 Newton Street 
Phone: OS 2-8389 FREDONIA, N. Y. 








largest magazine. 


devoted to 


Full of news about dogs and hunting, 
training and care. Official oraan of 
American Hound Assn. Send 30c for 
copy or $1.00 for 4 mo. subscription. 


FULL CRY, Box 190-OL, Sedalia, Mo 





HOUNDS 
Coon hounds, $75. Combination tree dogs $50. 
Cat dogs, $50. Well-started hounds, $35. Young 
untrained hounds, $25. Deer hounds, $40. Squirrel 
dogs, $40. Rabbit hounds, $30. 10 days trial. 
State kind of dog you are interested in. 


G. O. FAIRBANKS 
Magazine, Arkansas 

















A.K.C. GERMAN SHEPHERDS OF 
QUALITY, PUPPIES $50 & UP 
The ideal all around dog our 

strain makes excellent Renters 
one COCKER SPANIELS, $35 & UP 
anywhere and guarantee live 
healthy. delivery. Time payments. One 


year warranty. Write for further infor- 
_ mation. 


_ FAERIE DELL KENNELS 
Meshoppen 1 Pennsylvania 














| -CHIPSDALE LABRADORS 
| The Label of Quality 

PUPS + YOUNG STARTED DOGS - FEW TRAINED 
| CHIPSDALE KENNELS 


Rt. 1, Sycamore Road Grand Rapids, 
Phone: 2-2915 


Ohio 











lof a finished dog 


| 


caliber is a clean delivery and polished 
manners. While any judge of dogs | 
looks for natural ability rather than | 
mechanical perfection, some minor re- | 
finements prove that a dog’s inborn | 


ability and natural instincts can be 


|channeled into the course desired by | 


M ig R R iT T A 0 U N D $ | a trainer. They also indicate whether | 


| the trainer has done a meticulous job or 
is centent with a slipshod performance. 


| Deliveries for the most part were clean | 


and stylish, with handlers indicating no 
anxiety lest the degs fumble or lay 


| the birds down. 


The attrition rate for the previous 
year’s top dogs was high. Bracken- 
Bank Tangle, the defending champion, 
never came to the line. Because of a 


| disabling leg injury which had ham- 


| 


pered this great dog all year, owner 


| Ernie Wunderlich scratched him rather | 
| than have him appear at a disadvantage. | 


| 


| Gunnerhaven 


| as possible. 


Runner-up F. T. Ch. Ripples of | 
(Hutcheson-Medlin) was | 
dropped after the second series. Third- | 
| Placer Char-Ber-Der (R. E. French, 
| Gridley, Kans.-Scales) failed to mark | 
a bird in the first series. 


| 
| 
| 
| 
| 
| 
| 


wo things that can make or break a 
trial are gunning and the weather. | 
The 1960 guns had a good percentage, | 
killing cleanly and at good range and 
keeping each dog’s chances as uniform 
The cloudy weather was | 


| comfortably cool with no hint of rain, | 





| ableness. 


ducks, their 


| cise 


and scenting conditions were good. | 

Birds for the trial were top-notch. 
Strong flyers, expertly planted, they 
rocketed into the air before the dogs. |——————— 

The judges lost no time weeding out | 
dogs. They cut deeply after the first 
series, calling back only 31 dogs after 
one look. This was pared to 25 dogs to 
open the third land series, and 17 dogs | 
made it to the first water test. Then | 
the reduction rate slowed, and some | 
dogs that turned in no more distin- 
guished work than some of those 
dropped were carried along. Eleven 
dogs ran through the entire trial. 

Though the Busch Memorial Wildlife 
Area where the trial was held is large, 
continued use of the same course bor- 
dered on too much repetition, and in at | 
least one instance about 11 of the first | 
dogs to run had a downwind beat while 
the remaining dogs were worked back 
into the wind. 

Anyone who doubts claims of versa- | 
tility made by all springer fanciers | 
has only to watch a trial like the na- | 
tional to be convinced of their reason- | 
Here is a breed required in| 
its trials to seek and find the wiliest of | 
gamebirds, put them into the air within 
range of the gun, mark their fall, and 
return the dead or crippled game to} 
hand. While not required to retrieve | 
work on pheasants shot | 
over water approximates the bulk of 
waterfowl retrieving required of most 
hunting dogs. It assures that springers 
will go into water if an upland bird is 
dropped in a pond, river, or marsh. 

Tnen there must be added to this the 
marvelous control handlers must exer- | 
over their dogs. This includes | 
stopping them while they are hot on a 
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THE COLLAR DOGS CAN'T SLIP! 


New sliding buckle! Genuine leather! 








“BIG B”’ SAFETY COLLAR 


Worlkd’s safest collar! Easy for dog to get through 
fences, brush, ete. Solid brass round ring. Brass 
plated buckle. Capped rivets. Thousands in use. Free! 
Your name, address, phone no, on name plate riveted 
to every collar. Specify collar length or breed of dog 
Ideal gift for friends with dogs 


$1.75 each, 4 for $6.50 


Ga New 1961 Model 


All-Brass Name Plates 
Now 2%” x %”, strong, full round ends, no sharp 
points ot edges. Wording deeply imprinted by preci 
sion metal printer. Specify name, address, phone for 
printing. Rivets furnished free. for attaching with 


each name plate 
10 for $2, 30 for “ 


4 for $1, 


DOG TOE-NAIL 
DOG TRAINING 
certains METAL COLLAR 
Completely en; Chrome steel for 
to prevent split- Super strength. 
ting.Veterinary Teaches © 
y to ence. Used by 
2.69 professional doe 
trainers. -8 
Shipped t with i e over $2.50; less 
than $2. 50 add 25¢ for small order handling; or 
C.0.D. for amount due, plus postage and C.0.D. 
charges. 
Money back guarantee. You must be satisfied. 
FREE! New 48-page, two-color catalog. It’s loaded! 


BILL BOATMAN & COMPANY 
244 Maple St. Dept. 34 Bainbridge, Ohio 


Effective! Breaks 
barking habit. 
Leave on all day 
or State 


dering. 
each 
id 

















KEEPS MALE DOGS AWAY! 


Protects female dogs from male dog 
annoyance. You don’t have to keep your 
dog indoors or on a leash. Chaperone 
1-PUFF Doggie Powder is America’s 
best known dog repellent in a new, im- 
proved plastic squeeze bottle. Applied 
to back, flanks, and tail, its odor makes 
male dogs stay away. No distraction 
while hunting. Don’t put 
up with songs pups. 
6-oz. size C eroneg 
1-Puff Doggie Powde 
only $1.29. Order today! 

Send check or M.O. and 
we'll mail postpaid. 

Money-Back Guarantee. 
SUDBURY LABORATORY, 
Box 1344, Sudbury, Mass. 





Folder 
Gives 
Full 
Details 


“This door is fantastic in 
its simplicity & service- 
ability. | want another 
one for my ranch house 
in the mountains.” 
Denver, Colo. 


FlexPort PET DOOR 


Ends Door-Tending, Whining, Scratching 
pet? * 


- Gives and pet 
edom. Soft pl plastic triangles close 
gently and = Easily instatied. 
Send for free fol 


TUREN, Inc., Dept. OL-3 
2 Cottage Ave., Danvers, Mass. 














COLLAPSIBLE 


“KENNEL-AIRE”” 


SIZES FOR WAGONS, SHIPPING, 
SHOWS, CARS, KENNELS AND HOMES 


With complete line of accessories including groom- 
ing equipment. A strong, lightweight, inexpensive 
way to transport, ship, show and keep dogs. Finish 
not rub off on clothing or dogs. Made of 
high strength 12 gauge cadmium plated treated 
steel. Supports 800 lbs. Folds to 3” high. Money 
back guarantee. SAVE ‘4, FACTORY TO YOU. 


pieces MFG. CO., Dept. 7 


will 


Write for 
new FREE 861 Clayland St., St. Paul 4, Minn. 
folder Telephone Midway 4-6374 





Kills Fleas and“B.0” 


WHILE DOGS DOZE 


Rid your dog of fleas, lice, ticks! Swap his scratch- 
ing for restful sleep! Protect children from flea bites 
or snapping by tired, flea-harrassed pet. Its soft com- 
fort 4 | cedar aroma entices dog from chairs and 
rugs, ending soiled cushions, dog hairs and odors. 
Attractive plaid, mothproof. Has zipper to remove 

inner pad. 


Regular New 
15x 28in. $4.95 deLuxe 
Super Orlon-Acrilan 
28x36in. $6.98 soft, blanket fabric. 
King-Size 36x48 in.$12.90 Washable,stain resistant. 
Kitty Cootie Chaser—Companion fiea-killing bed for 
eats, Warm Orlon-Acrilan. Catnip arome entices pets 
off furniture, sweetens disposition, 14x18 in. $3.95. 


ORDER TODAY —We mail postpaid. 


CHAPERONE 5 0x3302, Sudbury, Mass. 





Does Your DOG COME 
WHEN CALLED 


SIT AND STAY ON COMMAND? 
If not, he POSITIVELY WILL and in ONLY A FEW 
DAYS, if you follow the NEW, S IMPLE SHORT-CUT 
procedure given in the booklet “TRAINING YOUR DOG 
TO COME WHEN CALLED.” Results UNBELIEVABLE! 
Order TODAY—NOW. Only $2.00. Send money with order to 
_GEO. _K. i. WILTON, Box _ 315-3, _Garden _City, 


Pr onan ‘Save 


FOR DOG COLLARS, KEY TAGS, STC. 
LIST OF MANY SIZES & SHAPES FREE 


SOLID BRASS WICKEL SILVER 

30c EACH» 4 FOR $1 | 40c EACH + 3 FOR $1 

10 FOR $2.00 | 8 FOR $2.00 

25 FOR $4.00 | 20 FOR $4.00 
WILL-RO PRODUCTS CO. 

P. ©. BOX 424 -OL HALIFAX, PA, 





TIONARY NEW 


A new medium duty spring actuated reel type 
leash that PERMANENTLY attaches to collar or 
harness. ALWAYS READY FOR INSTANT USE, 
just pull out to use, release when thru, red 
NYLON leash AUTOMATICALLY retracts 

back into small aluminum case. Wt. 

only 3 oz. The ULTIMATE IN 

CONVENIENCE and DISTINCTION 

Money back guarantee 

Order yours by MAIL 

today. 








OUTDOOR LIFE 


| running bird 


until handler and gun 


|can move up to within range, then 
| sending them on to get the bird; keep- 





ing a dog steady while, 40 yards away 
from the handler, another dog makes a 
retrieve, even though the shot bird may 
have dropped virtually in the honoring 
dog’s lap. 

These things, along with many others 
which constitute the personality and | 
work of the springer spaniel, would 
make any sportsman consider it a 
privilege to shoot over any of the dogs | 


|} that were put down in the national | 
| championship stake.— David Michael 


| behind a screen of low 


| could reach it easily. 


| Duffey. 





(continued from page 126) 
the way in we’d seen only a few doves, 
but I told Pat that she shouldn’t worry | 
about it. She wasn’t worried anyw ay, | 
except to warn me again that I had to} 
keep my foot elevated. 
The small valley was sliced by an 
eroded gully that had a few dribbles | 
of water puddled here and there in the 
bottom of it. The ground close to the | 
gully looked devastated and bare where | 
cattle had been tromping the weed | 
growth to get at the water. A flock of | 
domestic ducks and some white geese | 
complained and honked at us as they 
clattered away. I sat in the front seat 


| of the car and waited while Pat got 


our gear out of the car trunk. 

She got a folding chair and set it up 
brush. ‘Move 
it over so it faces away from the sun,” 
I yelled. 

I hobbled over and plunked myself | 
down in the chair. Pat propped up my | 
leg and went back to the car for the | 
rest of the gear. She set up the shell 
bag and placed my shotgun where I | 
I loaded it and 
watched critically as she arranged the 


| decoys we’d bought the afterncon be- | 


| fore. 


The decoys were what I was count- | 
ing on to get me some shooting. It 
was something new to me. Usually 


| the method we use for hunting doves is 


divided into a series of moves designed 
to put the shooter in the path of the 
birds during their daily travel schedule. 

A dove’s schedule each day usually 
runs something like this: They roost at | 
night, normally in low trees. Some- 


| time around sunup, after the sun has 
| warmed the air 
| from the roost to a seed patch. 
| seeds of weeds are preferred. Doves | 


a bit, the birds move | 


| 


The | 


| don’t feed on standing grain, and they 


won’t scratch for seeds below the sur- 
face. They prefer to take their seeds 


| from harvested crops and ripened weeds, 
| right off the ground. 


They fly from their roosts and re- 


| main in the seed patches until midmorn- 


'ing. Then they go after 


| high ‘weed patch. 


a drink of 
water. They seldom stay long at water. 
They sometimes go to a gravel patch 
and then fly leisurely to a patch of 
shade. The preferred shade is in a 
The birds doze and 


|laze around until midafternoon. They | 
| feed at dusk, go to a water hole, then 


| return to the roosting spots. 


If there’s a bunch of hunters, it’s pos- 


i ot A os PENS 


Sectional design, permanent 
rtable. Strong, rugged. 
e. Welded galvanized 


ng, Im- 


h yi 
fe en, rite for circular and prices. 


BRINKMAN MFG. 0., oun. 5 “i mat, 
Huntoon & Auburn R: in. 


LABRADORS 


BIGSTONE KENNELS, breeders of 6 Field Trial Cham- 

pions are reducing their breeding stock and will sell bred 
Sad open females at reduced prices. Some of these are 
daughters of Fid. & Natl. Field Champions bred to our 
good studs or by arrangement, bred to Field Champions. 
Most are trained hunting dogs. Big selection of puppies 
available at $40.00 and up, also puppies sired by Fld. Ch. 
Crowder & Fid. Ch. praindrep Ringleader. Some trained 
and started males at $100. ‘0 $350.00. For free price list 
and description, write 


BILL ROOK Beardsley, Minn. Phone 2201 or 3074. 











YELLOW LABRADOR PUPS 


Litter expected about JANUARY 28 


Fine YELLOW LABRADOR PUPS from Imp. 
Yellow Labrador female and English Imp. father. 
Six-generation registration with the finest blood- 


spits _,CHADWICK KENNELS 


Box opeka, Kansas 











GAME BREEDERS! 
DOG BREEDERS AND TRAINERS 
DOG ACCESSORY MFGRS. 


PUT YOUR NEXT ADS HERE . . . save AND sell 
in Outde or Life! Write me for order forms and ! 
full details our low oad rates. BUT HURRY! 
MARCH 20 is last day we can take your ad 
order for our big May issue of Outdoor Life. f 


Pete K. Rover, Ad. Mgr., DOG & KENNEL 
and Game Breeder Depts. 


OUTDOOR LIFE 


355 Lexington Ave., New York 17, N. Y. 








ee a a 


+ % RESTOCKING * x 





ne UNUSUAL PETS 


Geman MONKEYS! 
MONKEYS! 


And many other amazing pets. De- 

scented Skunks, Chipmunks, Par- 
rots, Prairie Dogs, Alligators, Ocelots—these to name 
just a few. Also larger Zoo animals. For $1.00 we 
will send you complete feeding and care instructions, 
price list, ete. Get out of the “Old ‘Rover’ habit’! 
Why not try our unusual pets? Our prices are reason- 
able. Order today. Live arrival guaranteed. 


PANACEA ZOOLOGICAL GARDENS, Dept. SD-1 
5103 Saraway Drive, Tallahassee, Florida 








Rte Ginn 
wroen “oot DUCK A HUNTING 
by ping natural foods 


he adhd. now for good shootisg ni 
son. Plant giant wild rice. wild Sore. 
d ito. Also carp- eaietns 


35 
aquatic food Sxpeenence, rite 
ind planting "advice. 
+ Winnebago Aquatic 
St.. Box 8. 


RAISE ANGORA OR NEW ZEALAND 
RABBITS on $500 month plan. 


You just can’t argue with success. 

This is it! System reveals everything. 
Plenty markets. Start small; grow quickly. 
Rig profits. We show you how. Get the 
eye- > <4 i it’s FREE. WRITE 


TOD. 
a RABB 


ITRY 
VERNON. O10 
EZ : ed or 5000” | 


HARDY ‘WISCON $IN TOCK 
5,000 DAY-OLD RINGNECK CHICKS 
y (also Jumbos) starting early May. 
We ship to every state. Pullorum clean. Lit- 
erature. 1,000 mature ag pheasants avail- 
able for shooting, relea " 
wild. Truck deliveries. 


tacts, 








Live oe ee ee — Adults. Large 
2: 


as Small Mouth Bass 


s. Live Delivery. 

Information and _ prices—10c. 
Also Aquatic plants and 
Water Lilies. 


zeTTs Fish. HATCHERIES 
waenes VAWinburn aie $357 











gana cae 4 rw Ascacatiog 


urebred an 
breed varieties, sexed or non- ~ xed; also 
Ducklings and Keets. Ma any varieties ma- 
fare fowls and hatching eggs; Chickens, 
jucks 5 ; i 


Stamps  aporauinad. 
Berry's Poultry Farm, Box 15, Clarinda, lowa 





SNO KING MINK 


For The Finest Selection Of Breeders Of 


OUTSTANDING SIZE—QUALITY—COLOR. 
Darks, Stewart & Dawn Pastels, Stewart & Royal 
Sapphires, Whites and the Citation Pearl Gapenioes. 
Also bred females for April ist delivery; GUA 
TEED to produce. All mink sold with SM ae 
money back guarantee, Send for my free booklet & 


price list. 
SNO KING MINK RANCH 
BRIGHAM CITY, UTAH 





QUAIL-PARTRIDGES 


Live delivery ae oo mages Quail $4.00 per pr., 5 
pr. minimum. oking orders for eggs: Seal $20 
per 100—Partridge $27.50 per 100, Fo Lamar, 
Mo. Quail dressed—quick frozen $26 per dozen 
delivered. Cash with order, please. Add 5% for 
postage on eggs. Send for FREE booklet. 


SHO-ME QUAILS, INC., &%2°% 








MAKE BIG MONEY 


raising either Chinchi)- 
las, Nutria, Guinea pigs, 
Rabbits, Mink or Pigeons 
for us. This is your big 
opportunity to get start- 


Send 25c for full infor- 

mation that explains ev- 

erything about the big proposition we have to offer you 
ENEY SROTHERS FARMS 

New Freedom, Pa. R. £2. Box #108 














also chipmunks. 
Sold throughout the world. re- 
tail and wholesale. Literature, 
prices and pictures 10c 


GREESON’S 
FLYING SQUIRREL RANCH 
905 N. Monroe St., Arlington, Va. 

European | distributor 


Kimbolton Read, Bedford, England. 


**The ng ig Flying Saeres 
Rai nm the Wor 





Lamar. Mo. 


FLYING SQUIRRELS _ 





GAME BIRD BREEDERS 
PHEASANT FANCIERS GAZETTE 


Explains Breeding, Hatching, Rearing & Sell- 
ing of Game Birds, Ornamental Fowl & 
Waterfowl, Practical, Instructive, Education- 
al & Entertaining. A Generously Illustrated 
Pictorial Monthly—$3.50 a year. 

GAZETTE, 1328 Allen Park Drive, OL: Salt Lake City 5, Utah 





PHEASANTS 


Now booking orders for rugged Pennsylvania Ring- 
neck chicks in lots of 25 to 10,000. Min. order 25 
for $10.00 postpaid with live delivery guaranteed. 
Write for prices on large lots. 

CROSS KEYS PHEASANTRY 
R. D. #2, Hollidaysburg, Penna., Phone OW-5-3063 





FOR 
STOCKING 


@ Fishing 


and Sportsman Club lakes, streams, farm 
y largemouth BASS—-BLUE GILLS— 


. truck 
delivery, or express! Write for literature and prices. Hints 
on weed control and fertilizing include: 


ROEDIGER FISH HATCHERY @ BOTKINS 3, OHIO 


| sible to get hunting all day long. If 


the hunters station themselves around 


|a feeding field for the morning flight | 


from the roost, the shooters on one | 
side of the field will get a crack at in- 
coming birds and those on the other 
will get shots at birds that decide to 
leave. If the field is big enough, many | 


| birds—especially at the first of the sea- | 


son when they haven’t been shot at| 
much—will land and start feeding. 
After the morning flight, when the 


| birds are settled down, the hunters can | 
| move into the field in groups of two 


| to four. 
|and those who are 


The hunters quarter the field | 
inside take the 
birds as they jump from the ground. 
Those around the fence get shooting as 
the birds are spooked. The shooters 


| around the edge of the field will often 
| turn the birds back for more shooting 
| by the hunters who are working over 
| the fields. It can be hilarious shooting, 


| because doves are 


usually the first | 


| bird of the season and the hunters | 


haven’t had a chance to tune up their 
shooting. And a dove is a hard bird 


| to hit. 


California has an annual dove kill of 


| 2,500,000. The national bag is around | 


| from natural causes during their first | 


20,000,000. In terms of shells shot and | 
birds killed, the dove is now the coun- | 
try’s most popular gamebird. 
It’s a good idea for hunters to crop} 
off these birds. Researchers have found | 
that around 80 percent of all doves die | 
| 

year whether or not hunters take them. 
Hunting pressure crops only a small | 
percentage of the total number of | 
birds. Actually, biologists say we don’t 
shoot enough doves. Too many doves, 
like a surplus of any game, can cause 


| the spread of devastating diseases and 


overgrazing of food supplies. 


hen the hunter is alone, his best bet 
is to try to station himself along | 
a flyway. Flyways can be found by 
watching the movements of the birds. 


| Most flyways will roughly follow con- 
| tours of the land. Doves will always 


fly between two rises in the ground, 
such as low or rolling hills. They | 
follow drainage ditches, stream beds, 


|}and brushy edges of planted fields. | 
| Birds that fly along the middle of open | 
| fields are almost always strays that | 
| have veered from flyways. 


| 
| 
| 
| 


After the morning flight, a lone 


| hunter can still get good shooting during 


the heat of the day by walking slowly | 


| through a weedy field where growth 


is at least knee height. If he returns 
to the flyway in late afternoon, he can 
get his share of shooting at birds 
traveling to roost, water, or for the 


| afternoon gravel supply. 


A hunter needs a lot of shells when | 


he goes dove hunting. A good shooter | 





| will average around three shells for | 


each downed bird. Four or more shots 
for each kill is closer to the national 
average. 

Doves aren’t sophisticated birds. 
Often they’ll pile into a field where | 
hunters are plainly visible. The main | 
item is not moving. The birds usually | 
ignore a stationary hunter. Weeds or 

(continued on page 148) 
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YOU “INSURE” 
PROFITS WHEN YOU 
INVEST IN A 

LEAHY INCUBATOR 


Here's Why: 


© “Service’’ to Hatcheries and Game Bird Breeders since 
1911, > 


hi ad 
°F 


* “Quality” material and work 

* *'18 models'’ to choose from. 

* “Testi ials’’ prove hatching up to 95% of fertile 
eggs. 

* “Priced’’ right; LEAHY did not raise prices this year. 

* ‘‘Fovorite’’ Circulation System; Exclusively LEAHY. 


¢ LEAHY Incubators, in use all over the world, are made 
of California Redwood. Several models may be used as a 
setting machine or hatcher. Also brooders and complete 
line of equipment to take care of your birds. 








Write for free catalogue 


LEAHY MANUFACTURING COMPANY 
Dept. M Higginsville, Mo. 





ATTRACT WILD DUCKS 


ALSO PHEASANT AND QUAIL 
PLANT LEGAL NATURAL FOODS 
IMPROVE FISHING 


Natural Foods will 
bring and hold sores 
numbers at your favorite 
hunting or fishing ground. 

Used successfully 65 


grown for the South, brackish 

kinds for the coast. Wild Rice, 

Wild Celery and many others adapted to 
all climates and waters, described in free 
illustrated book, Write, describe area, re- 
ceive expert planting advice and book. 


WM. O. COON, NATURALIST 


GAME FOOD NURSERIES 
P. O. Box 371-B Oshkosh, Wisconsin 














Z00 ANIMAL PETS 


DESCENTED | 
SKUNKS! 
Young or Adult 


Also Raccoons, Squirrels, Chipmunks, Ferrets, Hawks, 
Owls, Crows, Snakes, Alligi ii Monk 
i any other eo —— 

mats, for sale. Send us 


» Building Cages, « Double this amount re- 
d if you order animais. Send today——-30 Years 
in this Business! 
RAILS E 


_END Z00 + Dept.WO-3 + St. Stephen, S.C. | 

















BREEDING 
ape 


cost Quail and 
on . Breeding Pens 
—designed and man- 
ufactured for Quail 
Raisers by a Quail 
Raiser. Feed and wa- 
ter troughs outside of 

n. 


GEORGIA QUAIL 
FARM 


DEPT. O, P.O. BOX 152 
SAVANNAH, GEORGIA 


TE FOR PRICE: 








By planting Giant 
Rice, Wild Celery, 
and other LEGAL, 
r) URAL game foods. We sup 
wy ply a large variety of re for all conditions and 
localities. Foods GUARANTEED-TO-GROW, 
Also Upland Game foods for Pheasants and 
Quail. Write, deseribe area, for free booklet 
and expert planting advice that gets results. 
WILD LIFE NURSERIES 


John 3. 
P. 0. Box 399-4 


Lemberger 
Oshkosh, Wis. 














ALL OVER 


THE MAP 


Fishing - Vacationing ‘ Hunting 





ords 
d . Costs 
less than two lures, but more valuable than the tackle 
box. Only $2.00, M.O., Check, or C.0.D. ORDER GIFT 
COPIES. 
Order BASS FISHING—CONFIDENTIAL 
BOX 57, WELAKA, FLORIDA 
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BILL STERN, 


Dean of 
American 
Sportscasters, 


"Why settle for only 
2 weeks in FLORIDA 
when you can 

have forever?” 


~ "Enjoy all the pleasures that only a 
Florida vacation provides. No question 
about it—Florida’s great for a summer 
holiday, too; even greater to live in. 
And make it a holiday that will start 
you on a lifetime vacation—by visit- 
ing exciting CAPE CORAL, where it is 


Spring-time, holiday-time, carefree- 


time all year ‘round! See, with your 
own eyes, why thousands of American 
families have already invested over 
$22,000,000 in waterfront homesites 
there. For you, it could be the start of 
a never-ending vacation—each day, 
for the rest of your life, enjoying all 
the natural blessings that make Florida 
the world's playground!” 


See the difference 
CAPE CORAL 


can make in your future! 


@ CAPE CORAL challenges comparison! 

@ CAPE CORAL invites inspection! 

@ CAPE CORAL is offered and sold on 
merit alone for as little as 


s ? DOWN, 
PER MONTH 
if you cannot visit this 
“Waterfront Wonderland" 


TAKE ONE MINUTE 
TO PROVE CAPE CORAL 
iS FOR YOU! 


Send for your free copy of Fi CORAL 
THE CAPE CORAL STORY LORIDa} 
CHAMBER OF COMMERCE MEMBER 
Lee County ¢ Ft. Myers ¢ Dade County « Florida 
OPPOSITE FT 


ON THE CALOOSAHATCHEE RIVER MYERS 


4 Gulf Guaranty Land & Title Co., Dept. $96 | 

| Gulf Guaranty Bldg., Cape Coral, Florida l 
Please rush my FREE copy of 

y “The Cope Coral Story’’ in full color. 


AOD S5#@022 (AB) 
SN OR EN SE SE eS 


| chinook males under 20 


+ pena where the famous McKenzie 
River flows into the Willamette 
River near Coburg, Oreg., the Willam- 
ette becomes big water. From this point 
to far below Harrisburg on U. S. Rt. 99, 
float trips give wet-fly fishing for large 
cutthroats that sometimes is sensa- 
tional in early summer. The fish come 
shooting out from willow-edged slicks 
and from behind big boulders used to 
dike the river banks. Mixed bags of 
trout, bass, and panfish can be had 
by entering the sloughs. 

By the time the Santiam River 
mouth is reached, more species are 
added. The Willamette widens, is slower, 
and there are crappies, warmouths, 
yellow perch, and pumpkinseeds. You’re 
within the range of the steelhead also, 
and from here downstream to the Co- 
lumbia River these fish come into the 
larger tributaries. The cutthroat rivers 
—Tualatin, Calapooya, Pudding, and 
Molalla—increase the flowage. Below 
Oregon City falls is the mouth of the 
Clackamas, a popular trout, salmon, 
and steelhead river. Sport-fishing boats 
anchor side by side in the middle of 
the Willamette at the height of the 
spring chinook salmon run in March 
and April. Jack salmon—immature 
in.—sea-run 
cutthroats, and steelheads are caught 
in tributaries below Oregon City in 
winter months. 





| fish congregate there 
| Oregon City also is the legal upstream 


May is shad month below the falls, 
and these increasingly popular game- 
in thousands. 


boundary of white sturgeon. These 
giant fish are usually caught with salt- 
water tackle in deep holes with dead 
smelt, lampreys, or night crawlers as 
bait. 

Besides gamefish, the lower river 
has its share of rough fish. Big carp 
|are in the lower river backwaters. 
There are white suckers to 20 in. in 
the main stream. The predatory, pike- 
like squawfish may take anything from 
a bass plug to the tiniest dry fly, and 
commonly the fish reaches 24 in. or 
more. Another minnow resembling the 
Eastern fallfish attains a length of 20 
in. and takes flies readily. The first 
powerful surge of any of these min- 
nows will fool you into believing you've 
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OUTDOOR LIFE 


WHERE TO GO 


with P. A. Parsons 


hooked a gamefish. There’s always fish 
to be caught in the Willamette River; 
it has about everything.—Don W. Mur- 
phey. 


Winnipeg River 


ying 250 miles northwest of Interna- 
tional Falls, Minn., and 200 miles 
northeast of Pembina, North Dakota, is 
the Winnipeg River, with 30 narrow 
gorges and waterfalls. Its wider 
reaches form a series of lovely lakes— 
Nutimik, Dorothy, Eleanor, Margaret, 
Sylvia, and Natalie. Eventually it joins 
Lake Winnipeg at Traverse Bay. It 
offers a variety of fishing waters—fast, 
placid lakes, and quiet bays. 

Northern pike are very plentiful— 
5-lb. to 10-lb. fish are common, and 
25-lb. lunkers are a daily catch. Wall- 
eyes go up to 8 lb. and more. Small- 
mouth bass average 3 lb. and many go 
to 8 lb. 

About 20 modern motels and hunting 
and fishing lodges are located along 
the river, most of them on main high- 
ways which parallel the river. Some 
may be reached only by air or by water 
from nearby points. There are also 
government-operated camping and pic- 
nic grounds. 


Bermuda Fishing 


| 8 yptarsnengs is a 22-mile-long island chain 
lying in the Atlantic, shaped like 
a big fish hook. The reef area, rich in 
many different kinds of fishes, covers 
more than 300 square miles. Bermuda 
claims more species of shore and ocean 
fish than any other spot in the world. 
Scientists have counted 335 varieties 
caught along its reefs, and 267 in the 
open sea. During the past two years, 
anglers have caught fish here which 
have set 24 world records. 

You can enjoy various types of an- 
gling—from dock or beach, surf or 
reef, or troll for big gamefish at sea. 
The fishing is both convenient and in- 
expensive. As the island chain is no 
more than a mile wide at any point, 
you’re always within walking distance 
of good fishing. 

On the reefs are groupers and rock- 
fish, as well as yellowtails, bonito, 





On U.S. Route 66 — Only 39 Miles from America’s 7th Fastest Growing City 
_ ALBUQUERQUE, NEW MEXICO . ee 


An Acre of Your Own in 


__ THE VALLEY F THE ESTANCIA 


eas CR aige 


FULL "ACRE 


ben PRICE * 395 2 


io OO. SS 


Suddenly — almost without warning — the land boom is on in New Mexico. All at 
once Americans have-discovered the ‘Land of Enchantment’. . . and homes and ranch- 
ettes are springing up on lush verdant tracts which until now were enormous ranches. 

And especially is this true of the lovely valleys surrounding Albuquerque, the queen 
of New Mexico. This exciting city is bursting at the seams and homes are spilling out 
in all directions. Albuquerque has become America’s ‘7th fastest growing city” — and 
is picking up speed at an astounding tempo. 

Astounding? Please consider: In 1940 Albuquerque had less than 36,000 people. 
By 1950 it had soared to 97,000. And in the last 10 years it has rocketed to more 
than 260,000! 

There are so many reasons for this fantastic rate of growth. Nowhere in America 
is there land more beautiful than the rich valleys that rim Albuquerque. The climate 
is possibly without equal in all of America a summertime of baimy sunny days” 
and bracing nights — blanket-sleeping nights; and in the winter equally sunny days* — 
shirt-sleeve weather. Health? This is a region whose mildness and purity of climate 
have given new life to people from all parts of our land where, in respiratory ail- 
ments alone, thousands of cures have been miraculously achieved by the mild weather, 
the dry air, the abundant sunshine, the low humidity. In the words of the Encyclopedia 
Brittanica the Albuquerque region is “a health resort’! And what about sports, enter- 
tainment, activities, opportunity? In the lofty close-by mountains are fishing, swim- 
ming, hunting. Skiers wear shorts. Golf is played the year ‘round. Albuquerque itself 
is crammed with magnificent shops, theatres, churches, schools — including the Uni 
versity of New Mexico with 7000 enrolled students, bright new college buildings and 
modern football stadium. Albuquerque has the 5th busiest airport in the United States 
Its industry and employment potential are boundless. Its 3 television channels and 9 
radio stations, its opportunties in land ownership, jobs, small business; its sunniness, 
its freshness and sparkle — all of these mark the personality of a great city 

The wonder is not that Albuquerque is growing so rapidly. The wonder is that one 
can still buy a lovely piece of land close to the city at so low a price as $395 an acre! 
All you have to do is to take a look at the six cities which in all of America have grown 
even faster than Albuquerque. What would you have to pay for an acre of comparable 
land only 39 miles from their shops and theaters? 


Cost Per Acre of 
Comparable Land 
39 Miles from 
Downtown 
$2,500 — $ 5,000 
$3,500 — $ 7,000 
$1,500 — $ 3,000 
$5,000 — $10,000 

$2,000 
$4,000 — $ 8,000 
$395 (valley of 
The Estancia 
Ranchettes) 


* Last year for example, there were only 8 days that were not sunny. 


CENTRAL CITY) 


(THESE FIGURES INCLUDE OUTSIDE 


Rate of Rise 
Population 1950-1960 


639,615 120.1% 
652,032 96.5 
262,139 85.6 
917,851 85.4 
500,719 80.7 
1,003,522 80.2 
260,318 78.7 


. San Jose, Calif. 
Phoenix, Arizona 
Tucson, Arizona 
Miami, Florida 
Sacramento, Cali. 

. San Diego, Cal. 

. Albuquerque, N. M. 


‘DOWN 


ONLY 
“$10 2 A MONTH | 


—a Sy: cele ie EE ee 

These statistics are eye-openers, arent they? Yet real estate men are saying that 
the prices you have just read will soon apply to the Albuquerque region! 

And as lovely and luxuriant an area as Albuquerque can boast is The Valley of the 
Estancia Ranchettes. Rimmed by mountains, lying flush alongside the most important 
highway in the West, Route 66, and only 39 miles from Albuquerque, The Valley of 
the Estancia Ranchettes is the essence of the enchanting Southwest. Please read this 
carefully! The Valiey of the Estancia Ranchettes are not barren desert tracts. They are 
lush and green! Water waits to be tapped. The soil is so fertile as to bear fruit trees 
and truck gardens. Our Route 66 neighbors frame the landscape with their low modern 
ranchettes, homes, motels. Our next door neighbor is the famed $200,000 Longhorn 
Museum of the Old West Oh yes, this is a very lovely land 

As our headline says, an acre in our beautiful VALLEY OF THE ESTANCIA RANCH- 
ETTES costs $395 complete! And the terms are $10 down and $10 a month per acre. 
That's it — no extras, no hidden additional costs. You may reserve as many acres as 
you wish. AND YOU TAKE NO RISK IN SENDING YOUR $10 TO RESERVE YOUR ONE ACRE 
RANCHETTE SITE. Your $10 reserves an acre for you, but you have the unqualified right 
to change your mind. As soon as we receive your reservation we will send you your 
Purchase Agreement and Property Owner's Kit. The package will show you exactly 
where your property is and will include full maps, photographs and complete informa- 
tion about your property. Other maps will show you nearby Arizona — even old Mexico 
itself, 250 miles away. You may havea full 30 day period to go through this fascinating 
portfolio, check our references, talk it over with your family. If during that time you 
should wish to change your mind (and you don’t have to give a reason either) your 
reservation deposit will be instantly refunded. (ALBUQUERQUE BANK REFERENCES 

Experienced realtors think that the Albuquerque area presents the most exciting 
acreage buy in America. On the outskirts of the city, land is now going for $5000 to 
$6000 an acre. One day soon the Valley of the Estancia Ranchettes could be a suburb 
of Albuquerque. Act now. You'll be forever grateful that you did 
~ 


VALLEY OF THE ESTANCIA RANCHETTES 
Dept. L-10A 
2316 CENTRAL S.E., ALBUQUERQUE, NEW MEXICO 


| 
| 
| 
Gentiemen: | wish to reserve acres in the VALLEY OF THE 
| ESTANCIA RANCHETTES. | enclose a deposit of $ Please send 
deposit of $10 for each $395 acre you reserve.) Please rush complete details, 
| including my Purchaser's Agreement, Property Owner's Kit, maps, photo- 
graphs, and all data. It is strictly understood that | may change my mind 
| within 30 days for any reason and that my deposit will be fully and 
instantly refunded if | do 


Name 


| 
| 
| Address 
| 
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U.S.A. (cont.) 
OVER 


100,00 
* 





Square 
Feet 

















-HH 


FLORIDA 


COLLIER COUNTY— 58 MILES WEST OF MIAMI 


QNCRES “4 vow 


$395 FULL PRICE (Less than Ye per square foot) 











® Neclosing cost e No interest 


No Taxes ‘til Paid © 30 day money back 
guarantee 


Buying land cheap, holding it 
and selling it when progress 
moves in—has made money 
beyond expectations for thou- 
sonds of small investors. Such 
is the land now offered in Collier 
County — unimproved — un- 
developed, the way it should 
be. As Florida. grows, land must 
become scarce ond prices will 
respond accordingly. It mokes 
good sense to get in the 
ground floor ond invest when 
prices ore low. Don't be a | 
“Wish-l-Hadda” act now! | 


#AD60058 
| 


A es SE FE SES Ee Ee at eS 
Priorida Land of Sun, Inc. OL- 

i 927 Lincoln Road Miami Beach 39, Florida | | 
| Enclosed find deposit. 


Please send map, contract and brochure on my 


$1 down 


COLLIER 
COUNTY 





2% acres for $395, $10 mo. 


i Street 


| City. Zone... .State. 


MEMBER: MIAMI BEACH CHAMBER OF COMMERCE 
LK 


DRIFTWOOD COVE 


ON BIG LAKE GEORGE 
The Finest Black Bass 
Fishing In The State 


Overlooking Drayton Island at the junction 
of Big Lake George and the St. Johns River 
and just a short boat ride to the Ocala Nat’! 
Forest and Salt Springs lies this beautiful 
tract of land expertly divided into lots keep- 
ing in mind and preserving the original 
natural beauty. There have been separate 
areas reserved for mobile homes, week- 
enders and permanent homesites with sen- 
sible restrictions for your protection. Water- 
front lots where you can step off your porch 
into your boat from $995. Waterview lots 
with boat basin privileges from $495. Any 
can be purchased with 10% down and 
balance over 5 years. All utilities available. 


TANNER-CARLIN COMPANY 


Box 490, Palatka, Fla. EAST 5-2081/5-3588. 














south-central 


‘A Firstamerica 


mackerel, 


gray snappers, and amber- | 


jacks. Boats can be chartered for reef 


fishing for $30 a day, the price includ- 
ing all bait and tackle. These boats ac- 
commodate up to four persons. White 
marlin, wahoo, dolphin, Allison tuna, 
and blackfin tuna are taken by trolling 
out at sea. A full day’s charter for this 
fishing costs $60, with six persons com- 
fortably accommodated. This charge 
includes bait and tackle. 

For all needed information, write to 
The Fishing Information 
Hamilton, Bermuda. 


Bull Shoals Lake 


reated on the famous White River 
in north-central Arkansas and 
Missouri in 1952, Bull 
Shoals Lake has earned the reputation 


C 





| 
| 
| 
| 


Bureau, | 





of being one of the finest bass lakes in | 


the United States. 


It has an area of | 


111.28 square miles, with a shoreline of | 


1,050 miles. 


This huge deep-blue lake set among | 


pine and oak-covered hills is loaded 
with lunker black bass. Fish run as 
large as 12 lb. and 8 and 10-pounders 
are common. 

The water is very deep, but there are 
many coves in which bass hit during 
spring and fall in the shady shallows. 
Year round, however, most lunkers are 
caught off the rocky points. The best 
lure to get the big ones is a jig, usually 
with a black artificial eel attached, 
though other colors will do. Experi- 
enced Bull Shoals fishermen anchor 
at a depth of about 50 ft. off a rocky 


( NOW..vou cin 
INVEST IN 


FLORIDA'S 


“FAST-GROWTH” AREA! 


Unusual opportunity to acquire prime, 
raw, undeveloped acreage in Florida's 


SILVER CIRCLE of the ‘60's 


heart of the nation’s missile program 
and of Florida’s mushrooming elec- 
tronics industry! 


1% -ACRE TRACTS, ‘695 
$5 DOWN, $5 Monthly 


- just write for FREE brochure! 





only 
Send no money 








e the Sass hang le 
ati 


ORANGE 
COUNTY 


development 
corporation 


1939 HARRISON ST., HOLLYWOOD, FLORIDA 


dept. $10 | 


| | Please send FREE brochure on Orange County sen 
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City 


} 
| 
| 
| 
| 
| 
| 
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LIVE LONGER, BETTER, FOR LESS 


.» FLORIDA 


At Beautiful Highlands Park Estates 





On one of Florida's 
largest lakes, 84 sq. 
mile Highlands Lake 
(Lake Istokpoga) in 
the high ridge section 
of Central Florida, 16 
miles to Sebring. Finest 
fishing and hunting at 
hand. Free lakefront 
community beaches, 
parks, boating, fishing 
piers for exclusive use 
by purchasers. Homes 
from $6950. Get FREE 


color brochures, house 
lans; | e FREE BOATING AND 
help. an *- FISHING PIERS 


nance, build your low cost retirement or 
vacation home. MAIL COUPON TODAY! 


1 Florida Realty Bureau, inc., Dept. G23 
| 520 N.E. 79th St., Miami, Fia.. 

' Please send full Information 

' Name 


' Address 


FULL 14 ACRE 
HOMESITES 
75‘ x 150’ 


FULL 
from $595 PRICE 
Only 510 Down Month 

MONEY BACK GUARANTEE 
e FREE INSTALLMENT 
INSURANCE 
e FREE WARRANTY 


DEED 
e FREE EXCHANGE 
PRIVILEGES 
e FREE BEACHES 
AND PARKS 
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RENT THIS 


River Queen Cruising Houseboat 
For a different vacation, enjoy a 34’ home on 
water by the week or month. Fish, hunt, swim, 
shell, cruise when and where you choose. Sleeps 
6. Write now for details and early booking. 


Box OL 
agabon 
9 ‘. Yacht Basin 
Oyages Ft. Myers, 
Florida 


OF FLORIDA, INC. 














Ideal For Family Vacations 
Modern, Year-round Fishing Resort 
Air Conditioned & Heated Cottages 
Restavrant—Trailer Park 
SWIMMING POOL 
Boats-Mofors-Guides-Etc. 


ORMAND'S JUNGLE DEN 





FLORIDA'S FINEST FRESH WATER FISHING 
on St. Johns River Between Lakes George and Dexter. 
Famous for Black Bass, Crappie, Bream, etc. 

Phone PIERSON Fila. 749- pn 


P. O. Box 86 ‘OR, FLA. 





NO MONEY DOWN! 


FlOrida sss: 


SITES 

$395 
Lovely % acre sites in Central Florida hills, 
lake, grove area $395, no money down, 
$10 a month ¢ Suburb of Ocala, high and 
dry « Roads, utilities « 22 miles to Gulf 
Coast « Fish, hunt e¢ Invest or retire. 
FREE color folder « Write Dept. 616-E 
Rainbow Park, Box 521, Ocala, Fla. 





point, then cast jig and eel toward the 
point, allowing the lure to sink to bot- 
tom. The angler then works the eel 
slowly along bottom and, when a bass 
strikes, feeds out line, giving the fish 
time to swallow before setting the hook. 

Night fishing this way is especially 
productive. But during mild seasons, 
surface lures fished in the shallows, 
close to the button willows and near 
rocks, also take lunkers. Many bass 
are caught by casting into spots where 
they’re feeding on shad minnows. 

Accommodations? A report issued 
by the U. S. Engineers shows that there 
are over 200 resorts, cottage camps, 
lodges, and hotels, and more than 50 
restaurants. Many of these accommo- 
dations are really plush, with air-con- 
ditioned cabins, television, swimming 
pools, and fine dining rooms. Boat, 
motor, guide, and bait services are 
available. 

Bull Shoals fishermen will find other 
fine fishing not far away. Just a few 
miles distant is Norfork Lake, on the 
North Fork of the White River. This 
is another big lake, and its record bass 
to date is one of 12 lb. 7 oz. For some 
50 miles downstream from the dams on 
these lakes is big-trout water. Plenty 
of big rainbows have been caught in 
the fast, cold water of these streams, 
where once only bass, channel cats, and 
walleyes went for artificial lures. 
Trout weighing over 10 lb. have been 
taken here. Red worms bounced along 
bottom are the bait. Anglers usually 
fish from John boats-—the long narrow 
type.—Edwin P. Hicks. 


This land is unimproved, 
has no roads, is virgin raw 
acreage ... AS INVESTMENT PROPERTY 








GATEWAY FISHING CAMP 
In the Heart of the Bass Capital of the World, 
between Big and Little Lake George on the 
beautiful ST. JOHNS RIVER. 

Modern housekeeping cottages for as little as $30.00 
per week for two persons. All units refrigerated, air 
conditioned. 

S%, Motors, Bait & Guides—-Family-styie meais 
available. 

BLAINE & DOROTHY THORP 

will try to make your one tor ee 
Phone _Welaka, Filia. HOward 7-2206 or Write Box 96, 
Welaka,. Florida 














BEACON 42 FISHING CAMP 


Florida's Finest Year-round Trout Fishing 
NEW MOTEL! 
Air Conditioned! Electricity! Heat! 
Restaurant! 


BOATS—-MOTORS——GUIDES 


Write: SHILOH, FLORIDA (Beacon 42) 
Phone: F1-5-3142, Oak Hill, Fia. 











BASS HAVEN LODGE 


FINEST FISHING ACCOMMODATIONS 
Bass Capital of the World 


American Plan—3 home-cooked meals, (family 

style) —also housekeeping. $10. per day or $60. 

per week. BOATS, MOTORS, GUIDES, BAIT. 
Aaron and Mildren DENNIS, Mers. 


Bass Haven Lodge 
Box 147, Welaka, Fia., PHONE HO 7-2392 




















BASS CAPITAL 


JUVALO LODGE, WELAKA, FLORIDA 
BREAM e BIG BASS e SPECKS 


New housekeeping cottages, all con. $45, wk includ- 
ing boat. On the St. Johns river opposite the fa- 
mous Oklawaha River. Motors, Bait, and Guides 


available. 
LOIS & GRANT RAPP 
HO-7 2196 8. 


ox 25, Welaka, Fla.) 














CAMP STONE 


IN HEART OF BASS CAPITAL OF WORLD 


WORLD FAMOUS St. Johns River and Lake George 
at the front door. No need to travel miles in a boat. 
Complete modern cottages, showers and light house- 
keeping facilities. Boats, motors, bait and guides. 


Complete information on request. 
Owner Operators. 

NORTON & TESSA STANARD 

For the best in BASS FISHING. 


Phone: Welaka, Howard 7-2240 Georgetown, Florida | 


SEND $1 BY MAIL WITH COUPON BELOW 


SHOULD BE... or else the price and terms 
would be much, much higher. But who knows what the 
future will bring? Look at Miami Beach and Fort Lauderdale ... they were 
once considered worthless swamplands . . . until drainage and develop- 
ment made them Florida’s MOST VALUABLE real estate. Many people 
have made fortunes from the resale of lands they too purchased as 
investment acreage! The land being offered is the same type land, that 
most of developed South Florida was years ago!!! Fertile land, some of 
it with stands of timber and other subtropical growth such as palmetto 
and native grasses. With another million people expected in South 
Florida by 1975, Collier County, in our opinion, must grow and develop 
as Dade County did in the 20's through the 50's. You can start on the 
road to possible wealth and independence by investing now. 


vn ACRES °°" 


$10 PERMO. FULL PRICE $395 
° NO INTEREST * NO CLOSING COST 
¢ NO TAXES ‘TIL PAID * NO OTHER COSTS 


30 DAY MONEY BACK GUARANTEE 


GOLDEN AGE INVESTMENT CO. OL-3 
969 S.W. FIRST STREET, MIAMI, FLORIDA 
Enclosed is deposit. Please reserve: 
2% ACRES, $395, $ 1 DOWN, $10 MONTHLY 
ACRES, $695, $ 5 DOWN, $15 MONTHLY 


10 = ACRES, $1,295, $10 DOWN, $25 MONTHLY 


Please forward map showing location. if | notify you within 30 days, for any 


reason, my deposit will be returned without question. 


MEMBER MIAMI-DADE CHAMBER OF COMMERCE 


MARCH, 
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U. S. A. (Continued) 


Holiday Fun and Fishing 


If ever there was truly a fisher- 
man’s paradise, Florida’s Bass Capital 
of the world comes closest to being 
it. Nowhere else in the world can 
be found the fabulous Black Bass 
fishing to match that found in 
this St. Johns River area. Also 
unmatched is the profusion of 
Bream, Shellcracker, Speckled 
Perch (Crappie) and Shad. 


And here’s the place to 
accommodate the individual angler 
or the whole family. Over twenty- 
four lodges and camps, all within a 
resort, cultural 


stone’s throw of the 


and entertainment centers of Florida 


for brief holidays from the big catches. 


Just a short drive to ST. AUGUSTINE, 
MARINELAND, SILVER SPRINGS, and RAVINE 
GARDENS in Palatka. 


Write today for the detailed 
fact sheet on the Fishing in 
Florida's Bass Capital of the 
World. 


BASS CAPITAL SPORTSMAN’S ASSOCIATION 
P.O. BOX 550, PALATKA, FLORIDA 


(continued from page 143) 


brush to break the hunter’s silhouette 
is always helpful. 

A smart hunter tries to have several 
fields in the same general area to hunt 
over. The birds will flock into a field, 
even though they’re shot over heavily 
for perhaps two or three days. But 
if the field isn’t rested after one or two 
hunts, most of the birds will abandon it. 

It’s cold weather that causes the big 
dove flights to leave an area. But 
there’s one way for hunters in any 
small valley to completely ruin their 
hunting. This is shooting on or in a 
roosting area. If the country is very 
arid, as in much of the favored desert 
and southern valley areas, shooting 
over the few available water holes can 
drive the birds away. 

It’s much better for hunters to 
look for these roosting and watering 
areas and then shoot along flight lanes 
a considerable distance away. This 
isn’t just conservation in words; it’s 
a practical technique for dove hunting. 
Doves driven from roosting or water- 
ing places won’t necessarily leave the 
county, but they will change to another 
spot where they can water or sleep 
undisturbed. 

The ditch in front of where Pat and 
I were set up wasn’t the kind of iso- 
lated watering spot you find in the 
arid land farther south in California. 
This northern California area is a 
breeding, nesting, and feeding area— 
the main charm being the abundance 
of good feed. It’s cattle and grain 
country, and there are springs and 
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IN THE BASS CAPITAL @ ON THE ST. JOHNS RIVER @ BETWEEN BIG AND LITTLE LAKE GEORGE 


CAMP GEORGE RIVER PARK 


“YOUR HOME AWAY FROM HOME” DELIGHTFUL HOMESITES 
Airconditioned e Housekeeping Units Ideal For Active or Passive Retirement 
Swimming Pool Boat Basin e Canal to St. Johns River 


PERFECT VACATION SPOT TRAILER PARK 


For The Entire Family River Rights ® Plots 70x40, 70x50 © $475-$550 


Write Hal or Effie Ludwig, Star Route, Crescent City, Florida 
Phone: Welaka, Fla. HO 7-2368 





OUTDOOR LIFE 


TO CATCH THE MOST BASS, one yd Py where 
the most bass sed found, To catch the LARGEST 

S, the same rule applies. SPORTSMAN’S 
LODGE is isolated from practically ag hing but 
fish. The QUIET is e ee only by the hoot of 
the owls and the argui ng of raccoons over fish heads 
left on the dock pool night for them. 


RATES ARE SONABLE at S 

Lodge. It costs ont $51.00 PER PERSON 

DAYS when there are two to the room, This 

INCLUDES a third floor room, a delicious B 

FAST, LUNCH, and FULL COURSE D 

= day. First and second floor rooms slightly 
gher. 


SPORTSMAN’S LODGE IS THE LARGEST ex- 
clusively fresh water fishin vt in P nation. 

ether you come for a Q T REST ASS, 
you will go home with both. Write for BROCHURE 
—No Postcards Please. 


RESERVATIONS—Write, Wire, or Phone HO 7-2322 


sportsmarrs WELAKA, 
ige FLORIDA 











FINEST SPRING FISHING 
on TVA‘S 


WATTS BAR LAKE 


@ Huge Crappie, Large and Smallmouth Bass. 
@ Finest housekeeping units at modest prices, 
@ Ideal family vacation spot. 

e urther information: 


HOLIDAY RESORT 
SPRING city, “TENN. 


Phone 
6213 
































WATTS-BAR 
Famous TVA Fishing. 
Electric heat and air-con- 
ditioning in cottages and 
restaurant. Swimming and wading 
pools—riding stable 
—complete resort. 
AAA approved. Write 
for folder to 
PETE SMITH, Box 400, Watts-Bar Dam, Tenn, 
For the individual or family vacation 
Fun at beautiful ea Lake for everyone. 
Fishing, bunting. 
tennis, pool tables, 
and horseback riding. All the Down-East home cook- 
ing you can eat. r own seaplane service to remote 
spots. Cocktail Lounge. Write for folder: 
M. R. SLATE 
Raymond Ave., Pittsfield, Maine 
Phone: HUdson 7-5364 
BURLINGTON, MAINE 
An invitation to a real vacation! 
SEE PIONEER COUNTRY IN pega 
——- for all the family, Fishing . Hau 
laxing. AMERICAN N OR ‘COMFORTABLE! 
HOUSEKEEPING CAMPS. Electric lights, inside facilities, 
n porches, daily mail. Accessible by car or 
Guides, boats, motors, Free folder on request. 
HARMON P. CHAMBERLIN, 
Lake Nicatous Lodge & Camps, Burlington, Me. 


plane. 








po MAINE 
FISHING 


AMERICAN PLAN $6. ast da 
eee <> 3 PLA 4, 
ITE FOR Foib 


LAKE MOLUNKUS SPORTING CAMPS 
Bo: 
MATTAWAMKEAG, 


$36 per yer 
per week 


x 18-0 
MAINE 


watering troughs sprinkled throughout 
the entire area. 

There had been a lot of hunting 
during the first week of the season, 
and I had Pat look around for empty 
shell cases that would have been left 
by other hunters. She found a few, 
but they looked too weathered to have 
been fired in the past few days. 

“You don’t look happy,’ Pat said 
as she came back to the stand. 

“It’s just that I’ve never tried to 
shoot doves over decoys. I’m not sure 
these fake birds will attract doves.” 

Pat calmly said, “They wouldn’t 
make decoys if they didn’t work.” 

I chewed on this bit of feminine 
logic and scanned the sky. A few 
cattle plodded onto a sunny sidehill 
for their morning browse. Blackbirds 
and sparrows flitted overhead. 

“Maybe we should go somewhere 
else,” I suggested. 

“No you don’t,” Pat said, looking 
up from the book she’d flipped open. 
“We've only been here five or 10 
minutes.” 

“Well, I feel silly, sitting here look- 
ing at that bunch of decoys.” 

“It works for ducks, doesn’t it?” 

I bent forward to scratch at the top 
of the elevated foot. The bandage was 
covered by a white stocking, and it 
was starting to complain about the 
heat of the day. I wondered how itchy 
it would get when the sun rose higher. 

“What kind of bird is that?” Pat 
asked suddenly. 

I looked up just in time to see a 
sleek taper-winged dove sail past our 





Come to Vermont’s “Northeast Kingdom” 


ON CANADIAN BORDER 
The East’s kevide Stre: 


for 
Everything for the Family Vacation 


SALEM LAKE CAMPS, INC. 
DOLF SIEGL 
Box 131, Derby, Vt. Phone Derby 2951 


WYOMING SAFARI HUNTS | 


ELK, DEER, & ANTELOPE on one big Safari hunt | 
Three hunts in one 
Absolutely ever. urnished. Plenty of 


a. 
over 500 gpites Se through the Wyoming game fields. 
ST pst ICENSES byt first = 
aan ee 3. Mmaiteds and issued 0: 
basis. Ante’ 


me serv lope licenses 
must be applied for by April 15 
We have one of outstandingly largest elk herds in 
the U.S.A. BUT there are a lot of hunters after elk 
licenses, so get YOUR license early before the mid- 
dle of January. I have a 
RIVER in middle of best elk eae y 
Excellent opportunity for LE 
TROPHY DEER & ANTELOPE. HUNTS, 

LION HUNTING NOW 
Hunt Mountain Lion Now. Lion trophy guara 

NO LION NO PAY e¢« PHONE 74701 


WIN CONDICT, Saratoga, Wyoming 











BIG GAME HUNTING 


in the Jackson Hole area of Wyoming 
, deer, moose, mountain sheep, bear, and ante- 
. We hunt Wyoming’s finest elk country. 100% 
success for five consecutive years on elk, moose, 
mountain sheep and antelope hunters. 
Now is the time to make plans for your 1961 hunting 
trip as all non-resident elk licenses are sold out by 


April. 
For addiionel information contact 
LARRY LOONEY, Outfitter ‘a Guide 
Box 322, Pinedale, Wyoming. 











HUNTING @ FISHING @ GRASSHOPPER GLACIER 
Enjoy fishing in high mountain lakes. Srente trips A. Grass. 
hopper Glacier. Hunting for e EER Re 
MOOSE. In — primitive areas Golletiog Scllenniate 
National Par! 

Trips by i oe. Resess, for l-day to 10-days; camp out 
or stay in modern cabins. 

Write or wire for information and rates on these services. 


TOP OF THE WORLD GUIDE SERVICE 
Licensed WILLIAM SOMMERS Guide 
Bonded 1032 Beck Ave., Cody, Wyoming outfitter 

















CRYSTAL SPRING CAMPS 
BELGRADE LAKES, MAINE 
TROUT ¢ SALMON « 


Squaretail trout over 6 thew _ Pee over 10 pounds! 
50 Smallmouth Bass on flies in a day! 

—caught last year ne the Belgrades. 

ry fly-fishing here ry June-$7 a day per person includes 

cabi meals, Modern waterfront Cabins, central 

room—real home cooking, excellent boats, Johnson 

guides, Late May to mid-Sept, Please write for 


LEE WILLIAMS, Owner-Manager 
Box SSL, Waterville, Maine. Tel. TRinity 2-6217 
LT OL TT RTT 


motors, 
folder. 








FREE 1961 FREE 
112 Page 


VACATION GUIDE 


“Where To” Stay, Eat, and Play 
In The Lakes Region of N. H. 


LAKES REGION ASSOC. 
Wolfeboro 63, New Hampshire 


WYOMING 


10 day minimum pack hunts into the Thorofare Area bor. 
dering Yellowstone dy - for ade oose, %. — Bear 


to 
or ig mule deer at camp out of Afton, 
10 to R 


m April, 
e ng from June 1 to Sept. 10. 
Write, wire, or call for information on these services, 
LICENSED TED C. FROME GUIDE 
and Box 356, Afton, Wyoming and 
‘Phone 301 OUTFITTER 


May and June. re pa 














EXCELLENT FISHING 
During June, July and August 
SALMON—TROUT—BASS 
COZY CABINS WITH ALL MODERN FACILITIES 
For Light Housekeeping! from $30 weekly— 
Write For Folder. 
HARRY’S FISHING and HUNTING LODGE 
Wes Herrick, Mgr. 
Kingman P.O., Box 10, Molunkus, Maine 











HEALD POND CAMPS 


SINCE 1888 
r your TROUT, SALMON, or TOGUE Fishing—-or 
vacation with excellent food— 
. American Plan—Housekeeping. 
You will be ae a may by: 
Jack & S May Blain 


Py ra? 


y-Nov. 
Fourth 
Freehold. N. Ne 3 sackanens Maine 


: Jackman 13 R-12 











SALMON TROUT 


pce pate arian ogg 
You'll come again ion FISHING, 
HUNTING, relaxing. Deer and 
Bear. Good road to ae on the edge of the wiider- 
ness. Open MAY 1 to DEC. 1. References, reserva- 
tions and maneee * 


THE CAMPS OF o ACADIA 
BOX 202-B EAGLE LAKE, MAINE 








CANOE TRIPS FOR BOYS 


es 12 thru 17. Northwoods area of MAINE. 
AMiceack, Mt. Katahdin, Machias trips. Prepara- 
= ry Junior Guide test. Junior Camp for 
— * thru 11. Fishing, campcraft, archery, 
ry, swimming. For information: 


SHEEPSCOTT CAMP 








Back Bay, P.O. Box 447, Boston 17, Mass. 


POINT BREEZE 


P< LAKE WENTWORTH 
“SP 2 WOLFEBORO, N. H. 


One of the finest bass fishing lakes in New Hampshire 


Yes at the doorstep = I< cottage. Best fishing from 
June ist on. Salmon and Trout are abundant in adjacent 
Lake Winnipesaukee. Boats, motor canoes are avail- 
able on either Lake. Write for State Fishi Regulations, 
Brochure, Rates. Tel. 68W or 68R. Henry Stevens 








COME TO GEORGES MILLS, N. H. 


FISH LAKE SUNAPEE 


(Home of Lake Sunapee Golden Trout) 
Season Opens April 1 
This quaint village has boat livery, guides, lodges, 
house-keeping cottages, stores, etc., for sportsmen 
and their families. 


For information, write: 
SECRETARY, GEORGES MILLS, H. 
: ROGERS—3-273 


CAMP OTTER 


A Resort For the a Family 
tie Nowhen New Ham: hire. On 
the ST CONNECTICUT 

LAKE. y in the std 
Connecticut Chain, world-famous 
for the finest fishing in the east. 
Miles & miles of good fishing 
waters at hand or within easy 
reach. 


esac <> BROWN, RAINBOW 
& SQUARETAIL TROUT 


| er at boats & motors. Camp Otter, located just off 

10 miles from Canadian border, is a v od - 

P, log ae 

- Right the eshore 
land’s most "beautiful ‘ake & mounta’ 
ery. Delux meals, a wide range of choices to suit 
every appetite. October, the most delightful month a 
the year, offers the atom "wit an abundance of coon, 
rabbit & partridge, along with some of the season's 
best fishing. Open May 1——-December 1. 
MR. & MRS. HAROLD W. CROSS 
- N.M., Tel:6 


Pittsburg 
Our Camp is in operation for your pleasure. Come enjoy it! 














MOOSE HEAD RANCH 


Located in beautiful, historic Jackson Hole, near Grand 
Teton and Yellowstone 
ye gg ns ideal for families. Cool climate. 
e ° yr yo Features outdoor 
reation with, plenty’ of f riding, 


fishing, hun’ 
Accommodations for the ladies while 
hunt—fun for everyone. References requi: 
season May 15 to Nov. 
Big Game Sept. 10 to Nov. 10 
No antelope in this area. Elk license | 
by the State; sold out by April 28th in 1958! 
Information, rates write 
FRED J. J, FORMING seu Jackson Exchange: o29-n3 
Hole. Elk P.O 


Are You Planning a Hunting Trip? 


Come on out to Wyoming if you want the best. 
Elk, Deer, Bear and Moose hunts, Sept. 10th to Oct. 
gist. Trophy Deer hunts for Mule Deer, Nov. ist to 

15th. Summer pack oe for Lake & Stream 
ishing . July ist to Sept. 1s 
mp, st bh llent mea 
Elk feenses limited by the State, sold out by ‘April 
15th last season. Make your reservations no’ 
Licensed & Bonded Guide & Outfitter. 
Write, wire or call for details. 


EDWARD F. BOWLES, °°X,33%; "Uvsiehdd’? 


the’ men folks 








WYOMING 
FISHING, HUNTING, and FAMILY RECREATION 
EXCELLENT TROUT STR 
GOOD HUNTING COUNTRY 
CLOSE TO YELLOWSTONE PARK, 
and only 52 miles northwest of CODY, WYO. 
MODERN ACCOMMODATIONS, FAMILY STYLE MEALS 


K-Z GUEST RANCH 
Buck Allemand, Box 685, MIDWEST, WYOMING 
ALSO Deer and Antelope Hunting in North Douglas Area 











———————————— 
JACKSON HOLE, WYOMING 


ELK, MOOSE, BEAR, AND DEER HUNTING 
—: 10th to November 10th 
in Teton wppeterencs 


located Area ot 
Yellowstone Park and near a Div nsistent- 
Near 100 % ii = elk 

r years. Bonded jitters and G 


For rates and other information ae 
Harold M. Turner or Mrs. John C. Turner 


TRIANGLE X RANCH MOOSE, WYOMING 
Bryan Ave., Salt Lake City 8 Utah 
Before My Ist. </e 9 3068 Srpen oy Sa ie A 





CAMP WILDERNESS 


to famed Bridger Wilderness Area 
Base'c CAMI jocated on beautiful Freemont Lake, 12 
miles from Pinedale, Wroming—* miles by safe, power 
boat ontoriae camp, good food 
FISHING, DING, WATER SPORTS—fun for the 
whole feniiys 
TROU FISHING at the top of the world from estab- 
CAMPS or. movable PACK CAMPS. 
AME Ah rite NG beyond compare: 
@ MOOSE @ DEER. Spring Bear Hunts 
r details, write 
TH E. or MARY ANDERSON 
Licensed and Bonded Guides an uu er 
Box 182 Pinedale, Wyoming _ Phone_ 4076 


WANTED! moos* -, =X HUNTERS 
AT THE ZOX-Y SPORTSMAN’S LODGE 


located on Grey’s River, the most productive BIG goes 

AREA in Wyoming .. . near the | historic Jackson Hole. 

where tS IN quemes. Ray af rag 4 such as trail rides 
sk trips, and cook-outs at this informal guest ranch, 

in SECLUSION, you find peace ye quiet along with excellent 

fishing. Call or write: 


z Y JR. lh d 
Guide SAM YOUNG, FN joenon 
Bonded 


fton, Wyoming 
__ Outfitter ‘ "Phone: 329-5 








ne 
Top Licensed & Bonded Guides Outfitter 
LADY HUNTERS WELCOME—SPECIAL ECIAL LADIES Bt DEER HUNT 
Several fine heads taken last year. Many hunters amazed a’ 
abundance of game, Because of the relatively limited hn 
- of out-of-state Antelope permits it is advisable to ob- 
ain Fad permi soon after the first the ged as 
possit sie. Our guides guarantee ‘to show you legal game 
within ahooting range. Bas & a accommodations. 
7 Bar allowed on Suna ! Reference given upon request. 


otel & Hunting ‘Lodge, ‘RFD No. i, Buffalo, Wyo. 


one P you nice folks who hunted here last year. 
was our pleasure having you 











U.S.A. (Continued) 





e your reservations 


Mak for 
MONTANA “WILDERNESS PACK TRIPS” 
PACK oe with horses, famous BOB MARSHALL 
WILDER: y 

ountain gm 4 ELK . . ° . . DEE 
hunt and fish from the Resort, We specialize in GOOD 
FOOD AND GOOD SERVICE. 
Fishing trips starting July 15th 
Hunting trips starting Sept. 15th. 
FORD CREEK RESORT 
Albert ‘Roden’ erties © Gueece > Mers. 


censed and so 
Members of Mont ana Outfitters e% Guides Assn. 


Wilderness Trail Rides 
IN MONTANA’S FAMOUS BOB MARSHALL 


AND 
ANACONDA PINTLAR WILDERNESS AREAS. 


Wonderful Photography, Trout Fishing, 10,000- 
ft. snow- corre peaks, native wild animals and 
acres of wild flowers. 

STAGHORN RANCH 
2800 South Montana St. Butte, Montana 








© BIG GAME HUNTING 
Ideal Fishing and Pack Trips. 


® REAL ESTATE FOR SALE... 
Business Lots and Ideal 
Spots for Summer Homes. 


Write: 
W. T. JACKSON, COOKE, MONTANA 








HOLLOW TOP MTN. RANCH | 


HUNVTERS—Come to eras for Elk 
Dee - Moose . Antelope. Spring 
Bear Hunts. Fall tiunting, Season" apes October 16. 
N—W: wn nm and 
3 Summ ER CAMP. 
LICENSED Outfitters and Guides. We FURNISH EVERY- 
THING except personal gear. Write for reservations, 





HOLLOW TOP MTN. RANCH 
Box 1, Cardwell MONTANA 

















HUNT WYOMING 
TROPHY MULE DEER 


@ 4-day deer hunts . . . $140.00 
Juctnden 5 nights lodging in our modern Lazy B Motel, 
meals for 4 days, horses, guides and tranzportation. Shoot- 
ing guaranteed, 
@ Seasons Sept. 10-—Dec. 15. Non-Resident License 
$20.00. 
®@ 8-day PACK—fishing trips into Teton Wilderness Area. 
For information write or call: 
DICK TAYLOR 
Licensed and bonded outfitter and guide 
A 


BOX 401 FTON, WYOMING 








Pack in with horses, or hunt from ranch for 
ELK, DEER, MOOSE, GOAT, BEAR and 
ANTELOPE. Fishing trips in September. 
Member of the Montana Outfitters & Guides 
Association. Licensed and bonded. 


LAZY THREE S RANCH 


Wisdom, Montana Phone: SFi7_ 


4 
4 
4 
4 
4 
4 
3 
‘ 
4 
4 

















HUNT ELK! MOOSE! SHEEP! BEAR! 


"61 os Bear Hunts——May 

"61 Fall Hu 10 Xo 
Two CAMPS FOR HUNTERS 

One Camp - TEfON WILDERNESS AREA (regular li- 

5 here we pack in for Wilderness hunts by 


DEER! 
and 





her Ca is our LAVA CREEK RANCH (WIND RIVER 
AREA) where we hunt by horseback or jeep. 10-day sum- 
mer pack trips into wilderness area for dahermen, rock 
hounds, photographers. 
For Licenses: Write Wyoming Game & Fish, Cheyenne, Wyo. 
For Reservations, write us: 
THE SHERMAN 


Licensed and Bonded Guides and Outfitters 
H D 


LAVA CREEK RANCH 


TROPHY BUCK ANTELOPE 
AND BUCK MULE DEER HUNTS 


Combination antelope and deer hunts conducted 
September through October. Antelope guaranteed. 
Everything furnished for complete hunt. I will make 
ali arrangements and run the camp personally. I 
personally make sure the hunters get their game. 
Price for combination hunt for four days or till the 
game is bagged is $250, Lodging, meals, and cabins 
furnished on hunt. 
WYOMING SAFARI HUNTS 

Phone 74701 Win Condict Saratoga, Wyoming 


UBOIS, WYOMING _ 


ELK HUNTERS! 


HUNT THE SELWAY gps * pom 
FOR ELK, DEER AN 
We get results in this roadiess area, Wnere He is plentiful 
and hunters searce, Each hunter has a guide and s: 
no walking. Hunter need only bring sleeping bag, 
z only 10-day trophy hunts, and you 
P your reservation 
. Hunting 
license included in cost, everything for $750.00 per hunter, no 
hidden costs. 
hunt Mt. Lions in the winter, 10-day Lion hunt, $200, 20 
days $400, hides cuaranteed. We have lion hides for sale, large 
males $80, medium $50 per hide. Phone WE "So780. 


Write ABE BOWLER, Box 637, KAMIAH, IDAHO 





FISHING—HUNTING 
PICTURES—BOAT TRIPS 


ON IDAHO’S SALMON RIVER OF NO RETURN 
8-day trips to Lewiston, Idaho. Charter only. 
Parties 4 or more. 

March to November 
SMOTHERS RIVER TRIPS 
Sh , idaho 


Over 30 years on the River 








ELK BEAR DEER 


HOWARD PACK CAMP 
In Primitive IDAHO 
HUNTING—FISHING 
Write: 

Larry Christiansen 

22110 Gilmore, Canoga Park, Calif. 

Phone: DI-0-8765 
Licensed & Bonded Guide and Outfitter 


BIG GAME HUNTERS 


MOOSE « ELK « DEER * BEAR * GOAT 


IDAHO and MONTANA. . Selmer, Bitterroet Primitive Area 
ASON: Sept. 15 t Type hunts: 

pt eee spot wi Rag pe head hunts. 

MER VACATION TRAIL RIDES. Pack trips—July 1- 

Sept. yi 

PLAN A WILDERNESS VACATION . . 
FRANK D. REED 

LOST-HORSE RANCH, HAMILTON, MONTANA 


HUNTERS! 


HUNT IN THE MIDDLE FORK of the FLATHEAD 
RIVER Country in the North end of the Bob Marshall 
Wilderness Area for GRIZZLY, ELK, MOOSE, 
DEER, GOAT, BLACK and BROWN BEAR. 
SEPT. 15 ‘til NOV. 10 
Bonded and Licensed Guide 
CHARLES (Chuck) RAY 
WHITEFISH, Route 1, 


for brochure, write: 


MONTANA 


WYOMING SAFARI 


WILD WYOMING SCENERY 
HUNT MOUNTAINS AND PLAINS 
by jeep a horseback——abundant game; eve  “gragsaad 
furnished— ANTELOPE . DEER . E ma 
BEAR; iouee — Sheep by special »ermission. 
O—-Nov. 10, 10-day hunts with a UM cua 


ANTE: 
ing unsurpassed. 2 5 E i 
some of THE BEST GAME COU INTRY in U.S., contact: 
W. J. MURPHY 


BOX 1865 CASPER, WYOMING 
ceeieneniieaiian 








HANSEN’S QUARTER CIRCLE K. RANCH 
SPRING BEAR HUNTS 
Middiefork Salmon River Float Trips in July. 
Trail Rides, Lake Fishing—Golden Trout in August. 
Hunting September, October and November for 
SHEEP—GOAT—ELK—MULE DEER—BEAR 
Outfitters License No. 22 (Bonded) 
Address: Keith Hansen, Manager, erctnienad Idaho 














WYOMING'S BIG HORN MOUNTAINS 


Summer Ranch Vacations and Pack Trips 
Exeelient horses and ples of riding, Chuckwagon meals, 
tode Breakfast rides, che Fossil beds, Recreation for 
t > family. Modern facilities, Ranch meals, Children’s 
rates, 

EXCELLENT TROUT STREAMS and LAKES 

PACK TRIPS into Cloud Peak Wilderness Area 
HUNTING in the fall for MULE See and ELK 
Complete OUTFITTING and UIDE SERVICE 
For FREE brochure and Reservations, Write 


Al Gillette 
RANGER CREEK RANCH 
Box 2288; Greybull, Wyoming 





A THRILL FOR REAL HE-MEN! 


Hunt lion, bear, big game. Enjoy magnificent scen- 
ery, unbeatable climate, real Western food an 
hospitality with the top lion, bear hunting outfit in 
the West. 

For the best hunt of your lifetime call, Medford 
4-2447, Cottonwood. 


Ace lion hunter LEO GREENOUGH, 
Owner, Spring Creek Ranch, Cottonwood, Arizona 


TWIN LAKES LODGE | 


Las Vegas All Year Dude Ranch 


Discover a complete Dude Ranch 5 minutes from the 
center of Fabulous Las Vegas entertainment. Here is 
a complete Western Resort with Trout Fishing, boat- 

ing, swimming, 18 hole golf adjacent, extensive 
stables, weekly Rodeos, bar-b-ques. Close to Lake 
Mead, Colorado River, ghost towns, Death Valley, 
Zion © i Enjoy a budget vacation, Rooms, kitch- 
enettes, eh suites. Request Brochure.t win Lakes 
Lodge thon 1589, Las Vegas, Nevada—Orchard 8-2002. 














i i iii 


( ; SACKSON “HOLE COUNTRY 
ELK © DEER @® BEAR @ MOOSE @ MT. SHEEP 
t 3. Hunting done from new modern lodge 
» camp, dependent upon whichever af- 
s for game, Early March license appli- 

cations necessary. Complete hunting service 
SUMMER GUEST RANCH deal family vacation with 
plenty riding in unfenced cattle range, fast-stream 
t fishing, swimming; informal atmosphere. Isolated 

m, reac oot py private road 

te or wire: Bud Thompson 

( RIMROCK. RANCH, Jackson, Wyoming 
Temp. winter address: ‘Box 21, Cortaro, Arizona 


peewee wwewweeweeeueeeoeeeuwe* 








SCENIC 
AND 
FAST 
WATER 
TRIPS 

N 


° 
WESTER 
RIVERS 





One and two-day scenic SAN JUAN RIVER FLOAT TRIPS. Colorful, 
of quiet GLEN CANYON to Rainbow Natural Bridge. Cataract boat expedition 
through the challenging waters of GRAND CANYON OF THE COLORADO. Scenic, 
fast water floats through HELL’'S CANYON AND SALMON RIVER in Idaho. Every- 
thing furnished. For details, write: 


jetboat tours 


MEXICAN HAT RIVER EXPEDITIONS—Mexican Hat, Utah 

















MOUNTAIN WILDERNESS 
—TROUT FISHING 


DISCOVER ‘‘The a ' which true 
Sportsmen wil! treasure the rest of their lives. Ride horse- 
AJ e heart of this wilderness. 

h 


rous es am 

+ Ideal family 

Western activities and Bg ang Western hos- 

pitality. East of Yellowstone Park, w the scenic Cooke 

City Highway. American Plan, family. ‘rates. Request bro- 
chure and travel informati jon. 


CAMP SAWTOOTH 
__SBox 511, Red Lodge, M 





*“GUNFLINT LODGE 


Amer. Plan—AAA—Duncan Hines, Fishing and 

family resort. Modern; excellent cuisine; water 

sports; sailing; tennis; badminton; shuffleboard; 
canoeing; boats and motors; lake trout and_wall- 

eyes. Horseback riding available. $80 per week each 
Special family and all inclusive rates. 


JUSTINE KERFOOT—GUNFLINT TRAIL 
Grand Marais 6, Minn. 
@eeeeeeeeoeeeeeseeseeeeeeeeee ee 
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VERMILION LODGE 


@ The beauty spot of the North, located on of 
Lake ) Yomtion, that flows thru the Rapids S Vermilion 


Riv 
A Yriendly, family resort with 12 ay Loa gg pee 
cottages, semi-American Plan . 
store for supplies and relaxing, duinereheen SWIMMING. 
SANDY Beaches, outdoor equipment . . FUN FOR ALL 
THE FAMILY. 

@ GOOD BOATS, MOTORS for excellent fishing on the 
lake or river. 


Jay and Joann Mauit 
VERMILION LODGE, PO Box 1105, Cook, Minn. 




















- ELK HUNTERS 


One of the World’s Largest Elk Herds 
m the Idaho Primitive Area 

Also Bear, Goat, Sheep and Deer. Lake and Stream Trout. 
Fishing in MONTANA AND yt Summer Vacation Pack 
Trips-——Horseback Riding, Camping, Swimming. 
Trait Rides into Wilderness Areas.. July Ist—Aug. 30th 
Goat and Sheep Season....... cocsgeevnree SOT. Ist—14th 
Hunting Season -15th—Dec. Ist 


Wr 
GERALD RICHIE 
Bonded Packer & Outfitter 
408 orgie Ave.. Hamilton. Montana 
hones: O19R3 or 233-J 





CANOE TRIPS 


te wale ge located ne a we CANADIAN BORDER in the 
the famous QUETICO SUPERIOR WILDERNESS 
ARES “comotate and partial outfitting for canoe trips. 
For free colored ne phat folder and maps, 
write to: Bernie Carlson 
Handberg’s QUETICO 
SUPERIOR OUTFITTERS 
Box 787-C Ely, Minnesota 
Phone 810-F-12 


FISH—FUN———~ 
on Lake Vermillion 
The-LAND-OF-SKY-BLUE-WATERS 

Vacation in comfort on any plan. Fully modern cot- 
tages, kitchenettes. Main lodge, dining-room. Aerial 
sprayed. Lake river fishing. Large playground, 
trampolene, bicycles, good beach, activities. Make 
reservations now. Write or phone for folder and 
sensible rates: 

TIBBETTS’ RESORT 


COOK 8 MINNESOTA 

















decoy set and go swerving between 
the trees. I grabbed for the gun, but 
it was too late. 

“Here comes another one,” Pat said. 

I was ready this time. The gun 
came up smoothly, and I tracked the 
bird until it was quartering away. I 
squeezed off a low-base No. 8. The 
bird did a little hop forward and kept 
right on going. 

“It’s this elevated leg,’’ I explained 
to Pat. 

Pat didn’t comment on the miss. 
But she bent around the tree and said, 
“There’s a whole string of birds com- 
ing from down there.” 

They were doves flying straight at 
us to get between the two hills that 
narrowed into the valley where we 
were staked out. I didn’t know whether 
this was the morning flight going out 
or the morning flight coming back. 
I didn’t care. I fired on the next six 
birds and scored one hit. 

“I could have done this good with- 
out the decoys,”’ I told Pat. 

“I could have done that good with 
a tennis racket,” Pat said as she went 
to retreive my single bird. 

“Listen,” I said, ‘those birds might 
not look like it, but they can go almost 
50 miles an hour with a wind.” 

“Well, how fast do those bullets go?” 
she asked, nodding to the shotgun. 

“They’re not bullets. They’re pellets 
of chilled No. 8 shot.” 

“Oh,” Pat said. 

I craned my neck to look to the 
south where the birds had come from. 
Three birds were zipping along on the 


On the MINNESOTA - CANADIAN BORDER WATERS 


6 
CANOE TRIPS... MODERN RESORT... 


Into the Wilderness Lakes region of Super- Approved by A.A.A. and Duncan Hines. 
ior National Forest (U.S.) and Quetico Pro- 20 cabins, modern plumbing, electric lights, 
vincial Park (Canada). Complete camping out- sand beach, treated and filtered water, virgin 
fit, canoe and food, $6.25 per day. Write for timber... Bass, walleyes, northern pike and 
lake trout. $14.00 per day, $87.50 per week. 


Write or wire for reservations. 


map—folder. 


® 


WILDERNESS OUTFITTERS BASSWOOD LODGE 


BOX rY, MINN 


CANOE COUNTRY OUTFITTERS 


- Seek wilderness adventure in the Quetico-Superior Canoe 

ELY, MINNESOTA Country! Grumman aluminum canoes, tents, sleeping bags, 
packsacks, axe, cook kit, and choicest of food to suit your 

taste, only $6.25 per person per day. Complete personal 

service. Superb fishing! For free cviored booklet, map and 

food list write to BILL ROM, Canoe Country Out- 

















fitters, ELY, MINNESOTA. Telephone 800. 











CANOE TRIPS “agents 


Friendly, efficient outfitting service tea trips into Sie. 
sota or Canada. Finest routes into Quetico from Saganaga. 
Isolated areas. Personal, detailed planning, special help 
for beginners and families. Finest equipment, best food. 
Complete outfit: $6 per person per day. Lower rates for 
groups. Affiliated with Gunflint Lodge. 
GUNFLINT NORTHWOODS OUTFITTERS 

Hanson and Kerfoot, Box 9, Grand Marais, Minn. 


SCHOLL’S - 
LENELLE LODGE Gi) 


ON LAKE ADELADE 
Completely modern Deluxe 
housekeeping cabins— 
Also American Plan 
Write for folder —~ Box 674 
Winchester, Vilas Co., Wis. 
___— Phone: Manitowish Waters 908 





ROCKY REEF RESORT 


Located on Beautiful Trout Lake in the heart of Wiscon- 


eals 
SKIES, WALLEYES. BASS or PAN FISH. Games and 
eubatalameat for young and old. Golfing and tennis nearby. 
For further information write or call: 


JOHN BROOKS 


Tel. Minocqua 15F22 Boulder Jct., Wisconsin 








CANOE TRIPS 


We furnish everything for a thrilling vacation along the Quetico-Superior 
wilderness canoe trails. Grumman aluminum canoe, complete camping outfit, 
non of food, all for one low daily rate. Partial outfits if desired. Special help for 
oo Write today for free canoe trip planning kit, color folder, map, food 
equipment lists, rates. 


Border Lakes Outfitting Co. P.O. BOX 569-L, ELY, MINN. 
MUSKIES * May to November 


World-Famous Musky Fishing . .. Walleyes, 
Nerthern Pike, Bass, Panfish in profusion. 
Free 42-page lilustrated Sawyer County Resort Guide - 200 Resorts. 


SECRETARY, BOX 105, HAYWARD LAKES RESORT ASS‘N.-- 


HAYWARD, WISCONSIN “MUSKY CAPITAL” 


In the Land of NO Mosquitoes 


The crystal waters of Lake Norfork offer fishing, 
friendliness, fun. Water sports and scuba diving. 
Bring your camera. 

For information on world’s most famous Bass 
waters, write to 




















Mtn. Home 22, Ark. 


LAKE NORFORK invites you ond your family to an 


unforgettable vacation in the scenic 
Henderson Area ARKANSAS OZARKS 
Finest Fishing Excellent accomodations no restrictions 


No closed season on motors. Night fishing with lights 
someone will show you where and how 








r fers write 


EN ERSON "RECREATIONAL ASSN. BOX O, HENDERSON, ARK. 


sass! oe TR —mm—w; | «Black Bass, White Bass and Crappie 
BLACKBERRY HILL RESORT!! Are Striking At 
cam Vioah. tines" has AMERICA’S FAVORITE SPA 


American Plan, also housekeep- 

Pirsgtiees, Wising rooms. Lounge: | Combine exciting resort fishing with a course of 

Tiled baths; Private swimming radio-active thermal baths at HOT SPRINGS NA- 

i River Gifing Dorses war hount }| TIONAL PARK. Lake Ouachita, Lake Hamilton 
Pheid | and Lake Catherine provide deep, blue coves 


LiFe & MILLIE WEBSTER 
and inlets but minutes from your room at the 








MOCCASIN LODGE --- American Plan 


On Beautiful Lae Court O’Reilles; 115 miles shore- 
line. Personally complimented by Gov. Kehler, fre- 
quent guest, for hospitality, wonderful food, friendly 
service and scenic beauty. Lac Court O’Reilles 
produced two World-Record Muskies, also W: alleyes, 
Northerns, Bass, Panfish. Safe sand beach, excellent 
boating and water skiing. Cocktail lounge; golf 
nearby. 
Recommended by Duncan Hines 
Phone 537-31 Hayward 2, Wisconsin 














&~ WAY OF THE WILDERNESS |- 


CANOE OUTFITTERS 


%, Pies bend canoe trip 
s now! Explore the MIN- 
NESOTA - CANADIAN 
-——= Wilderness. Complete outfitting service 
out of Sea Gull and Canadian Border 
equipment, Grumman 
- ‘anoes, ped. Endmost of the 
Ganfine Trail. Next to U.S. Forestry Trail’s End 
am, ~g vie Write for free map, rates, brochure, 
sts. Phone: 7512 
Rolf & Gait ‘Shrien, Box 61-A, Grand Marais, Minn. 








Phone 409-W-1 MOUNTAIN HOME, ARKANSAS 
LUE PARADISE "| Arlington. Regain pep and good health by bath- 
— ing in world-famous radio-active thermal waters. 
RESORT Splendid bathhouse in our hotel. Go from your 
On Lake Norfork in the Ozarks room in robe and slippers by private elevator. 


Modern, Fully-equipped Housekeeping For complete details, address R. E. McEACHIN, 


Cottages—Private Dock—Boats—Motors 
Only % mile off U. S. Highway 62 General Manager. Ask for Folder F. 


IDEAL FOR YEAR 'ROUND FISHING. | ARLINGTON HOTEL & BATHS 


Write for Free Folder = —— 
Hot Springs National Park, Arkansas 
CHUCK NELSON, Box OL, Mountain Home, Ark. PHONE NAtional 3-7771 


We'll arrange Test Trips (any month of the year) tor 
RAINBOW TROUT and Bass Fishing 
direct from our beautiful TOWN & COUNTRY 


MOTEL, i y located right in center of White 

LAKE NORFORK ta swt mib- WAY BETWEEN BULL 
. | SHOALS AND NOR LAKES. 

Truly the finest, deluxe hskpg. cabins, electricity. kitchens. | | EVERY ONE OF OUR 28 ULTRA-MODERN UNITS HAS 
air-cond., beautiful log. burning fireplaces. 150 ft. long air conditioning and ee radiant heat, TV. telephone, 
private dock lighted. Free 16 ft. fiber glass boat with window-wall overlooking our own SWIMMING POOL, 
cottage. Famous for big bass. Finest playground in Ozarks. private bath with tub, “Shower and heat, lamp. 
Floating swimming pool, sand beach. Cafe and television Soft, decorator color schemes throug! out - 
lounge ream, a kle. 80% repeat business. Write for folder | You’ , 4 = susvrioes ot een — So alll 
P $-5 TOWN & COUNTRY MOTEL 
Tex and Nina Roten, Box O, Henderson, Ark. Main St.. MOUNTAIN HOME AR 





























LAKEVIEW’S FINEST Sar 

Gesnte Vewr60 tis taka: cals other side of the big ditch. They were 

On Bull Shoals Lake ) 1 mi. to the Dam. Lake fish- well out of gun range, so I concentrated 
e 


Fish the lake for BASS. Fumous WHITE RIVER ayB reez ing, White River Trout fish- my attention on other bunches and 
for TROUT. Free boat with Modern Housekeeping. ing; float trips arranged. z ‘ 
Air-Conditioned cottage. Complete fishing service. Resort “i Ultra modern air-cond. units singles that looked as if they were 


Boat dock in walking distance. Reasonable Rates. with Swimming Pool. play- A 
Phone: Lakeview, Ark. Hemlock 1-4431 & on Resort “i grounds. Golf. Open all year, going to come closer. 3 
Write: MORRIS LANNING For reservations, phone Hemlock 1-4261 or write There are three,” Pat said. 
Rt, 1, Box L, Mountain Home, Ark. CAL BANNING BOX A LAKEVIEW, ARK. I looked up and the three birds from 


OS BUND CEL ONE ET A LO LAT 5 
————— the other side had veered and were 


LAKE SHORE LODGE a | N p E ke ’ S 2 E S 0 p T blazing in toward the decoys. The 
decoys must be working because there 
on BEAUTIFUL BULL SHOALS LAKE 7 na 
Comfortable, air-conditioned, house-keeping. ON BULL SHOALS LAKE was no other greg for ys flight “ 
ness ene Reh oA Pal end Winter Gehing. change course. I slammed a pair o 
ISHING d HUNTING Deluxe housekeeping eo A bh aag covered: lighted n : 
citer ARKANSAS or MISSOURI— So a ee an eee ers Brome ress | | them down with two shots. 


Information or reservation: Excnense Kingesaie 63088 A omfert” “A double,” I yelled gleefully. 
H. W. ol Promail: Pontiac, missourl WALTER M. PINDER PROTEM, MO. “Quick! Get them before those others 


Mail: Pontiac, Missouri 
get here.” 


Tals EP 0 SIA Le * ee —— “Stop yelling,” Pat said, “The other 
HE OD =a. “= = SPRING CREEK RESORT one got away, didn’t it?” 

Cont CUCIETTIES Sk JY LOE Tao) (i ~ I Sidn't tell her how rare a double 

A ° mt. : ass ON LAKE BULL SHOALS (Mo. Side) 1 é 1 

Un WATER, An SPARRING . _— In secluded Twin Bay Area. FREE boat with on doves is. I was too busy watching 

yan NATURAL BEAUTY «+ « +e OFFERING YOUs+. "= rad deluxe hskpg. cottages. Private lighted dock. the incoming birds. The decoys were 


Complete fishing service. Phone Gainesville, Mo., . A 
ieheoee 9.3484, or write for FREE folder. really paying off. Better than half the 


— vate THE LITTLEJOHNS, Box 0, Isabella, Mo. birds that were flying on a course 
5 5 a A, a.) r . j 
peer e eyo A ee Sb —__H__ away from us veered and decoyed into 


the set. The oversize imitations seemed 


ds to pull them in from a long distance. 
The rounds Cj TH E OZARKS has Pat was kept jumping, trying to 


mark and pick up downed birds. Final- 


Cee AL CC Liye | ly she handed over the last of our 


CEDAR COVE RESORT y (iat a 





















































limit of 10. She stood there and looked 
—% htfull re doves 

Whatever kind of vacation you want .. . exciting and active we Hae pace. cp is ame 
. « « leisurely and restful . . . you'll find it among the friendly “It look ” sh id “y think 
people of the Ozarks. FREE 60-page fully illustrated booklet ooks easy,” she said. in 
shows types of accommodations, activities of areas, scenic and I'll buy a license next time and shoot 
historical points of interest . . . everything, and it is yours for some.” 
the asking. Write today for your copy. “You do that,” I said. “There's 
nothing to hitting doves.” 

That’s a lie, of course, but I hate to 


Dept. 26, 112 W. 4 di a Pstaaito 
OZARK PLAYGROUNDS ASSOC. *‘soptin, mo. uuherest in wach o feamgere Wal mes 


CORNELL’S RESORT m Sovessscnscasaseausssaseaes 
ingen LAKE, PROMISE ano AREA eu iE a: _..WADE’S _CAMP i 


modern accommodations. American Plan and house- 
app Fish. keopine vas Fishing in abundance for Pickerel 
Housekeeping Cottages; complete Fishing 
Ser 
Beautitut location ON THE LAKE. 
Pri 


6 Lakes for Finest Fishing and Boating Fun 








(Walle G. Northern Pike, Speckled Trout. 
On Lake Norfork. Complete facilities in flat, secluded Hunting. ‘Moov, iden Ducks & hones 
Dock: Boat valley with easy access to private boat dock. Bass fishing ‘or folder, write or phone 
— You'll enjoy Fishing with a @ specialty. Attractive rates for Modern Hskpg. Cottages May ist to Nov. 
Write (or Phone Hemiock 1-4426) for folder with boat included. Cafe. Provisions Store. Cool, Seiehiful 
man and VIRGINIA CORNELL nights. For facts, write ‘‘Fisherman Joe.”” Ph: »-W 


JACK & CECILE ‘Wabe sACK . CECILE ADE 
Horwood te ot = 
2. 1 om min. Home, Aranses | | BLACKBURN’S  [ANSH RESORT 








C.N.R. =, . 
Ph: 1 R 23, Via Foleyet, Ont. Ph: OS "3-4205 
@eeeeeeeeeeeeseeeeeeeeee eee 


THE TOTEM 


Sioux Narrows, Ont., Canada 
A fully modern, American Plan and housekeep- 
ing camp . . the largest on 
THE LAKE OF THE WOODS 


located right on the fishing and hunting grounds. 

“Trophy Trout* 8 DAY ALL-EXPENSE Fisa- © DAY FISHING TRIP tm "Trophy Trout” Beautiful Main Lodge, serving the finest of 

hi ING TRIP AT ARCTIC CIRCLE ORTHWEST & Mi meals. We offer the utmost in govtgmnodations 

Abethoatg _ vortewest tennrones renteemay peo DE peaie sd Stoux ‘Narrows; Ont, Can." we Totem 
W. C PLUMMER » SIOUX NARROWS 


BIRCH ISLAND LODGE: 


memes: 4 On See MeGroacr Rey j Bm ae Lake, 
and outpost cabins in the Chapleau Area. 
s Modernl COME! PICKEREL ARM Camps L. TROUT—N, PIKE—BASS—WALLEYES 
Robertson's PINE: SUNSET Camp and Lodge NORTHWESTERN ONTARIO —MUSKIE. MOOSE—DEER, and BEAR HUNTING. 
oux Lookout District @ Spring Bear Hunting and L. Trout fishing at its best. 
Seontitety located on narrow ARM EXTENDING Re - @ Electricity, running water, good food. Boats, motors, 
WO MILES into WABIGOON LAKE; almost mousakeral or wy guides. Write: 
ees free of troublesome insects that invade inland Large Boat Ramp e TED BUCHELT, Box 280, Little Current. 
camps! iiderness Camps Canada 
@ «THIS IS THE HEART OF THE SPORTSMAN’S PARA- Excettent aoa Boe ow Tteut e Ontario, MANITOULIN ISLAND, 
DISE"’—high kill on Moose; good fishing RIGHT HERE —Moose hunting above average eeeeeeeeeeseeseeeeseeesesees 
—_ only a at ae to other Lakes in area for further Write for literature othe Rates Phone Pickerel 1 R 3 [ey 
wide variet 
@ WILDERNESS BEAUTY , COMFORT! Exceptionally fine Cec and Helen Keoltum 2 
meals available. Light-housekeeping cabi ins (log siding Box 458 Sioux Lookout, Ontario Ontario’s 


outside and knotty pine inside), each equipped with howe f, 


flush toilet, Frigidaire, electric stoves, handy kitchen with 
breakfast nook, innerspring mattresses, insulated floors and SPRING FISHING FOR LAKE 


as. plenty of windows facing the Lake. Each cabin 


for ws , Sones nial couples or a family as big as six! 
TENTS AND TRAILERS WELCOME. in’ our ‘6-acre TROUT, WALLEYES, N. PIKE offers SIX species of game fish 


meadow! Fine headquarters for planning your own wilder- 
Main camp fully modern. American Plan or Hskpg. _ American Pian only 
miy 1% cottages with private baths in each unit. Located on Family rates & Package Plans 
miles fre — junction for Sioux Lookout. Three miles from chain of lakes, offering excellent variety of fishing 


stores, 2h. wee with no portag Write BOX 432, DANIA, FLA. 
t 


@ SENS IBLE - American Money gladly ac- FLY-IN ou ramps. for virgin country fishing. Reason- 
cepted at par, Write for turther information, reservations: , panes. We Me wile avon Mat. ana te. for color brochure 
's 


- e Robert: ‘ pene 3 obertson oy Son: perior Airw oy For something different, fly in and 
wheat NSET cano ut I 
P.O. Dyment ” ‘ ‘oe, Canada MOOSEHORN LODGE, George Schaub, Phone 403 W. 1 DAM-SITE LODGE 
P.O. Box 579 Sioux Lookout, Ont., Canada 
210 miles north of (accessible only by train or plane) 


international Falls, Minn. Located on the beautiful Montreal River. 
LODG Perrault Lake ALL MODERN Lodge—Excellent boats & motors. 


et Cet NORTHERN PIKE & TROUT FISHING 


on the new Red Lake Road 

ask Bas ; BEAR & MOOSE HUNTING 
Waileyes CANADA'S FINEST FISHING AND HUNTING WINTER ADDRESS, Lester Patton. 6387 Hatchery Road. 

5 Deer ere Ament choten of square men age Pg tness lakes. The ome of home a ge Be : ‘ontiac, Michig. 
ear spoi wilds—-American plan—fully modern, clean, comfortable log cabins——excellent sing! e al comes | Mil 

beds—-large lounge and dining-room, fine seode~—- Sop eees, guides, safe, roomy boats, canoes ne yo debamesite. Ont.. Cana bey srry 
and motors—owner-operated—sensible _r 
Charter plane service. ‘in’ vicinity—Radio Telephone. 


Write King Johnson, Manotak Lodge, Box O, Perrault Falls, Ontario 152 OUTDOOR LIFE 



















































































SPRING FISHING & BEAR HUNTING 


Come where May and June fishing for 
WALLEYE and GREAT NORTHERN 
PIKE is at its best. BEAR HUNTING 
from May Ist to June 15th. American plan. 
Oil heated Cabins, or Housekeeping plan. 
Guides, Boats, Motors & Bait. 

Write for folder 


DUMART’S WELCOME LODGE & CAMP 








Lavi Ontario 


LOG CHATEAU 


at end of road 
Hunting and fishing in one of the most path A 
wilderness areas of northern Ontario. TER. 
TR , BASS, WALLEYE, and PIKE ISHING 
MOOSE; DEER, BEAR, and PARTRIDGE IN 
FALL, ‘Lodge or cottages. Write 


LOG CHATEAU 
Box 1228, Blind River, Ontario, Canada 


in northeast Ontario, it’s 
LONG POINT LODGE 


for the best in 
BEAR HUNTING AND SPRING FISHING 
road in to camp 
American Plan—Experienced save Results 
i: ONG POINT “jp yy 
Now fly _in, from fF .. more than 2,500 
LAKES T IN “WILDERNESS AREA. rhe “little ‘as $30. round 
trip takes 3 passengers. 
write RAY FARMILOE 


u Point Lodge 
ELK LAKE, ONTARI PHONE 329 





LOST LAKE CAMP 


NORTHERN PIKE, WALLEYES, BASS, and TROUT 
Camp is located rity miles east of Gowganda, Ont. 
ne ing open until June 15th. 
BIRDS, BEA MOOSE. h hunting in the Fall. Comfortable 
house- Reoping cabins, emtate lights & resriee raters. Wood 
stove to c ith, 1 bedding & cooking utensils 
supplied. sabtoen for rent, American Plan. Alse 
overnight guests in lodge. Trailers & tents, allowed to 
park at a regular daily fee. Write or phone for information: 
LOST LAKE CAMP 
Elk Lake, Ont., Canada Phone: 319 





EAGLE LAKE SPORTSMEN’S CAMP 


HERB HANSLIP, PROP. 
SPRING TROUT FISHING 


Mushie, Lake Tout, Walleyed 


Pike, Nerthem Pike & Bass 


VERMILION BAY, ONTARIO, CANADA 
Good cabins, boats, motors & guides. Write for free folder & rates. 





LAKE TROUT e 


BEAR e 


Plan now for your Spring Lake Trout and Northern Pike fishing trip. Combine it with 
a Spring Bear Hunt. Also a few spring dates open on our Houseboat. 
—ON FAMOUS LAKE OF THE WOODS— 


RED INDIAN LODGE 


NORTHERN PIKE 


SIOUX NARROWS, 
ONT., CAN. 


ANDY DODDS, Mgr. 
Phone 40 











visit——> LUNGE LODGE 


On the Island-Studded French River 
Home of Fighting MUSKY . . . BASS 
WALLEYE . . . NORTHERN PIKE 
American Plan. . . All Conveniences . . . Write 
LUNGE LODGE, North Bay, Ontario, Can. 
Prior to May 15, B Flavell, Box 133 Post. Station ‘‘C,” 
Hamilton, Ontario, Canada 
Northwestern 
Ontario... 


LAC SEUL 


jak e: 
e . ee PLAN, L.H.K 
Outpost trips. nate lee yy Boats & Johnson Motors. 
ONAWA GE 


Judy and Bill Bousfield 
PERRAULT FALLS ONT., CANADA 


FISH... RELAX... HUNT 
PAPINEAU LODGE 


P. 0. Box #99, Mattawa, it. 
Good ahing for Lake Trout . . Speckled Trout . . White- 
fish and Ciscoes. Spring Bear Hunting. Small Game and 
Deer Hunting in Season. 
ousekeeping “Cotta ages or American Pian 
Write, now, ae folder and reservations—until Aprii 15 to: 


ee! 
After April 15, write direct to Lodge in Ontario 





Fly te CONFEDERATION LAKE 


48 AIR MILES NORTHEAST OF RED LAKE, ONTARIO 
NORTHERNS 2 


SOUTH BAY LODGE mum AMERICAN PLAN ONLY 


Winter Address: October 15th to May 15th | Summer pny May 24th to October 10th 
South odge Ltd. South i 


REACHED BY PLANE ONLY 
LAKE TROUT 3 


Bay 
P.O. Box 


Bellevue, lowa 


WALLEYES 


ize Ltd. 
c/o Ontario Central ‘Rirlines Ltd. 
Red Lake Ontario, Canada 











CAMP AMYOT 


iat opened ALGOMA-WHITE RIVER area 
via TRANS-CANADA HIGHWAY 17 
WALLEYES NORTHERN PIKE 
SPECKLED TROUT 
MOOSE 


American Pian only 
JOE CRICHTON 
Until May 1: Box 4 tf Can 
After May 1: Amyot, Can. ViA PRaz, Ont. 


Whoa, There f 


. Have zoe tried the NEWLY OPE REMOTE 
urgeon Lake area? Acsenstile “only by train 

or plane! 

@ Large Wellere- 
SPRING BEAR. 

@ AMERICAN PLAN only——food served Family Style. 
Write or wire: SAK BAY LODGE—John Dietiker 

To May 15: the above, at 111 E. Livingston St., Pontiac, 

Illinois, Phone 5585. 

After May 15: Sak Bay Lodge, Clarkdon, Ontario, Canada. 


Northern & Lake Trout—also 








ROGERSON’S CAMPS 


In the Port Loring District. 
Lake Trout, Pickerel (Walleyes), 
Northern Pike, Large & Small Mouth Bass. 


Main Camp: has modern Motel and Hotel, Dining Room 
Service, Large Lounge Room, House-Keeping Cottages with 
full conveniences 
Outpost Sane in New Areas. SMOKEY LAKE CAMP has 
eerecee and sleeping cottages 
LLARS LAKE CAMP—House-keeping cottages only. 
TAGE LAKE Camp— Dining room and Sleeping Cot- 
: Canoes, Outboard Motors, and 


~ 
lane provides eee ae to all outpost 


camps, offering virgin fishin; e porerreniens early. 
Write, phone or wire for Satsecnaticns or brochu 


ROGERSON’S ENTERPRISE Limited 
Ph. 8-R-5, Port Loring, Ontario, Canada. 


PECK’S TWO FULLY 
MODERN CAMPS 


© PECK’S EVERGREEN LODGE 


On famous EAGLE LAKE in Merthwestern Ont. 
com 


*-« ALL- 
Y . . LAKE TROUT . . SMALL MOUTH 
Ss 


ss. 
PECK’S BIRCH LAKE CAMP 


A new, fully modern FLY-IN Camp. 
Located % air miles northeast of Red 
110 air hey north of Sioux Lookout. 

a fishing trip you have dreamed abeut; 
artificial bait needed! NORTHERN PIKE . 
WALLEYES AKE TROUT. 

FOR FULL ‘DETAILS “al Peck’s Camps, 
wire, phone: RAY PECK, Eagle 
Ont., Canada. Vermilion 
Bay 59-W-1 











“TROUT FISHING IN CANADA AT 


PARADISE LODGE 


Canadian Squaretail, Speckled and Lake Trout. 71 

miles from any city or road, along the Algoma 

Central R. R. You're here in 2% hrs. 

All American Plan. 18 surrounding lakes, good 

boats and canoes. Only $6.00 fare, round trip. For 

information on good Trout fishing, write: 

obichaud, Spruce Lake Mile 71 ACR, 
= — Ba Marie, Ontario, Canada 
Fall MOOSE HUNTING ” 


SCOCHOSHHHSOEHHHEEEESEOEES 
SEE THE 


FABULOUS NEW COUNTRY 


OPENED SEPT. 1960 
Via LAKE SUPERIOR HIGHWAY 17 


Northwards from Sault Ste. Marie, On- 
tario. For the finest in Northern AL- 
GOMA’'S fishing, hunting, and vacation- 
ing spots contact: 
DICK WATSON 
c/o 33 Arizona Ave., Sault ay Marie, 
Ont., Can., PH: AL-3847 
e sdedhandaebakeseadseses 











LAKELAND LODGE 


GATEWAY TO THE LAND O’LAKES 


Finest Fishing in Northern Ontario for Small Mouth 
Black Bass, Gray and Salmon Trout, Wall-eyes 
(Dore) and Northern Pike. 
SPRING fishing for Lake Trout and Wall-eyes unsur- 
passed. Excellent meals and accommodations. Inner 
attresses. Outfitter for Canoe Trips to Virgin 
. Reliable Guides. "Plane service available. 
Housekeeping Cottares fully equlppes . 
Good Automobile and Railroad to ke Wahbnapitae. 
Write fos Bi ay gf me 
Mr. and ™i Re a age’ joux, Skead P.O., 
Ontario, Canada 


(Telegrams should be sent to Sudbury, Ontario, Canada) 


























NORTHERN ONTARIO — FRENCH RIVER 
PINE COVE LODGE 


IN A CLASS BY ITSELF 
Secluded resort for fishermen and their families. Cabin accom- 
modations. Modern facilities. Excellent meals served in ¢ 
room of main lodge. Two large Bing an FULLY 
FOR THE CONVENIENCE of 
pa PIKE, PIC KEREL. » San 
SKIES—on the upper part of the beautiful FRENCH RIVER. 
Sanetenen guides, boats & motors. Bait. Nice sandy beach for 
children. For descriptive folder and rates, write: 
MRS. EILEEN MASSEY 
ie, 


Creighton Ontario, Can. 
After May 15th write: Mrs. Eileen Massey, Pine Cove Lodge, Noeiville, Ont. 








FOR FAMILY VACATION 


PAUGH LAKE RESORT offers choice of several 

furnished housekeeping lakefront cottages, finished 

inside with fireplace and hydro—adjacent to waters 
of PAUGH LAKE. 


Walleyes, Bass and Trout Fishing 


Sand beaches. Situated East of oman Park. 
Auto drive 7 miles north from Barry’s Bay, Ontario. 


Write: Box 68, Barry’s Bay, Ontario, Can. 


FISH! HUNT! 


RANGER LAKE 
Write: ROCKWAY LODGE 


P.O. Box 266, Sault Ste. Marie, 
ONTARIO, Canada 
a ee OT OO Oe 


SPORTSMAN’S INN 


FISH AND HUNT Whitefish Bay, Lake of the Woods 
WITH US HUNTING: Deer, Bear, Ducks 
Housekeeping Cabins Only 
Fishing as you desire it, Modern, family-ty; 
Sand Beach, continuous electric lights and electric re- 
frigeration. Oi] heat, bottled gas for cooking . . inside 
private toilets and running water in all cabins, Central 
showers. Camp store, Boats, Motors, Sepaeeae, Good road 
to camp. Write or call for particulars 


CHARLES emas Sioux Narrows, Ontarie, Canada 
joux Narrows, Ont. 


of Resort. 


fa LY TO THE BEST FISHING 


AREAS IN NORTHERN ONTARIO 


Outpost Tent Camps & Cabins 
BASES: WAWA, CHAPLEAU 
Write Head Office 
THERIAULT AIR SERVICES 
CHAPLEAU, ONT., CAN. Tel. 177 











FISH FAMOUS LAKE NIPIGON 
NORTHERNS, WALLEYES, 
LAKE & SPECKLED TROUT 


Enjoy a_ pleasant, relaxing trip aboard the 
“VEL. -LINDA”. An “All Steel” Diesel-Pow- 
ered Cabin Cruiser. Write: 

SANDY’S CRUISER SERVICE 
Orient Bay, Ontario, Canada 





TRAUBE’S SIOUX NARROWS LODGE 


Box 90, Sioux Narrows, Ont. 


HUNTING - FISHING - VACATION 


Modern American Plan Camp. Noted for 
our wonderful food and lodging. Experi- 
enced guides & best equipment, Folder 
& rates on request. 


Write, wire or phone SIOUX NARROWS 37 


Be ie a a a 
2. ee, th, a a oe me 





CANADA (continued) 





| PIRES A RRNA BOSE LARS OO TET 
FLY to Virgin Fishing Lakes 


WHITE RIVER AIR SERVICES 


MITED 

shlicdaliie wien in the Wawa, Ontario, area. 

tre TROUT, MOUNTAIN A 

KE TROUT, PIKE AND WALLEY 
per person, as low as $40.00 per Nedaks 
For information: Contact our air base at 
White River Air Services Ltd., 

WAWA, ONTARIO, CANADA, Phone ULster 6-2530 


Rates: 











SPRING BEAR HUNTERS!?! 
ONTARIO——May 15th—June 15th 
Plenty of Bear—Baited areas—Scaffolds 
Minimum $125,.00—7 Days to fill out!! 

Includes Meals, Lodging and Guide Services. 


IVANHOE LODGE & CABINS 


P.O. Box 137 Foleyet, Ontario, Canada 











a 








“WOODLAND ECHOES” 


The family vacation spot on the beautiful Magne- 
tawan River between Ahmic and Cece Lakes in 
perry Sound district. Excellent Northern Pike, 
Small Mouth Black Bass, Walleye and Pan fishing. 
Comfortable housekeeping cottages. Electricity. 
Some cottages with flush toilet. Safe sandy beach 
for swimming 
For full information write: 
GEORGE HURFORD 
491 Fourth Lins, Oakville, Ontario, 


NEPEWASS! LAKEVIEW LODGE 
Walter and Glyndon Brummage 
—in famous Sudbury District— 


SPRING BEAR HUNTS BEGINNING MAY 10 
package deal available) 

EXCELLENT FISHING—MUSKY, PIKE, PICKEREL, BASS 

Six miles off Highway 17 offering maximum seclu- 

sion. Housekeeping Cabins or American Plan, Finest 

Fall Hunting——Organized parties with guides and 

dogs. Write for folder, rates, reservations: 








. 15—Dec. 1 Dec. 1— . 15 
Box 148 | inarksiay, Ont, Can. | sta. R°tax 12, Cantons: Ohio 


Canada. 











Toland Lodge 


Manitou Lake—Remote Area 
Fully Modern—American Plan 
TROUT, NORTHERN, BASS & MUSKIES 
MOOSE, DEER, BEAR, & BIRDS 
LEO HAMPE & JOHN PASTUCK, Owners 
ADDRESS: Nov. to Apr.—-Eagie River, Ontario 
May to Oct.——Wabigoon, Ontario, Canada _ 
a a a, a i a A a a 


Crystal Gazing 
write Ontario’s 


CHAPLEAU LODGE 


for fishing plans for ’61. 


Box 432 Dania, Fla. 


AAA ABABA DD” 


“BACK OF BEYOND” NORTHMOST CAMP 


IN WILDERNESS QUEBE. C 


Lacs a La Croix-Menton Fishing & Hunting Club, Inc. 
Opens May 20, 1961. Brook Trout up to 9 pounds. 
Lake Trout up to 12-15 pounds. Pike up to 23 

pounds. All native fish. Moose in season (Oct.), 
te wolves. 

Beautiful country beyond all civilization, over 
100 square mile preserve, many lakes: reach by 
air or canoe & portage, though no local roads. 
All fishing from canoes. Experienced guides. Good 
food—complete equipment. Clubhouse & cabins, 
running water, hot showers, flush toilets, electric 
light. Outer camps. One price: reasonable. No 
extras other than cost of flying. Come to Later- 
riere by auto, air or train, then fly to Camp. 
Float plane 40 minutes. Licensed air service. 
PETER SCHOCH, Manager, Laterriere, Quebec. Phone: ORient 8-2248 














MINAITAKI LODGE and CAMPS 


Situated in that famous Sportsman’s Paradise 
you read so much abcut, Northwestern On- 
tario, Canada. Modern base camp on Minnitaki 
Lake, boat-launching ramp, Comfortable quar- 
ters at fly-in outpost, and tent camps. 

———. in oose hunting. Walleye and 
Northern Pike, Lake Trout, Smali-mouthed 
Bass and yg 9 ——-. —— plan. For 
reservations, wire or write 


MINNITAKI LODGE 
Box 278, = Lookout, Ontario, Canada 





LOCK-MAR BAD RIVER LODGE 


Fish the famous French and Pickerel Rivers, the 
Bad River and the North Shore of the Georgian Bay 
between the Bustard Islands and Killarney, for 
Muskies, Great Northern Pike, Walleyes and Bass. 

Spring bear hunting in May and June. We are 28 
miles by boat west of highway 69. American plan 
only, with or without guides. Before May 1, Doug 

_Lock, Centre Road, Cookesville, Ontario, Canada. 





BAY VILLA LODGE—ONTARIO 
NORTH CHANNEL of Lake Hu . also numerous 
injand lakes . . offer apportunities ‘NOT EXCELLED 
n all as tae a Ontario! 
the voet of La Choche Mountains 
LAKE TROUT. M USKY, WALLEYES, N. PIKE, BASS 
SPRING BEAR HURTING 


housekeeping cabins 
Until b may 15: After May 15 
BAY VILLA LODGE BAY VILLA LODGE 
c/o 490 Front St. Whitefish Falis 
Upper Sandusky, Ohio Ont., Canada 





CAMP NEMEGOSENDA 
NORTHERN ONTARIO 


SPECKLED TROUT—LAKE TROUT—N. PIKE 
WALLEYE— WHITEFISH. MOOSE HUNTING 


Housekeeping cottages. Overnight cabins. Mod- 
ern trailer court. Tent bases. Guides, boats, 
canoes & motors. Playgrounds & ponies for 
children. 
HAROLD BYDLO, Owner & Operator 
Chapleau, Ontario. Ph: 420 
66 air miles north of the International border 
in Ontario, Canada 

Offers off-the-road fishing for —_ Trout, 
Bass, N ern ull 
unspoiled territory. Take fighting | Lake Trout on 
spinning tackle in mid-summer, when surface bass 

usky fishing is at its best. Hunting in season. Fly 
in from Ft. Frances, Ontario. Amer. plan only. Folder 


on request. 
DAVID A. oe 


Musky, 
tions in 





Temiskaming, Quebec 
A Sportsman's and family Camp in the Unspoiled Bush 
Located on Lake Temiskaming in the Kepawa Lake district 
Excellent fishing, Speckled Trout, Lake- 
trout, Northern Pike, Walleyes, Bass 
Accommodations include large log lodge, dining lodge, 
log bungalows, Electricity, running water and toilets 
in every cabin. Boats, guides, motors. Delicious food. 
Experienced staff. Folder. Early reservations necessary. 
A few outpost i cabins 
Write or wire THOMAS G. LEVIS, proprietor 
TEMISKAMING, QUEBEC, (via North Bay, 





Ontario) 














BASKATONG POINT FISHING CAMP 


Safe Sandy Beach—Boats and Motors 
Good fishing for—NORTHERN PIKE and WALLEYES. 
Completely furnished housekeeping cabins, run- 
ning water, flush toilet & showers. 
Dining Room Restaurant 
Write for folders and rates: 
A. & H. DAVID 
Maniwaki, Quebec, Canada 








285 Poplar Ave., W 


WILDERNESS FISHING 


By Air only—70-miles north of KENORA 
NORTHERN PIKE—WALLEYES 
LAKE TROUT—MUSKIES 


CAMERON STORK LAKE CAMP 








P. O. Box 568 KENORA, ONTARIO 








P.O. Box 500 
HOMAMO> 
PANACHE 


CLUB we 


Three separate reserves reached by road & air from Roberval. 
SPECKLED TROUT UP TO 9 ibs, AVERAGE 3 ibs—-LAKERS 
- Ak © 20 ibs—OUANANICHE—MOOSE—BEAR—PAR- 

Ti 

Roberval can be reached by Blvd Talbot from Quebec ciiy, — 

or Schedule Airline from Montreal or your own land or 
plane. For details write, wire or phone 


J. LEONCE HAMEL & SON 


Telephone 895 ROBERVAL, Qué. 
Member Quebec Outfitters Association 











LAKE SUPERIOR ROUTE 


fabulous fishing area has just been opened to the 
motoring public, 165 motoring miles north of Sault Ste. 
Marie and a er train ride — you into the heart 
‘ea where we are lo _ ™ Some of =~ 

to be had anywhere for 
yes, Lake Trout and speckled Trout. 


For full information and early reservations write, 
JACK FENLON “4 Anjigami Lake Lodge, P.O. Box 84, 
awa, Ontar'i Canada. 

hone oF wire Wawa (Anjigami 719) 











COME TO GOWGANDA 


For excellent fishing for big pike, walleyes, trout and 
bass. Spring bear and Fall moose hunting very good. Most 
comfortable housekeeping cabins with screened porches, 
$25 to $45 a week. Cottage for eight persons $55. all 
bedding, towels, ice, etc. included. No hidden extras. Full 
line of groceries, fishing tackle, souvenirs, gas and oil in 
our store. Quick freezing of your trophies. Safe, sandy 
beach for youngsters, 45 boats on many lakes including 
Grassy River, for guests & campers. Wilderness trips for 
virgin fishing and hunting, our specialty. Previously in- 
accessible lakes being fished this year. Bring the family. 
Prompt replys to all enquiries. Write to Jack Bullock, 
Sportsmen’s Camp, Gowganda, Ontario. From Nov. 1 to 





ANDERSON’S CAMP 


SIOUX LOOKOUT, ONTARIO 
On Abram Lake and Highway No. 72. 
Fishing Abram, Minnitaki, Vermilion, 
Lac Seul, Pelican and Botsford Lakes. 
SMALLMOUTH BASS, LAKE Legg MUSKIES 
WALLEYES & NORTHERN PIKE. 
American Plan & ~ neni pl 
For folder & rates, write, wire, phone: 
ee Oe CAMP 
Sioux Lockout 





April 1, address Jack Bullock, Englewood, Florida. 
LGONQUIN 


CANOE TRIPS: 8495" 35/2 


Complete Outfitting and Information for Canoe 
Trips in Alg. Park; 2100 Lakes in 2750 Sq. Miles 
of Wilderness Area; Excellent Lake & Speckled 
Trout, Splake, Smallmouth Bass; May 1-Oct. 15. 
ALGONQUIN 315 BROOKLAWN DR, 


OUTFITTERS ROCHESTER 18, N. Y. 











FISH in Virgin Territory 


A New 100-Mile Area in Rorthwestern Qucbeo 

big northern pike @ walleyes @ | 
The trip you've been waiting for-a a mg ye 
without a portage in Quebec's north country. Comfortable 
new lodge and sleeping —~ = “reached by private road from 
the Railway iine—g petent guides and good 
equipment, Reac' hed just qvernight <7 train from Montreal. 
By car to Senneterre. Wri now for further details, 
rates, map and folder. 

SIGOUIN BROS. 
Via Senneterre, P.O. 


KAPITACHUAN CLUB Quebec, Canada 


NORTHFIELD LODGE 


MAY 1—OCT. 15 
19 lakes . . —— fishing . . Lake Trout, Bass, Great North- 
ern Pike, Walleye . Best Lake Trout fishing, May, June, 
Accommodate persons, comfortable, airy 
board eeping; some have hot and 
Maid service, Shower 
Lodge reached by car. 














on famous White 
Fish Lake 


room or housek 
flush toilets. El tectrietty, 
baths. Execlient . Nice sa beac! 
Early reservations ee Write for ful! information and free 
folder. Rates $45.00 a rson a week for board past room . . 
special rates for kids! Route 11_from Hull. Addre 
erard freniere, Prop—Phone Gracefield 31 R 1-5 
NORTHFIELD LODGE 
R.R. 1, near Gracefieid, Que., Can. 





WALLEYES - BASS- PIKE 


Plan NOW to enjoy fishing this year at 


Lake Agnew Lodge 


© Fish beautiful, unspoiled waters. Guides, fine eauip- 
ment and facilities. Choice of American Plan or 
Housekeeping Cabins. Write for our folder now! 

Phone Address: LLOYD POLDEN 

5353-1 Box 90-B WEBBWOOD, ONTARIO 








Come to 


KILLARNEY LODGE 


in the heart of Algonquin Park on Highway 60 for 
EXCELLENT TROUT FISHING 

in May and June A.A.A, 

Comfortable log —— with modern conveniences 

and good home-cooked meals are featured. Guides, 

boats, canoes. For folder ond reservations write or wire. 











E. A. MOORE, PROP. Huntsville, Ontario, Can. 





Map of 
WILDLIFE AND SPORTS 


in QUEBEC 


Most informative map ever published of this area! 
Re: FISHING AND HUNTING = —— 

tion of roads and highways 

outstanding OUTFITTERS’ TERRITORIES, 

life sports available, acc mmmotasians and many other 
kinds of information. PRICE 


QUEBEC WILDLIFE MAP REG’D. 











P. ©. Box 1931, Quebec, Canada 











WESTER’S CAMPS 


20 Camps on open and private waters . . . operating 100 boats 
on Grand Lake du Cerf, Small du Soet. Cr e, Des Isles 
Lakes and Stream: Montreal to Lac-aux-Ecorces, Hard top 
Route 11, then rn 20 miles on finest crushed gravel road, via 
Barrette and Kiamika to main camps, via Ottawa #35 Row! 
from Buckingham, P.Q., Housekeeping camps strategic 
Speckled e Trout waters. S.M, Bass, Great Northerns, 
Wall-eyes, Pan Fish. Ice. Propane Gas, Electricity, Flush tol- 
— pons Water. Bedding, kitchen utensils, ¢ Ss, Ca- 
rocery, meat, beer. Licenses. Fancy Speckled Trout 
Fishing. - & 5 pounds. Parties 4 to 6, 3 guides, outpost camp. 


m main camp to Outpost, 
lester for General ont onan Maps and 
Cerf, Labelle Co., Queb 


- ROD, FISH & GAME INC. 


CESAR AND HORSESHOE CLUBS, INC. 
Wonderful fishing for Speckled, Lake Trout, 
Dore and Northern Pike, Moose, Bear and 
Bird Hunting. Modern accommodations, 
.American and Housekeeping Plans. 
For information and_ reservations, 
write or phone: WE 5-6336. 

SARTO BASTIEN, Mer. 


386 Murray St., Montreal 3, Que., Canada 


wire, 











Fishy, WHITEFISH LODGE %,,,, 
Ng 5 Mi. N. of Ottawa Ng 
7 lakes, accesible te br one ort boat, 4 beautiful lodge. 
Excellent LA shing in f is Whitefish Lake 
BLACK BASS: NE PIKE, WALLEYES ale also ow ge Main 
dining room and’ 11 cabins, modernly equip; vith hot 
water, and also 3 cabins with cooking faciitties, ere rng 
food, ice and maid service, Shower ith, ovided. 
Experienced guides, out sooard, motor available. Free. folder. 
Telephone: Gracefield 631R2-1 
= Y OUR MAY AND JUNE FISHING. 
Adelard & Gaston Whitefish Lodge, 
Near Gracefield, Que., Can. 
per per week— ocr. 15 


MAY 1 —$45 person 

















SASSAMASKIN-VASSAL 

FISH & GAME RESERVE 
100 Square Mile Reserve with 100 Lakes and Ponds. 
SQUARETAIL BROOK TROUT, SPLAKE, RAINBOW 
OR BROWN TROUT. NORTHERN PIKE and DORE. 
Address the Owner: ELIZABETH MCKENZIE 

Riviere aux Rats 

County Laviolette, P. Que., Canada 

Telephone 3-4040 or 3-4858 














The ‘SISCO CLUB’ 


A big catch, plus eetartul fishing & hunting . wait- 

ing for you a 

@ Kind * Fishing: “SPECKLED They LAKE TROUT, 
NORTHERN PIKE and WALL 
Kind 4 MOOSE, BLACK BEAR, PAR- 
TRIDGE 


Located at McCarthy, 282 Miles from Montreal and 
107 miles from La Tuque. 
You can reach the club by plane, or train on Canadian 
National Railways. 
Address: SISCO CLUB, Jimmy Cloutier 
Box 148, Parent, Co. Lavilette, P.Q., Can. 
Phone 224: Parent 


Hunting: 


COLD FISH LAKE 


Only outfitting base in N. British Columbia’s 


SPATSIZI WILDERNESS 
Over 3000 sq. miles of uninhabited country. 
Accessible only by chartered aircraft. 


STONE SHEEP 


Caribou . . . Goat. . . Moose. . . Grizzly 


WILDERNESS FISHING 


Rainbow trout . . . Arctic Grayling . . . Lake Trout. 
Headwaters Stikine River 


SUMMER SAFARIS-WILDLIFE PHOTOGRAPHY 
T. A. WALKER 


(Winter Residence) 


R.R. 1 Qualicum Beach B.C., Can. 


SPRING BEAR HUNTS 
Sheep Moose Deer Goats in Fall 


Riding, Fishing {agree eens to Hunting Season 
outfits ye to high country at 
jeadwaters Yalukom -y A and French ee! aut 
OOD HUNTING. 
out oe your car or cold-stor. 
| aged ~ 3 ag ol —— gg 4 3 for 


wes JERYTHING EXC 
day Wes! SUPPLY Ev YTHING Ex ter. ‘SED. 
mous: "write AIRMAIL for further facts, reservations: 


A. J. REYNOLDS & SON, Class A Guides 
BIG BAR CREE 8. C., CANADA 





BARA 
TWEEDSMUIR LODGE 


Back in business again 
after 10 years in the Forces. 
STEELHEAD—SALMON——-TROUT 
STREAM FLY-FISHING 
aa GAME HUNTING 
. Col. G. C. Corbould 
STUIE unt BELLA COOLA, 8.C., CANADA 


BRAS See 
weeeweeeeeee 











May 1 Nov. 1 


McKEEBY LODGE 
on famous WHITEFISH LAKE, Quebec 


Unexceiled jake & Speckled Trout, Bass, Pike, & Walleye 
fishing. 17 lakes to choose from. Eight large cabins with 
hot water ane modern conveniences. Excellent food Ex 
perienced guides, outboard motors, available. 

per week per person; includes cottage, board, boat, ice 
and maid service. Located 70 mi. N. of Ottawa. Write for 
free folder. 


Enjoy our May-June Trout, Pike & Walleye Fishing 
McKEEBY LODGE, Whitefish Lake 
Phone Gracefield 631R34 Gracefield. Que., 





FISHERMEN! 


Two native Speckled trout territories plus one 
Northern Pike & Walleye preserve with some giant 
size fish. Several car roads to most lakes. Lodges 
with electricity, showers. Lounge for Company 
groups. Swiss chef. Am. Plan only. 100 mile drive 
N. of Montreal. Landing strip. Special summer fam- 

erences; in your locality. Licensed 

folder & map, call Montreal 
WE 5-4475 or wri 


N-A-MOUCHE LODGE 


St. Michel des Saints, Berthier Co., Que., Tel: 80_ 


Canada _ 





NEW TERRITORY 


COLONIAL CLUB: Bordering Chibougamau Reserve, 
§ ne leased 40 Square mile area; situated ap- 
55 miles North of St-Felicien, P. 
Whitefish, etc. weighing 25 pounds. 
Trout, weighing up to and over 5 pounds 
Also two Camps to accommodate eight persons. 
Air transport cost will be furnished on request. 
Write or Phone: 400 or 409 


“CLUB COLONIAL” 
St-Felicien, P. Q. 


Canada 
crannies nr 


MOOSE HUNTING IN NORTHERN B. C. 


Hunters, here is your chance to hunt for 
Moose, Bear Deer for Trophies or meat 

. with saddle & pack horses in the foot- 
hilis of the — 


JOHN L. R. ARDILL 


Licensed Guide & Outfitter 
Hudson Hope Fort St. John, B. C., Canada 























MOOSE e DEER e BEAR 


SADDLE AND PACK HORSES 
Also— 
GUIDED FISHING TRIPS 
TO WILDERNESS LAKES 
Write early for information, and reservations, to: 
HOWARD SMITH 
BATNUNI RANCH 
Quesnel 8.C., Canada 








HUNT IN NEW AREA — B.C.! 

SPRING: GRIZZLY, BLACK and BROWN BEAR 

FALL: ELK, MOOSE, GOAT and ALL BEAR 
Adjacent to Banff and Jasper Parks 


O. W. BERGENHAM 


Phone: 141 Box 233, Golden, B. C., Canada 








{ 
| 





ATTENTION BIG GAME HUNTERS 


Come to the Peace River District of B.C. 
for SHEEP, MOOSE, GRIZZLY. | have 
guided in this district for 16 years. Excel- 
lent outfit, pack and saddie horses, camp 
equipment, boats. Contact Robert Beattie, 
Gold Bar via Hudson Hope, B.C., Can. 











SHEEP—GOAT—GRIZZLY! 


FISHING & TRAIL RIDES! 


SPRING aa Hunts and FALL Hunts 

for Sheep . - Goat . Mo cose . - Dees and Beor 

lack, brow m, gri 

SUMMER Fishing Trips and Trail, Rides in British 

Columbia’s beautiful Cascade Mountains. Writ 
CHARLES TREMBLAY 


TYAX LODGE, Gold Bridge, B.C., Canada 














FALL GRIZZLY 


100% KILL IN 1960. 


22 HUNTERS KILLED 20 
jects & 16 BLACK BEAR! 
e fly fr "77 Lodge to hunt- 
p+ area by float-plane. 14- 
— fonts only $550.00 and 
Write, wire or ‘phone: 
A. ELSEY, ys A Guide 


TALCHAKO tooes. Bella Coola, B. C., Can. 














STONE SHEEP HUNTERS 


Get STONE RAMS—MOUNTAIN CARIBOU— 
GOATS—MOOSE—GRIZZLY & BLACK BEAR in 
one area, NORTH of the 56th parallel—Aug., 
Sept., Oct. SPRING BEAR HUNTS—May thru 
June. MOOSE, CARIBOU & DEER Hunts for 
meat & trophies in Oct. & Nov. 

1 live hunt & tran in my area the year ‘round! 


R. LYNN ROSS, Ist Class Guide & Outfitter 
_ Mile 147, Alaska Highway, Pink Mountain, B.C., Canada 


“FOR TROPHY ELK—Five-day trophy hunts on horse- 
back in an area hunted only by us, SHOTS GUARAN- 
TEED—from September 15th to October 30th. 100% 
Hunter Success, 1960 Season. We supply everything and 
@ private landing strip plus close Airline connection, can 
make yours a truly condensed hunt at a reasonable rate. 
Chances for other game in area excellent. 

For those with ae time we have several five-day 
SPRING BLACK BEAR and GRIZZLY reservations still 
available in May and June in an area accessible by pickup 
truck. For further information and reservations write: 


PHILLIPS BROS. —Licensed Guides & Outfitters 
GRASMERE, BRITISH COLUMBIA Via Eiko, 8.C 


Be GRIZZLY! 


NOW BOOKING Spring and Fall GRIZZLY 
BEAR HUNTS 


ALSO FALL HUNTS for MOOSE, DEER, GOAT 
and CARIBOU in new area. GOOD FISHING! 


We Travel by saddle & pack horse. 
Write or wire: 
BUD FELLERS 
First class Guide & Outfitter 
awson Creek, B 


9417—6 St. Daw: -c., 
Phone: STerling 22961 


Canada 


——[_—_ _—_—_—_—_—_—_ 
HUNT BRITISH COLUMBIA 








Wild Life Photography 


Pian now for a mountain vacation in the big game 

country of northern B. C.—between July !|—October 
15. Wild life such as Stone Sheep, Goat, M Do 

izzly & Bear ” the Area. Base 

it. John. Pack S 


For details write: 
/o@ Box 401 
Ft. St. John, B.C., 
Canada. 








For GRIZZLY, MOOSE, STONE SHEEP, GOAT & CARIBOU 
Hunt the awe River, Kiuachesi Lake & Prairie River 
en gy Are - going * ee the Alaska Highway with 

pack & 8 addle horses . . . or you can fly to Kiuachesi Lake 
& meet pack train 
SPECIAL DEAL ON NOVEMBER MOOSE & CARIBOU HUNTS 

A guide for each hunter 
For information & references, write or wire: 


Gary J. Powell, Class A Guide & Outfitter 
Hudson Hope British Columbia, Canada 


‘HUNTING = “iv, Brzswick FISHING 


ATTENTION SPORTSMEN 


Early Atiantic Salmon fishing starting April ist, Atiantic 
Silver Sasmon, Trout, Picker Bass. Bear hunting April 
20th. Bear licenses are FREE. Complete outfitting units, 
excellent facilities in the heart of New Brunswick's great 
forest 

Fall big anne season from October Ist to November 30th. 
Limits 2 deer, 2 bear, small game and game birds. Ac- 
commodations for men For further 

te. wire or phone: 
Rate ORSER 

COLDSTREAM =3, NEW org rtey | 
TELEPHONE: _HARTLANO 375-641 


only. information 


CANADA 





ARMSTRONG’S CAMPS 
HUNT FOR 
BEAR, PARTRIDGE, WOODCOCK 
THE BEST IN THE ees ee 

FISH Spednic and Palfrey Lakes . . called ‘‘the North’s 
BEST 5.M. Bass Waters’’ eas 14 to 8 Ibs. Still the tops 
for Landlocked Salmon . Excellent Trout, Pickerel and 
Perch fishing. LLY MODERN Camps, reached by our 
private road. Guides, Boats and Motors at Camp. Member 
N.B. Outfitters Association. 

Owned and Operated by 
GLADYS & sous & anmstnone 
York Co., N.B., Phone: 13, McAdam 


DEER, 


McAdam, 





BIG GAME HUNTING 


Adjacent to Kootenay and Banff National Park. 
Goat, Deer— 
Excellent horses, experienced 
first class equipment. Write: 


DIX ANDERSON 
WINDERMERE, B. C. 


Hunt Grizzly, Big Horn, Elk, Moose, 
or spring Bear hunts. 
guides, good food, 


CANADA 























NOW IS THE TIME to make reservations 
for FISHING and HUNTING 
at PORTLAND CREEK and RIVER OF PONDS. 


These are just about the BEST Rivers on our 
West Coast! Comfortable cabins, water and 
lights. Drive to our door. 


Winter Address: ANGUS WENTZELL 
Parsons Pond Newfoundland, Canada 











. . 

Big Horn Outfitters 
Booking now for Spring Grizzly hunts & 
Fall hunts for Sheep, Goat, Elk, Moose, 
Deer and Bear. 

REFERENCES GIVEN AND REQUIRED 

For information write, wire or phone 


Box 571, Fernie, B. C., Canada 





GAME GUARANTEED 


The hunter —_ ae ere what he shoots 
MOOSE © DEER © SHEEP @ 


Also Regular Hunts on flat rates. 


Hunt with confidence 
with the best guides and equipment available in this area. 


CHILCO CHOATE HUNTING CAMP 
CLINTON, B. C., CANADA 
SCOHCHCHHSHOHSEHHEHSOESESEHESE 
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30 years of Successful Guiding in 
BRITISH COLUMBIA’S 


SELKIRKS and ROCKIES 
Hunt SHEEP, GOAT, ELK, MOOSE, DEER, 
BLACK and GRIZZLY BEAR with: 
GORDON McKAY 


Box 105, Invermere, British Columbia, Canada 








TROPHY —, 
SHEEP—GOAT—CARIBOU—HUNTERS 


also 
IZZLY—MOOSE—ELK 

Our flost-plane takes you in a few hours into one of the 
most isolated and remote parts of British Columbia where 
our pack-outfit is waiting. Excellent guides, horses, equip- 
ment and food. Use your full time for hunting. 

weeks hunt $1, weeks hunt $1,515 
This includes transportation by bush-plane. 

Our references—last year’s hunters! 


BEAVER—RANCH—OUTFITTERS 
LL Cisse ¢ Guides 
Pruck! Box 88, Chetwynd, 8.C., 








fF. J. CANADA 














\ ALBERTA 4 


unt by pack & ain 4 the ar anediep Rockies BIGHORN 
Sweer, OAT, GRIZZ AR, ELK and DEER. 

SPRI ne BEAR ‘aunts: ae Somer photography 
and Fishing trips. 


Good cauipment—Experienc ed Guides. 
RATES cee ome PER oay 


wi PER 
EACH FoR THREE OR MORE——$35 PER DAY 


Wm. MICHALSKY, Class A Guide & Outfitter 


Lundbreck, Alberta, Canada 
Member—Alberta Outfitters’ Assoc. 





BIG GAME HUNTING! 


in CANADA’s North-West 
Season for Spring Bear—May-June 1961 


Hunt Big Horn Sheep, Grizzly, Goat, Caribou. Black 
Bear, Mule Deer and Moose with complete first-class 
pack outfit, in beautiful Mount country. September ‘till 
November 1961. Also photographie trip and good fishing 
all summer. Write, Wire and BOOK NOW! 


R. EBEN, licensed ovifitter & guide 
Box 172. Stave Lake, Alberta. (Peace River) 





SASKATCHEWAN’S MOST MODERN FLY-IN CAMP : 


e Northern Pike 
e Walleyes 


e Lake Trout 


Northerns in 20 to 28 Ib. 
eyes unlimited; 
whitefish for 
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@ Sensible rates—no hidden charges. 
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UNSURPASSED FISHING! 


Located 50 Miles North of Lac La Ronge 


e Whitefish 


Make reservations now for fishing trip of a life- 
In famed Churchill River area. Accessible 
only by float plane. Best of well-prepared food; 
comfortable cabins, each with flush toilet, shower, 
wash basin, 110 AC electricity, innerspring mat- 
tresses, four 6’6” twin beds, and two bedrooms. 


class are common; wall- 
lake trout in 16 to 30 Ib. class; 
fly fishermen. American plan only. 


Sportsman's 


Lodge 


For Reservations and Complete 
information Write or Call 
Tom F. Pierce, Jr. 


Box 7512, Oklahoma City 16, 
Oklahoma (Phone JA 8-6346) 


MODERN | 


NORTHERNS 
WALLEYES 


North of Lac La Ronge IN SASKATCHEWAN 


BEYOND LA RONGE CAMP has opened a vast 
new virgin fishing area in Northern Saskatche- 
wan, At our completely furnished camp guests 
are amazed with their fabulous fishing. Fre- 
quently walleyes are caught on every cast and 
as a rule 20 lb. Northerns are taken daily. 

Located in the center of several sets of water- 
falis, this camp is beautifully situated. You can 
relax and still have the greatest of fishing. 

Operating American Plan, we provide boats, mo- 


BEYOND LA RONGE CAMP 


® HUGE LAKE TROUTI * TS, GRAYLING! 
@ GIANT NORTHERN PIKE 


Fly NORTHWEST OF REINDEER ‘LAKE 


te the cold Arctic waters of LAKE WATERBURY . 
phat Pacmag! RY is now known as the best sport show lake in 
jorthern SASKATCHEWAN. Movies available, ee ng pat 
Rsherrned continuously hauling in monsters of e rout, 
‘ortherns | am Aretic Grayling NLY MSPINNING 
PAC You will cateh hundreds, VES 
all Summer long. Many 20-30 pounders. New Lodge with modern 
dining room to serve you wonderful meals. 
Summer Address: Jim Jackson, Jackson's Lodge 
¢/o Trans Air, Lynn Lake, Manitoba, Can. 
Winter Address: Jim Jackson, 115 Woodward Ave., 
London, Ontario, Canada 


LAKE TROUT 
NORTHERNS 
WALLEYE 
GRAYLING 


LING are available. 


Phone EDison 4-8811 


DEERHORN LODGE 


ATTITI LAKE, SASKATCHEWAN 
A FLY-IN CAMP, AN ANGLER’S PARADISE 


First year complete. Excelient take trout fishing, Walleyes 
Northern Pike. Americ — Plan. Pac eo ce deal at Lodge, 

$27. SC per day plus fi; , : r person. 

trip Semi-modern ca Din ° motors, guides, 

meals. DRIVE TO FLIN FLON. Mt PANITC IBA, No. 

w ray; rf e-< id flight from Winnipeg, DAILY. Write Wire, 


TED ‘MACKONKA, , 48 Ross s St., Flin Fion, Manitoba 





122 West 9th, Sioux Falls, So. Dak. 





REINDEER LAKE 


NOW—in a completely equipped fishing 
camp in northern Canada on the Sas- 
katchewan-Manitoba border only two 
miles from DEEP BAY. This bay is 700 
feet deep and 7 miles across. It is load- 
ed with reefs for the ultimate in LAKE 
TROUT FISHING. Huge, hungry LUNK- 
ERS await you, Also the best of NORTH- 
ERN, and WALLEYE fishing and GRAY 


For color brochure and 


REINDEER LAKE TROUT CAMP 


122 West 9th 





tors, guides, gas, oil, real log cabins with inner- 
spring mattresses and all you can eat of the 
very best food served family style in the lodge. 
The rates are very reasonable and there are no 
hidden charges. 


A wonderful place to bring your wife or teen- 
age boy 


anvens | interested in a REAL fishing trip ata 
comfortable camp write AIRMAIL now 


Phone EDison 4-8811 





NORTH OF LAC LA RONGE, nee ey 
in the Fabulous Churchill River Reg 

LAKE TROUT...WALLEYE ... NO ORTHERN PIKE 

FIRST RATE ACCOMMODATIONS. American Plan or 

Housekeeping Cabins. FOR A SUPERB FISHING AD- 4 
VENTURE ‘‘Off the Beaten Track’’ write: 

BOX 254 Sask ’ 
LEW KELLY Skatchewan, "Canads 3 


Sa 
Phone: CHERRY 4-5268 








Even in AUGUST, the combination of 
beautiful, sunny days plus ice cold 
water will give you mid-summer fishing 
you never dreamed could be possible. 
Everything is furnished. 

Plan now to take part in the superb 
fishing that only REINDEER LAKE and 
DEEP BAY can offer. Come by car. 
private plane or commercial] airline. 


infor i write or call: 





Sioux Falis, So. Dak. 





NOVA SCOTIA TROUT FISHING 


DEER & BEAR HUNTING 
WILDERNESS & NON-WILDERNESS TRIPS 


Brook & Brown Trout, Atlantic Salmon and 
Sait Water Fishing, Snowshoe Rabbits & Water- 
fowl Hunting 

Walter Le Blanc 


Belleville South, Yarmouth County, Nova Scotia 
Phone Tusket 5-31 


Canada 





THE LAST 


or Whitehorse. A-1, 





Pack trips into Northern YUKON, 
Government-inspected equipment; 
SIVE HUNTING RIGHTS TO 10,000 square miles north of the Pelly. 
boats for Spring GRIZZLY HUNTS. 20 years’ experience. WRITE AIRMAIL: 


T. O. CONNOLLY, Chief Guide & Outfitter 
BOX 2052, WHITEHORSE, YUKON, CANADA 


TRUE WILDERNESS 


accessible ONLY by float-plane from Mayo 
2-way radio. EXCLU- 
Power 











CAMP CREEK OUTFITTERS 


MOOSE—CARIBOU—BLACK AND BROWN 
BEAR—SHEEP—EXCELLENT FISHING 
PHOTO TAKING 
Registered Guides 
By Reservation Only—Shooting Guaranteed 
1908 WEST HILLCREST DRIVE 
ICHORAGE, ALASKA 
BILL HOLLIDAY AND HARVEY PACKER PHONE FA 2-4470 





MUNSEY’S BEAR CAMP FOR 


One of Alaska’s Finer 
Hunting Camps. 
Air mail or wire: 
PARK MUNSEY 
Box 83 Kodiak, Alaska 


Shooting, of course, is GUARANTEED. 











BROWN 
BEAR 


Black Bear, Sheep, 
Goats, Moose 
and Caribou 


KARL LANE 


Box 1509 Phone 
JU-63822 
Juneau, Alaska 

















POLAR BEAR HUNTS 


Now being booked for February, 
March and April — also 
KODIAK and BROWN BEAR 
hunts for month of May. 
COMPLETE Accommodations and Outfitting 
ALL HUNTS BY AIR. 2 FAA approved aircraft. 
Commercial pilots. Licensed guides. Air Taxi permits 


LEWIS & ASSOCIATES Box 110, Kenai, Alaska 














POLAR BEAR 


We still have a few choice dates for March & Apr 
Polar bear hunts. Also pocnine Spring Kodiak Its: 
and Alaska Peninsula Bro’ Bear Hunts. Fall 

hunts for dall sheep, caribou, giant eee. 

black and grizzly bear. Fishing at its st in pest - 
July. Year around guiding & Outfitting "in All Alas 

For the ultimate in guide service Contact: AIR MAIL 


or WIRE 
FRENCHY LAMOUREUX 
©. Box 4444 Spenard. Alaska 
Ph. Fairfax +o ie38 











PIONEER Outfitters & Guides 


BOOKING SUMMER PACK TRIPS for fishing, sight- 
seeing, gold panning, and photography. 

ALSO FALL HUNTS for Dall Sheep, Moose, Caribou, 
and Grizzly Bear. 

SPRING BROWN BEAR HUNTS with plane or boat. 
Best equipment and horses. References exchanged. 
Write AIR-MAIL for brochure and prices. 


LOU ANDERTON and amodiate 


Chisana via Cordova LASKA 











ALAS KA...and STEPAN 1 LAKE HUNTING CAMPS 
(26th year with more than 200 # 
can nd " Hunts trom Aug. 20 to 
[BO GRIZZLY .. . BLAC .. 
; ”. 1 Pxeélieit Opporiunities for Photography. : sa 
e v Registered Guide and Outfitter 
O6as L St., Anchorage, Alaska Ph. Br. 8-2815 
@eeeeceeeeeeeeeeeeeeeseeeeees@ 








EXCLUSIVE 


ALASKAN HUNTS 


aa BOOKING for the Fall of ’61 and Spring of 
SHEEP, GOAT. CARIBOU, MOOSE, LK 
BROWN BEAR, GRIZZLY BEAR. POLAR’ BEAR, 
BLACK BEAR, & BLUE BEAR. Also trips for the 
photographer eee for all Alaska. 


Referen 
ANDY RUNYAN 
F-3 Cedar Park JUNEAU, ALASKA 





PERSONALLY GUIDED PARTIES 


Custom-tailored to your most 
exacting requirements. 


JACK RANDALL 


REGISTERED GUIDE & OUTFITTER 
Member: Outfitters & Guides of Alaska 


COOPER LANDING, ALASKA 
©0000 0CCOOCEHEEEE8EEEEe 








ALASKA BIG GAME 


Now pentin ng Spring, 2963, aga for ALASKA 
BROW nd oo. LION 


E. 
BOU, ROCKY MOUNTAIN GOATS, GRIZZLY and 
BLACK BEA 
BUD CONKLE—Reg. Guide & Outfitter 
References Exchanged 
Airmail or Wire only—Phone TE 5-35. 
Box 193 Va Fy ‘Alaska 











elitdialietcla tall Raladaiatelaltlindals” 
HUNT POLAR BEAR 
ON TOP OF THE WORLD 
Experienced Guide—Pilots 
BCOKING FOR SPRING HUNTS NOW 
Write, wire or phone: 


FRANK GREGORY 
LICE NSED GUIDE & OUTFITTER 
ROW, ALASKA 





eee eaee ee i 
See eueaeuzeaeu 
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HUNT ALASKA! Horseback! 


MOOSE . . SHEEP . . GOAT . . CARIBOU 
AND ALL KINDS OF BIG BEAR 
Summer Pack Trips 
| specialize in SHEEP AND 3iG BEAR. 


JOHNNY LUSTER 


PALMER ALASKA 














ALASKAN 


TROPHY HUNTS 


Completely outfitted, PACK AND SADDLE-HORSE 
I . Kenai Moose, Goat, Caribou, 

. Spring and Fall, ALASKAN 
. Finest big game areas. Smal! par- 


photography trips. References given. Inquiries invited. 
RD 


R. POLLA 
KENAI GUIDE SERVICE 


KASILOF ALASKA 


Kodiak Island Brown Bear Hunts 


A few reservations open for April & May 1961. 
Permanent camps, excellent areas. 
Bookings open for April & May 1961 


KODIAK ISLAND GUIDES & OUTFITTERS 
P. O. Box 1372 © References * Kodiak, Alaska 














WE ARE BOOKING HUNTS FOR THE INTERIOR OF ALASKA 


DALL SHEEP. CARIBOU, MOOSE and GRIZZLIES for Fall of 1961, in one of Alaska’s best game areas, 
having PLENTY OF GAME AND EASY HUNTING. ALL our hunters TOOK FINE TROPHIES! 


HUNT KODIAK BEAR 


Hunt with Reliable Guides. You, too, can take a large trophy. We are booking hunters for the Spring and Fall 
of 1961. Two of our bear hunters are listed in the 1958-1959 BOONE AND CROCKETT scoring. We are also 
booking hunts for DALL SHEEP, MOOSE, CARIBOU and GRIZZLIES. 


BILL PINNELL AND MORRIS TALIFSON KODIAK, ALASKA 








TAKE A SAFARI TO ALASKA 


Arrange now for your hunt for Polar, 
Brown & Grizzly Bear, iil Sheep, Moose, 
Caribou & Goat. Finest modern equipment. 
Years of proven experience. Make your _res- 
ervation now. References given. Tel. Fair- 


fax 22135. 
ELDON BRANDT, Registered Guide & Outfitter 
Box 1031, Anchorage, Alaska § 








ALASKA BIG GAME HUNTS 
Book now for Spring Hunts 
KODIAK BEAR—POLAR BEAR 

Fall Hunts 
MOOSE—CARIBOU—SHEEP—GOAT 
BROWN, BLACK and GRIZZLY BEARS 
All hunts persona guided: 

nh rT L. 5 
52, Kenai, Ala 


KENAI FLOATPLANE SERVICE 
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HUNT ALASKA’S 
DALL SHEEP, MOUNTAIN GOAT, 
GRIZZLY BEAR, CARIBOU, MOOSE. 
Now booking hunts for 1961 
AIR MAIL: 
ROY BIFFLE Box 682, 


OR Paimer 
Alaska 


ee 


PULTE LTT 
SeeeeeeN 














46%, more Where-to-Go advertising 


in O.L. this March because O.L. 
pays off. Your May ad here goes to 
5,000,000 prospects, can get big 
bookings fast! Ask T. K. Lake, Out- 
door Life, 355 Lexington, NYC, for 
ad rates now. 











“ALL OVER THI THE MAP” 





HUNT OLD MEXICO 


Come to Mexico and participate in the fabulous hunting that is found here the year around. 
Follow the seasons as we move around to the choicest areas in Mexico. 


SPRING AND SUMMER—Keep your eye sharp and your trigger - finge tr loose while hunting preda- 
tory animals. Coyote, oe Hawk, etc., no limit. Peecary, 5 per day. Special hunts arranged 


for Mountain Lion, $39 


FALL—Join us for ag hunts into the mountain and desert wilderness areas for trophy Mule 


deer, White-tail, and Bear. Deer guaranteed. 


Rates $25.00 per day, special rates to club members. Club membership fee, $150.00 per person. 
Satisfaction guar: 4 


Dept. Ke THE MEXICAN SAFARI CLUB © 901 Ardella Ave., Akron 6, Ohio 














JOIN CARIBBEAN | CRUISE | 


Sail aboard 151-ft. TOs, OLA 
(world’s largest staysail sc - 
er), or 96-ft. briga amine Y ANKEE 
(of ‘round-the-world fame), to 
Bimini, Berry Islands, Great 
Abaco, Grand Bahama, Nassau. 
Compete in fishing contest! 


10 Days of Adventure—$150 
WINDJAMMER CRUISES, INC. 
Miami Beach 39, Fla. JE 2-3407 


BRAZILIAN EXPLORER 


INTERIOR LAN 
GUIDE AND INFORMATION SERVICE 
PRACA DA REPUBLICA, 80, SALA 202 


SAO PAULO, BRAZIL 
MATO GROSSO HINTERLAND SAFARIS—Game & 
fishing, comfortable houseboat hdqtrs., thousands of miles 
of natural waterways. Jeep, boats, included to facilitate 
hunting & fishing programs. Low rate exploration trips on 
houseboats, for clubs, groups, families. Rare opportunity 
to see nature, wildlife, while enjoying floating comfort 











——_I JAGUAR! 


SOUTH AMERICA — OLD MEXICO 
Largest Co ene Greatest Big Come Trophy i in The Americas! 
co—s ons muary thru April 1961. 
$0  eenaan another —— a "Success! _ eee Bird 
Shooting! Thousands of Duck, Geese, Cr. 

Also MOUNTAIN Lion & BLACK ‘BEAR “HUNTING! 
BOLIVIA, S.A eason: June thru October 1961. 
Incomparable V jame Paradise where the 300 
pound Jaguar sey World’ Phebe» Largest Cat—is King! 

Many Challenging Gam Animals, Birds, Fish! 


JHE LEE BROTHERS World Famous Hunting Guides 
ON. Phone: 





East 
| Fucson: Pi By Gail lee Be om a r. 








AFRI 


Hunt the 


East Afries’s wild game awaits you 


The Big Five... elephant, rhino, lion, 
leopard and buffalo . . . that’s real hunt- 
ing! With gun or camera. Scores of 
lesser game, too. 

An East Africa safari is the ultimate 
experience for a hunter. Set out from 
Nairobi into the game-filled bush. You 
can rough it... or go like a king. The 
world’s leading safari operators will 
tailor the journey to your budget. 

Making up a safari kit? Let us send 
you detailed literature on what you'll 
need. ..the how, when and where of 
the trip... all the information for the 
hunt-of-your-life. Your Travel Agent 
has it, too. 


See your Travel Agent or 
write Safari Dept. OL 


East Africa 


Tourist Travel Association 
Representing these 4 great territories: 
KENYA - TANGANYIKA - UGANDA - ZANZIBAR 


6 East 45th Street, New York 17, N.Y. or 
P.O. Box 2013, Nairobi, Kenya, East Africa 





ANGOLA 


PORTUGUESE WEST AFRICA 
“Mucusso”’... our private 10,000 sq. mi. concession in remote 
south-east Angola... a big game paradise reserved for our 
clients exclusively. 

The “Big Five” plus greater kudu, sable, situtunga, roan 
and many other species await you here. 
Let us tell you about it! Write: 


LEE EXPEDITIONS, LTD. 


135 East 44 Street 

New York 17, N.Y 1A 

phone: YUkon 6-7667 

cable: HUNTLEE 

{associated with ELITE TOURS & TRAVEL SERVICE, INC.) 











INDIA 


SIX TIGERS . . THREE LEOPARDS and a Gaur . 
and the capture of four tiger cubs by ONE HUNTER! 
Many other records. Eleven hunters shot 21 tigers, 20 
aaa: 16 gaur. Contact: 
APTAIN L. H. KEELER 
¥ O. Bex 114, Bangalore, India 
Officially approved by the Government of India 
as Shikar Outfitters 


WHITE HUNTERS OF MOZAMBIQUE 


Bookings for May-November, 1961 
Elephant, Kudu, Sable, Nyala, Lion, Buffalo and 
all plains game in abundance. No permanent 
camps, all Safaris Kenya style. Finest equip- 
ment, most know-how. Top references. For com- 
plete information write air-mail to: 


MAX BORRELL 
Alfonso XII, No. 52 








Madrid 











BIG GAME SAFARIS 
WORLD WIDE 


Complete hunting and fishing trips. 
For free brochures and information, write or wire: 
BIG GAME SAFARIS 
Box 7474, Mpls, 22, Minn. or phone: Kellogg 7-0101 
CCHS EEOECHSSESESESESESESES 








Badrutt’s PALACE HOTEL & 
REST. CHESA VEGLIA 


ST. MORITZ 
SWITZERLAND 


Summer and Winter 











Hi 


SEE PAGE 163 
for HAWAIIAN 
outfitters, & 
REAL ESTATE ads. 














THE BEST OF 
EUROPEAN SHOOTING and FISHING 


A RIVER IN NORWAY OR ICELAND; 


GS. We are the Specialists and 
id ewe service and advice. Own TROUT 
USTRIA. 


SPORTING AGENCY WERNER BALDAUF 
ARNULFSTRASSE 30, MUNICH 2, GERMANY 








PORTUGUESE EAST AFRICA 
Best hunting at most reasonable rates 
Safari Outfitters of Mozambique, 
30 days, $2,604 for one, $3,024 for two with on 
PWH. Many of our 1960 trophies qualify = inclu- 
sion in Rowland Ward's ‘‘Recor Book’, including 
two record size ney poy — Hons. 


Wire, i or W 
SPECIAL TOURS & TRAVEL 
6 N. Michigan Av., Chicago, 111. Phone: Fl 6-8626 














SPORTSMAN’S MARKET PLACE 


Classified ads 80¢ per word per insertion for minimum ad of 14 words; only 70¢ per word per insertion when you use 16 words 


or more, 


All orders payable in advance. 


Closing date for May issue (on sale April 27) is March 22. No cancella- 


tions after March 15. Send copy and remittance to Will Winn, OUTDOOR LIFE, 355 Lexington Avenue, New York 17, N. Y. 





1 ARMS & AMMUNITION 





NOBODY Undersel!s Kleins! Selortul “ Sports Bar- 
gain Circular Is Free, Or S 25c For 144 Page 
Bargain Catalog. Klein’s-O, SOT West Washington, 
Chicago 6, Illinois. 
THOUSANDS of used guns listed. All kinds, Ped 
right, Published twice monthly. Sample 25c. Yearly 
$2.00. Shotgun News, Box 57A, Columbus, Nebraska. 
10,000 GUNS!!!—Antiques, Moderns, Swords, Armour 
—every description. Giant Catalog $1.00. Agra- 
monies, Yonkers 2-B, 
30-06 Garand semi- . wire rifles. sant 

good—$79. 95. Perfect—$89 U.S. Mod. 1941 
30-06 Johnson semi- cshonmaie ‘rifles. Very good— 
$59.95. —— $69.95. ag list. Freediand” Arms 
Co., 34 Park Row, New York, N. Y. 
GUNS. rm Sindo. None over ie. 00. Bargain list, 25c. 
Miller's, 6509 Folsom Blvd., Sacramento 19, Calif. 














AMERICA'S oldest, largest, most complete Taxidermy 

Supply House. Finest glass eyes, headforms, panels. 
All other supplies. Buy where the experts buy. Big 
catalog free! Rush postal. Elwood Co., Dept. 55, 
Omaha 2. Nebr. 





5 5 Taxidermist Magazine,’”’ Greenfield Cen- 
New York. Devoted exclusively tu Taxidermy 
Methods Articles, Photos. Year’s subscription $1.00. 


ARCHERS—Complete coverage of all Archery, Every- 
where! Bowhunting, Field, Target. Articles by World's 

leading Archers and outdoorsmen. 30 

in U.S. & Canada, 35c abroad, $2.50 y' 

sample copy. “The Archers’ Magazine’, Box 832, 
Norristown, Pa. 

HANDBOOK and bargain catalog, ‘‘How to Bowhunt.’ 

100 revealing secrets; 35c covers mailing, ser aw 
on first purchase. Hurry! Malibu Archery, 12229 
Crewe, North Hollywood, California. 











NOW Big, New Catalog Number 9 shows World's Fin- 
est Glass Eye in Natural Full-Colors. Also America’s 
Forms, Tools, res. For Big 

Catalog send 50c i Hurry. 
Supply Limited. Penn Taxidermy DL7-B, Hazleton, Pa. 





TAXIDERMISTS—Forms for deer, antelope, moose, 
ar—eyes—supplies—Catalog #9 free for your taxi- 
dermist letterhead, business card or 25c. Wooster 

Studios, Supply Dept., Whitney Point, N. Y. 
$3.00. 





ALTER Japs to 30-06, 257 $6.00, Fan shells Ww 
$3.95, 6.5 $4.20 Gunsmithing. Catalog 10c. 
Shop, West Branch 4, Mich. 

SURPLUS Rifles, Sato Ammunition, Gun A 





a an Manuals. Amateur Tanning, 

$3.00. Gamehead; Bir Animal 
Bo. $1.75 each. Complete Set, $8.75. Grantz 
Taxidermy, 2330 Hamilton, Allentown, Penna. 





ries; Send Large 8c Stamped Self-Addressed Enve- 

lope Or 25c Coin For 24 Page Catalog. Martin B. 
Retting Inc., 11029 Washington Blvd., Culver City 
OL, Calif. 





2 ANTIQUE FIREARMS 


EXCITING 72 page Illustrated Catalog a Six 
Hundreds Antique guns, swords litary 
different each issue. America’s Finest An- 

, i $1.00. Norm 

Flayderman, OL, Greenwich, Connecticut. 


ANTIQUE Colt Gun Illustrated Catalogue 10c. Pioneer 
Press. Harriman, Tennessee. 


AMERICAN Historica] Firearms—Edged Weapons. Fan- 
tastically Illustrated Catalog—Reference Book 50c. 
Westchester Trading, L-2478 Arthur Avenue, Bronx 
58, New 


5000 BARGAINS, Antique, Modern Firearms, Swords, 
War Relics. Catalog 50c. Smith Gunshop, Runne- 
mede. N. J. 

LARGE illustrated catalog—antique, modern guns, 
swords, war relics, armor. Price: $1.00. Brick House 
Shop, New Paltz 9, New York. 


4 SIGHTS & SCOPES 


NEW Micro-Dial scope mounts—instant finger tip ele- 

vation adjustment! Write today for free catalog 15-O 
describing our 1000 Sa oa oy of mounts, low 
safetys, gun taps, drills, etc. e finest in shooting 
equipment used by 5500 leading gunsmiths and deal- 
ers. Maynard P. Buehler, Inc., Orinda, Calif. 


BRAND new 1961 Sco “iT —Sealed boxes. Unert! Vul- 
ture 8x or 10x—$62.¢ yy Ree 2” cal. heat— 
’ Meter Sf 33) Bgl Ry 9 
—$66.50; ‘pushnell 6 ga-ga 
RB: : * vVari- -power 3x to 59 
special Bushnell 4x—$25.50. Bausch & ome 2'2 
8x Mounts and caps—$117.95, 6x to 24x ra Bs a 
$174.50. Add 75c postage. Write for 1961 otalg S on 
guns, scopes, reloading, 25c. King for Price, Box 
Spring Valley, New_York 


SCOPES, rw tt New, sealed boxes. Weaver 
—$28.9 1.25. 


























0. Pachmayr—$13. 95; Buehler— 

$16.00; Redfield, Jr.—$16.50. Add 75¢ postage Com- 

plete Hunting- -Fishing Catalog #108, 25c. Lombard’s, 
BY 51 Bainbridge Ave., New York 67, N, 


LEE Dot The Original Center Dot Reticule For Sco 
Sights Will Improve Your Shooting. Installed Th 
Your Scope. Or New Scopes And Mounts At Lowest 
Discount Prices. Write For Free Folder And Price 
List. T. Lee Co., Box 2123, Birmingham, Alabama. 
SAVE On Scopes New, Guaranteed. Immediate Post- 
paid i 5—$17.50 J4—$ 0, v8 
$54.00. 

Target $88 Ss . 
$7.75, Redfield si8\ 00 Free Complete List. Fast, Re- 
liable Service. S Wentling, Palmyra, 


ss Eyes All Kinds Manufacturer. Taxidermists 
i lies. Write price lists. Practical Taxidermy Book 
pages illustrated—$4.00 Ay. Schumacher, 
Halladay St., Jersey City, 
NEW Course in Taxidermy—Latest Siete tere and 
museum methods introducing ovlastics. Profitable 
7 or business mounting birds, mammals, fish and 
ee = Write today, American Wildlife Studios, Inc., 
. Box 8596—University Station, Baton Rouge 3, 
OK 


W TANNING 


DEERSKINS tanned. Jackets, handbags, moccasins, 
loves. Factory prices. Will trade pair buckskin 

gloves for good salted hide and 25c; lined gloves hide 

and $1.25. 44 Catalog. Custom Sportscrafts, 7 West, 

Gloversville, , 3 

WILL tan Se from a mouse to a moose. Hair on 
or various leathers. Manufacturers rugs, robes, 

gloves, jackets. Taxidermy. Free price list. Valcauda 


Fur Co., National Bidg., Seattle, Wash. 
12 CAMPING EQUIPMENT 


CAMPING Maps, U.S.A. Book of Maps of All States 

locates All accessible campsites with information on 

road approaches and facilities. Spiral-bound. Nothing 

like it available—only $3.95. Camping Maps, U.S.A., 
OL3, Upper Montclair, N. J. 


CAMPING Equipment, world’s largest selection. Low 
prices. Send 25c (print name-address) for complete 
giant catalogue of Tents, Camping Equipment, Na- 
tional Camp Sites Guide & Camping Handbook. Morsan 
ee a 10-15C 50th Ave., Long Island City 1, New 


























CAMPGROUND Guide, 1961-1962 edition. Complete 

bout the thousands of campgrounds 
throughout North America. $1.00 postpaid. Camp- 
grounds Unlimited, Blue Rapids, Kansas. 


TENTS, Camping Equipment Personally Selected For 
Quality, Compare Prices. New Catalog, New Items, 
Send 25 Cents. Don Gleason’s Campers Supply, 
Northampton, Massachusetts. 
PROPANE Equipment—tanks, hose, regulators, fit- 
tings, valves, camp stoves, infra-red heaters, lights. 
rite W.B. Hennies Company, 2452 East Mineral 
King, Visalia, California. 


WORLD’s finest lightweight equipment. Used on 
Everest. Take your ‘“‘House on Your Back.”’ Full 
week, only 25 pounds. Handbook-Catalog tells how. 
10c. Gerry. 120, Boulder, Colorado. 

TILLEY Kerosene Heaters, Lanterns, Stoves. Safe, 
Economica! Brass Construction, Dealerships Wanted 
W. F. Shively Company, 2360 Almont, Pittsburgh 10, 
Pennsylvania. 


13 SPORTING EQUIPMENT 


FREE Wholesale Catalog . Save 70 % Tremen- 
dous_ Selection Sporting ‘Goods—Housew ares—Etc. 
Econ-O-Mart, Whippany 5, New Jersey. 


REE: #1—1960 Jumbo Tent & Camp Catalog at at tre- 
mendous discount prices. #2—Discount marine et 
alog all national brands. Write Goldberg’s Cam 

Boat Store, Dept. O, 202 Market St., Philadelphia. Pa. 























7 GUNSMITHING 


LEARN Gun Repairing At Home. Profitable business. 
Details 10 cents. Modern Gun Repair School, 225-X 
Taft, Green Bay, Wisconsin. 


8A CAMPERS 


NEW 1960-1961 DeLuxe Campsite Directory shows 
complete facilities all U.S. campsites, Canada and 
Alaska. ae trailer information, Highway index 
locates cam as you travel. Trail-R-Club, Box 
1376-M161, "Beverly Hills, Calif. $2.50. 


SEE our ad under Camping Equipment, also Tents. 
Morsan re Rag 15C 50th Avenue, Long Island 
City 1, New Yo 

BUILD your own _—— Camper. Complete blueprints 
and supplies. Illustrated literature 10c. Comstock 
Trailers, Parsons, Kansas. 














FREE 84-page fishing, hunting, all-sports, discount 
catalog. Easy terms. Gateway, 1321-CC Main, Kan- 
sas City, Missouri. 


SNOW Shoes—Highest hand ‘made | quality, “$15.00 to 
$25.00. Satisfaction guaranteed. Circular free. An- 
derson & Sons, Cumberland Center, Maine 


STILETTO: Sportsmen's Lightning Fast ‘‘Lockback”’ 
Safety Pocket Stiletto, Rugged 4” Blade, $2.98 .Free 
Brochure. Len Company, Box G 101, Brooklyn 14, 
New York. Oeil 
FREE “Muscle Building Information. Build Massive 
Arms, Chest, Shoulders. Bodytone, Box 638F, North 
Miami 61, Florida. 
CROSSBOWS for Fish-shooting, Hunting, Target. “Fac- 
tory-Direct Price. Jayco, Box 1355, Wichita, Kansas. 
ICE Chests for fishermen, boaters, campers. Stock 
sizes to 36” or made to ppocincation. Reasonably 
priced. Write Whopper, Cardington, 














10 TAXIDERMY 


SEND Postal for this Free Book. Tells how you can 

learn to Mount Birds and Animals. Also Fish, Game- 
heads, Tan Skins, make leather. All secrets revealed. 
Bascingsing and profitable hobby for all Men and 
Boys. Rush postcard Today for your copy. Tells how 
we have Saugn’ Ov over 400,000 successfully by mail. No 
pe emo rite today, please state your age. North- 
wes qocteen Senos of Taxidermy, 1363 Elwood Building, 

, Nebr. 


WORLD'S most complete taxidermy 
Has everything! Big full color catalog 23 
Woonsocket 3, S. Dak. 








ply house. 
andyke, 





MOUNTING of all kinds of game animals, also tanning 

of buckskins, furs and manufacturing of gloves, 
jackets, rugs. Catalog free. Rochester Fur, 213 Smith 
St., Rochester 6, New York. 





158  ourpoor ure 


“DER Ratgeber fiir den Jager’’ (The a Coun- 
selor) published by Waffen-Frankonia, a leading 
German hunting sports equipment concern; this hand- 
some coloured catalogue with a detailed English sup- 
veosn and export price list describes and ~aeergeus 
uropean 523 par and accessories in great detail. 
constets of 322 pages, measures 5%,” by 81/4”. why 
men with an interest in European quality handwork 
will find it an invaluable reference. This catalogue 
with English one price list is available for $3.00 

tpaid fro ffen- ~ecmmenies Box 403, Wuerz- 


urg, Western Germany 





14 ARCHERY EQUIPMENT 





FREE . . . Wholesale Catalog. Arrow Shafts, Broad- 
heads, ‘Fletchings, Fisharrow Parts, Tools, Bows. 
Finnysports (3G), Toledo 14, Ohio 





SAVE $$$$! New 140 page e “Archer's Bible” bargain 

catalog. Enormous ariet Credit Terms, Used 
Equipment, Immediate Service! 25c covers mailing. 
Hurry—supply limited! Kittredge Archery, C3, Sout 
Pasadena, California 


15 TRAPPING 


AMERICA’S largest monthly trapper’s magesine. ad 
excellent hunting, fishing, camping material. $2.5 

ear. 25c—copy. Special—8 months—$1.00. 
dame, De t. 170, Columbus 9, Ohio. 


16 TENTS 


bs mis (200 Styles), Family, Umbrella, Bungalow 
up, Mountain, Explorer, Lean-To. Fine materials of 
“entra -dry’’ water and mildew treatment (does not 
rub off nor add extra weight). Send 25c (print name- 
address) for new Tent-Camping Equipment 
Catalogue, Morsan 10-15C 50th Ave., Long 
Island City 1, New York 
TENTS. New Factory seconds and reconditioned fac- 
tory returns. Cabins, Wall, Umbrella, Leanto, Station 
Wagon. Specials for Scout Troops. Also Factory sec- 
onds sleeping bags. Wood and aluminum cots, air 
mattresses, tarpaulins, Fully guaranteed. Free circu- 
lar. Wamser Bag Company, 710 N., First Street, St. 


Louis 2, Mo. 


17A WESTERN MERCHANDISE 


FREE 80-page catalog. Western saddles, riding rey 
sories, clothing. Western Saddlery, Box 1864-A 
Fort Worth, Texas. 

BOOTS: Handmade Western Styles. Order by Mail. 
Bi Catalog. Austin Boot Co., Box 5303-S, El Paso, 
‘exas. 


18 BINOCULARS & TELESCOPES 


WINTER Sale, guaranteed, money back, binoculars. 
Catalog free. Prentiss Importers, Mercury Bldg.. 
West Los Angeles 25, Calif. 


GIANT Free Catalog—Over 1,000 optical and scientific 
bargains. War Surplus! Astronomical and sporting 
telescopes, binoculars, microscopes, magnifiers, sni 

scopes, lenses, prisms, project kits. Request Catalog 
“CS"’. Edmund Scientific Company, Barrington, New 





Fur- Fish- 


























Jersey 
aoreey, 





19 BOATS & MOTORS 


NEW, used, rebuilt marine motors. Marine conver- 
sions, fittings, supplies. Free Catalog. Stokes Marine 
Supply, Dept. 25, Coldwater, Michigan. 

FULL size, cut-to-shape boat 5 oar Pn. 
noch *% feet “Build a 
oat’’ 








. Cruisers, Runabouts, Skiffs, Outboard Boats, 
Sailing, Racing, 5 50c. “‘H i 
Boat’’ Booklet, $2.5 i 
Cleveland Boat Blueprint Co., Dept. 
Cleveland, Ohio 

FRAME Kits, Plans or full-size patterns for 35 In- 
boards and Outboards. Prepared for Amateur Build- 
rs. New  80-page illustrative catalog—50c. Glen 
Plans, 9152 Rosecrans, Bellflower, Calif. 


CANOES—Revolutionary design cuts cost 90%. Full 
price of easily assembled kit for fourteen foot canoe 

only $22.50. Ideal for hunting, fishing, all purposes. 

Free literature. Chippewa Canoes, Box 22-O, Barber- 

ton, Ohio. 

FIBERGLASS Canoes direct to You. High Quality, low 

since: Write for details. Northway Canoes, Hebron, 
inois. 


WHOLESALE: Factory direct to you. Coreglass Runa- 

bouts, Fishing boats, Pontoon boats. Free catalog. 
Boat, Motor and Trailer combinations. Osage Manu- 
facturing, Osage, Minnesota. 


CATAMARAN—Pians, Frame Kits, Patterns. 16 years 
experience is yours in proven sail and power cata- 
marans 12’ to 150’. Catalog $1.00. ‘‘Skip’’ Creger, 
Box 3305-F, Long Beach 3, Calif. 


PROPELLERS, plans, supplies for airboats and snow- 
planes. Catalog 25c. Banks-Maxwell, Box 3301M, 
Fort Worth 5, Texas. 


KITS For Canoes Square Stern And Standard, Hunt- 

ing Skiffs, Fishing Boats, Sailing Dinghies. Write 
7 Boats, Dept. 27, 3133 Lisbon, Milwaukee 
’ isc. 


19A GOVERNMENT SURPLUS 


SUBSCRIBE To Government Surplus Weekly. Lists 
All Sales. Buy Jeeps, Trucks, Boats, Tents, Tires, 
Etc., Direct From Government, Next 10 Issues $2. 
Government Surplus, Paxton 14, Illinois. 


JEEPS — $223.83, Boats — $35.65, Radios — $2.45, 

Tools, Cameras, Typewriters. Typical Surplus Prices. 
Buy Direct. List of Depots, Procedure, Full Details 
Only $1.00. New York Enterprises, Wall Street, Box 
402-W9, New York 5. 


JEEPS $278.00, Planes $159.00, Boats $7.80, 
erators $2.68 are typical government surplus sale 
rices. Buy 10,001 items wholesale, direct. Full de- 
ails, 627 locations and procedure only $1.00. Sur- 
plus, Box 8-OL3, Thomasville, Penna. 

ARMY surplus clothing, boots, etc. Tremendous cata- 
nos. ce ee 300M Northern Blvd., Great 
ec ‘ 


20 DOGS & KENNELS 


TERRIER Puppies, Pedigreed hunting and toy. Dime 
for photos. Kenny’s Kennels, St. John 2, Kansas. 
AIREDALE puppies, Registered. Pedigreed. Large 
Hunting Type. 25c Brings Literature And Pictures. 

Mooreland Kennels, Sparta, Tennessee. 

BASENJIS, African Barkless Hunting Dogs. Registered 
pups. Johnsons, Route 2, Box 648, Gresham, Oregon. 
WHITE Samoyed puppies, op that smiles, champion- 
sired—rated most beautiful og. Loves children, Sam 
O’Khan Kennels, 1003 Elm, Richland, 

ENGLISH Pointers, Registered. Marksman oa Pali- 
dan’s blood. $100 up. Pups $25 up. J.B. Woodward, 
Paris, Arkansas. 


A-14, Box 1651. 
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EQUIPPED to train bird | dogs Fe | all seasons and 
in any weather. RFD 5, Richm Va. 








. Bernards, Newfoundlands, Schipperkes. 
Grown dogs, puppies. sed Females Champion blood- 
lines. Kaufmann’s, RR 3, Michigan City, Ind. Phone. 





WEIMARANERS whelped August 1960. A. ‘K. Ff 


cham- 
hl 





jue" bloodlines, hunters. 
M._ Grainger, R3, Farmville, Va. 





21 BEAGLES & BASSETS 





CHOICE Beagles & Rabbithounds, broken trial, pup- 
pies, nicely marked. Guy Werner, Seven Valleys, Pa. 





REGISTERED beagle pups of excellent field trial breed- 
ing, real beauties. Olie Noblitt, Temple Oklahoma. 





TOPE Bassets—Finest quality. AKC puppies, adults. 
Stud eng sae Reasonable. 362 Mimosa, Kiken, South 

Carolina, MI-9-6252. 

BEAGLES thoroughly broken also choice starters and 
pups. Trial. Wilson Hamme, Seven Valleys, Penn. 








a ~ ee Hounds A.K.C., Champion Bred Pups, adults, 
service, breeding pairs. Ray Leggett, Phone 
7154, Napoleonville, La 





SMITH’S Bassets, R#6, Kreeps Road, Xenia, Ohio. 
DR-2-3804. Hunters. ao Studs. Saleslist, trirty 


pictures, information 50 





22 POINTERS & SETTERS 





REGISTERED Vizsla pups, started dogs, bred fem»'es. 
Arco at stud. Frank gstrom, Grey Eagle, Minne- 
sota, PH-285-2128. 
REGISTERED German Shorthair puppies, quality field 
breeding. Grousewald Kennels, 161 East Johnson, 
Cheshire, Conn. BRowning 2-4880 
GERMAN Shorthaired Pointers. All ages. Started, field 
trained. From $125.00. Dual ty Champions at 
Stud. Von Nitschke and Heidebrink bloodlines. For 
listings write Chandlers 4-C Kennels, Rt. #2, Box 
454, Walla Walla, Washington. (JA-5-9434) 
SPRING sale of bird dogs. Cheap. Brood bitches. Some 
bred. Lower 40 Ranch, Route 8, Memphis, Tenn. 
REGISTERED Pointer-Setter Pups. National Cham- 
Boy" bloodlines. Vaccinated. $50. Young cogs start- 
75. Quailhaven Ranch, Clinton, Mo. Phone 
TU-5-4210. 
REGISTERED pointers, setters, old, young puppies. 
Satisfaction guaranteed. Champion bloodlines. Caro- 
lina Farm Kennels, Bowman, S. C. VA-9-2401. 
GERMAN Shorthaired Pointers and Hungarian Vizslas. 
Bred to hunt. Wag Inn Kennels, Pittsford, New 
York. Ludlow-6-2726. 
POINTER pups. Registered. National Field Champion 
Bloodlines. Shooting dog or Field 5 ee Timber Tuck 
Kennels, Box 401, Kannapolis, N. C. (WE 3-3280). 
PAIR eight month pointer females. Wome Warhoop 
Jake bitch by Ariel's Skyline. Also Litter Llewellen 
setters. Boyce Askew, Sardis, Mississippi. 
POINTER pups, extra nice, outstanding parents. 
Breedin; unting, papers, vaccinated, $25. Leonard 
Moore, acedonia, Ill. 
ENGLISH Setters and Pointers. Puppies, started 
dogs; broke dogs. Trial. Write or Phone PLateau- 
6-5463. Sam Raines, Farmington, Missouri. 
A.K.C. Irish Setters. Knockross-O’Flynn Bloodlines. 
Puppies Whelped February 8th. Doris Fleigh, 15 W. 
Magnolia, Hagerstown, Maryland. 
CLOSE Hunting English Setters, Pointers, Gordon: 
All Ages. Grouse Breeding. Kimball 8-2730. Rodney 
King, Peach Bottom, Pa. 






































BRITTANY Owners: Join the American Brittany Club 
and receive the monthly American Brittany Maga- 
zine. News, features and tips on Brittanies. For_in- 
formation, write: The American Brittany Club, Box 
227, Chillicothe, Mlinois. 
SPRINGERS, Both Colors. Largest quality breeder in 
the Midwest. Pups and older dogs. Now is the time 
to buy for next Fall. Dave's Stor: a Kennels, R.R. 
#3, Decatur, Illinois. Tel, 115-3 
SPRINGER Spaniel, registered, tery hard hunter. 
Retrieves. ale, three years. Write, phone E.B. 
Niles, Worthington, Ohio. 
BRITTANY Spaniels. Sire and Dam both Champions. 
Pups and older dogs. Reasonable prices. Clarence 
Goering, Newton, Kansas. 
REGISTERED Brittanies, Bold and Birdy. Both col- 
rs. Pups and started dogs. Prairie Rambler Ken- 
nels, Lester Prairie 10, Minnesota. Phone 3551. 
BRITTANY Spaniel puppies. AKC registered pedigrees. 
Natural hunters, good pore Reasonably priced. C. F. 
Small, Atkinson, Nebras 
BRITTANY Spaniel Puppies A.K.C. Registered Pedi- 
gree’s. Natural Hunters, Reasonable Prices. Edward 
Hassett, 2069 Dakota, Eugene, Oregon. 
AMERICAN Water Spaniels A.K.C. Registered—Some 
of the Best = the Midwest. Pups Ready n>w. Neal 
Jenkin, Rt. #1, Brandon, 
CHOICE Brittany Puppies 6 mo. old champion blood- 
lines. Both colors. Priced Reasonable. Kuehn's Ken- 
nels, Monico, Wisc. 
gy tN ef Spaniels Stud Service Puppies Proven 
rood _ bitches. ppasanenes. Spanghaven Kennels, 
RDS. Massillon, Ohio 
































PHEASANTS. Ringnecks, golden, silvers, Amherst 
Quail. Saar, , Epes and chicks. Write E.W. Lucas. 
Sneads Ferry, N 

NORTHERN Bobwhites, Ringneck, Pheasants and 
Chukars, lay flite conditioned, Gobbler’s Knob 
Fa , Hardin, Kentucky. 

WILD Ane Purebred, Clean Stock, Poults, Start- 
ed Youngsters, Adults, Eggs, Peafowl, Reeves. Pea- 
body Game Farm, Delanson, N. Y. 

QUAIL: Mearns, Harlequin, Colombian Crested, Red, 
Swamp; Partridge; Barbary, Black, Bamboo, Grey, 
Double- agg won Turkey. M. S. Stone, Box 11, 
Gladewater, Tex 

NOW bookin a for young quail and a ogee. A. C. 
Williams, 1903 Columbia Drive, Decatu 

RINGNECKS day old—started—mature. ine Chukars 
—Mallards — Canadas — Peafowl—Ornamental Pheas- 
ants. Order Now for Spring delivery. Mike’s Pheasant 
Ranch, DeMotte, Indiana. YU-7-2377. 

PHEASANTS, Ringnecks, Blacknecks, Formosan, 
Mongolian, 25 varieties Ornamentals. Seven_Types 
Quail. Three Types Peafowl. Chukars, Banties. — 
fowl. Mitchell’s Game Farm, Anchorville, Mic 
WILD Turkeys; Hens and Gobblers, Hatching e 
Day Old Poults. Raymond Rotz, Box 38- 
Loudon, Pennsylvania. 

MALLARDS—Ten years experience furnishing strong 
flyers for preserves. Day Cy — Charles 


Holmes, Fox Den Farms, Camp Hill, Penna. 
35 RABBITS 


RAISE Rabbits on $500 month plan. Plenty markets. 
Free details. White’s Rabbitry, Mt. Vernon, Ohio. 
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26 RETRIEVERS 


LABRADOR Retriever Pups. A.K.C. Excellent Hunting 
Stock. Straw Hollow Kennels, James Bigelow, Boyis- 
ton, Massachusetts 
WHY walk after the cow? Our shepherd dogs will 
ror them home alone. Dogs $35.00 each, pups 
$15.00. Creek-Side Kennels, Beardsley, Minnesota. 
RETRIEVERS trained by a specialist for ag or 
field trials. Plenty of bird work. Paul B. Genthner, 
Tealbrook Kennels, Kennebunk, Maine. 
LABRADOR uppies, black and golden; excellent 
bloodlines. Guaranteed to please. he es 00 and up. 
Kellogg’s Kennels, Madison, South Dakota. 
LABRADOR Retrievers, Registered, vaccinated. State 
age and sex. Phone 8119, Labcroft Kennels, Oak 
Harbor, Ohio. 
BOWER'’S Golden Retrievers. A.K.C. Registered. Com- 
bined Bench and Field lines. Route 1, Constantine, 
Michigan. Phone: GE. 5-3020. 
CHESAPEAKES, Pups and 
oldest breeder. Finest stoc 
Woodall, Wilmington, Illinois. 
BLACK Labrador "tralning sired by Field Trial Cham- 
ions. Retriever * g. Trained retrievers. T.B. 
iller, Graettinger, Iowa 























rown dogs. America’s 
Write for literature. 








COMMERCIAL Rabbits Pay, Excellent Production 
Stock Available All Guaranteed, Free Information. 
Carl Nagel, 107 West Celeste, Fresno 4, California. 

DOLLARS In Rabbits. Earn $10,000 yearly. Plenty 
Markets. Free Details. American Rabbitry, Box 
459-A, Decoto. California. 


36 HAMSTERS, GUINEA PIGS & MICE 


HAMSTERS—lIdeal Pets. $2.95 pair. Free booklet 
Jer-Fre’s Hamstery, 1447 Apple, Muskegon 11, 

Michigan. 

HAMSTERS Golden $2.75 pair other varieties. Free 
aes H & H Hamstery, 551 South Madison, 
Nappan ee 4, Indiana. 

37 FOX, MINK & NUTRIA 

DOMESTICATED Raccoons, Minks—bred females. 
Babies. Famous Strains. Comprehensive catalog, 50c. 

Shady Fur Farm, Springfield, Minnesota. 

1,000 BRED Mink. Booklet, Plans—25c. Reasonable 
Lake Ontario Ranch, Gravel Rd., Webster, N.Y. 


39 FROGS & FISH 


FROG raising for leasure and rofit. 
“Nu fond’’ giants. Broel-D, Box 506, 


























We ship 
New Orleans 





LABRADOR Pups Black or Yellow From hard Going 
Intelligent stock. Few Older Dogs. Les Holmes, Fer- 


gus Falls, Minnesota. 
28 GERMAN SHEPHERDS 


GERMAN Shepherd Puppies, Registered. Popular Col- 

ors. Outstanding Bloodlines, $25.00 up. Picture 
Folder _20c._ Schrage’s Kennels, New Martford, Iowa. 
29 COLLIES 











cone Jumbo Frogs And Giant Breeders. Stock Your 
Lakes And Ponds. Nu-Tex Frog Farm, P.O. Box 4029, 
Corpus Christi, Texas. 


40 FISHING 


NYLON, Dacron, Polyethylene ropes and cords of all 
sizes for sportsmen, industry, and household. Nylon 

fishing lines, nets, seines, _- and trot lines. Highest 

eS ange 1848. Catalog eebe Cordage Company, 
ranf 3, New Jersey 














GERMAN Shorthair top field—show pups $35.00- 
$50.00. National-Dual Champion Bloodlines. Gib- 
sons, 715 Hiram, Wichita, Kansas 


BEAUTIFUL A.K.C. Registered Collies, Shelties, Gold- 
ens and Tri-Colors. Fine litter now. Barnes Collie 
Farm, Collyer, Kansas. 








IRISH Setter pups F.D.S.B., registered & inoculated. 
Stud dog Be Willow Winds Bloodline of Field 
Champions. F. A. Schramek, R#1, Box 33, Bath, Penna. 
IRISH Setter puppies. A.K.C. Registered, Dark Red. 
Fine hunters, excellent quality. Mrs. Alfred Weber, 
Castalia, Ohio. 





SHELTIES (miniature Collies) A.K.C. Champion _pedi- 

gree, Intelligent. Wonderful companions. Stamp 
brings pamphlet. Astolat Kennels, unkeltown it, 
enna. 


31 KENNEL EQUIPMENT & DOG SUPPLIES 








ee 
23 WEIMARANERS 

THE Weimaraner Club of America will send you Breed 
information free. W.C.A., Box 351, LaCrosse, Wis- 
consin. 

A.K.C. Weimaraner pups, whelped November 30th. 
Females $30.00, Males $40.00. Write Hazel L. Han- 
son, Shoshone, Idaho 

WIDE ranging or close hunting males and females. 
All ages. 1961 Futurity Puppies. Bill Byrd, peteane- 
chia, Ark. Phone Morrilton—Fleetwood-4-378 


24 HOUNDS 


COON Hunters! Read a monthly magazine devoted to 
coonhounds, training news, stories. 12 issues $2.50. 
Sample 25c. American Cooner, Box 211A. Sesser, Ill. 
BLOODHOUND Puppies, A.K.C. Registered, for sale. 
See: Richard Baylor, Hinton, West Virginia. Phone 























BLOODHOUNDS A.K.C. Black And Tan or Red Pups. 
Fred Crandall, Kingman, Kansas. 

EXTRA long-eared registered Black-Tan coonhound 
pups, from cold trailing, natural tree barkers of 
early American fame. Particulars 25c. Wm. Cosner, 
Greencastle, Indiana. 
A.K.C. Registered Lon 
Pups. James L. Clark, 
burnie, Maryland. 
BLOODHOUND wpe. Truly America’s finest Regis- 
tered and Pedigreed. Definitely No a 
Coley Sharpe, Rt. 2, Box 842, Charlotte, N. 

TWO First Class Coon Dogs. One Open, — Silent. 
One Extra Good Squirrel g. Trial. Robert Perkins, 
Borden, Indiana. 

BLOODHOUND Pups, started dogs. A.K.C. 
kennel. Mantrailing, hunting bloodlines. 
Kennels, Decatur, Michigan. 

REGISTERED fies Coonhound Puppies, Bred Fe- 
males, Studs, From Trained Waterworking Coondogs. 
Charles H. Gresham, Cordova, Tennessee. 


25 SPANIELS 


CHAMPION American Water Spaniels. Outstanding 
Upland-Waterfowl Retreivers. Excellent companions. 
Snapshots. Beautiful Dachshunds! Bovee’s, Bancroft, 
Wisconsin. 

BRITTANY pups A.K.C. guaranteed best hunting point- 
ing retrieving bloodlines. sree. Burton Kennels, 
194 Sycamore, Mansfield, Ohio. 

BRITTANY Spaniels—Trained dogs and pups from 
hard hunted wt: dogs. Walter Oberlin, Dekalb, 
Illinois. Phone 6-5362 

BRITTANIES: Champlonsired puppies from choice 
hunting stock. Good selection. Both colors. Photos, 
papers, reasonable, Satisfaction guaranteed. Rev. 
Busby, Lamont, Kansas. 








eared black and tan hounds. 
102 Ferndale Road, Glen- 











Reducing 
Knollcrest 

















ELIMINATE Veterinarian Bills! Order your canine 


‘‘do-it-yourself’’ vaccines, serums, 

vitamins and instruments. Free 
veterinary advice. Send today for free ———- UPCO, 
Dept. B. 306 Cherokee St., St. Joseph, Mo 


31B HORSE TRAINING 


“HOW To Train Horses’’—A book everyone who likes 

horses or ponies should have Free. No obligation. 
Simply address Beery School of Horsemanship, Dept. 
283, Pleasant Hill, Ohio. 


32 BIRDS & ANIMALS 


WHITE Kings, Red Carneau, Homers, Fantails, Many 
Fancy Pigeons, Picture Circular For Dime. Leo 
Roscoe, Pipestone, Minn. 
SWANS, Ducks, geese, quail, pheasants, partridge, 
deer, 100 species. List $1.00 refunded first order 
Pearson's Animal Farm, Southbury, Connecticut. 
BABY Raccoons, skunks, monkeys, turtles, snakes, 
lizards, birds, wildcat. Catalogue 10c. Thompson 
Zoo, Clewiston, Florida. 
PIGEONS—White Kings, Racing Homers, 
poner. others. Illustrated Folder Dime. 
Farm, Box 6066, Dallas, Texas. 

FLYING Squirrels. Ideal, interesting pets. Send 10c 
for literature to Jack Kress, R.D. #1, Lisbon. Ohio. 


33 DUCKS, GEESE & BABY CHICKS 


DUCKS, Geese, Guineas, eggs and babies. 50 varieties 
chicks, Low Prices. Gorgeous book free. Berry's 


Farm, Route 3, Clarinda, Iowa. 
34 GAME BIRDS 


RINGNECK Pheasants, Mallards, Crested Ducks. Pul- 
lorum Clean. Breeders, Eggs and Day-olds. Write: 
Meadowbrook, Richfield 7, Penna. 
1,000’s OF Eqes and Chicks, Ringnecks, Bobwhites, 
Chukars, Mallards for shooting, Restocking and Fo 
20 Breeds Ornamental Game Birds, 40 Breeds Pigeons, 
Bantams, Owls, Hawks, Raccoons, Taxidermy Speci- 
mens, Etc. Oakridge Farm, Gravette 2, Arkansas. 
WILD Turkeys, Mallards, Calls, Canadian Honkers, 
Quail, Fancy Pheasants, Part rtridge. Buy young stock 
economically. 48 page ok, 53 pictures in natural 
oer (25¢ refundable). Stromberg’s, Fort Dodge 39, 
owa. 
15,000 RINGNECK Chicks weekly—May, June. Pul- 
lorum Clean. Literature. Mac Farlane Pheasam Farm, 
Janesville, Wisconsin. 
OLD English Blackbreasted Red Game Bantams. Ideal 
Pets—Extremely beautiful. Stock—eggs. Freshwatter 
Poultry Farm, Mebane, North Carolina. 
FOR Sale: 4000 Northern Bobwhite quail. 1960 hatch. 
Croswhite Quail Farm, Abingdon, Virginia. 























Fantails, 
Bluebird 
































WORLD'S best catfish bait me $3; ; hook or tra 
Easily made. Hunsaker’s, Box 3 Th 
ae = Blades. 
List. Ed’s Mustad Hook 








THE Fishermans 
Swivels, Etc. Free Price 
Supply, Corning, Calif. 
LOOK Fishermen! ‘50 World’s Best Bass Fishing 
Cite te oi LS 00. Frank Bass, Box 236-W, Oklahoma 
ity : 


BIG Bee = catches fish in lilies, brush, moss, hya- 

cinth, cypress. Hand made, 50 postpaid. We buy 
old lures and rebuild your favorites. Hayden Easter, 
997 Monterey St., Coral Gables 34, Florida. 


SECRET formula channel cat bait with complete in- 
structions and special rigged hook. First time of- 
fered. $1.00. Fisherman Secrets Unlimited, 502 W. 
Sheldon, Prescott, Arizona. 

CHAMPION’S Catfish Bait—Won several county tour- 
naments. Secret revealed on deathbed. Directions 
25c. Laboratories, Corydon, lowa. 


FISHING Knots—All useful fishing knots diagrammed 
and clearly ee in convenient pocket edition 
$1.00 each. Gulf Coast Distributing Company, P. O 
Box 1972, Corpus Christi, Tex. 
FREE instructions, ‘How to fillet and clean fish the 
easy way.’’ Write Outdoor Sports Products, Box 35, 
Vanderveer Station, Brooklyn 10, New York. 
FISHERMEN: Use rig tg tet for catch- 
ing Trout, Extra Large. 25 $1.00. Write Box 
6 Bellingham, Washington. 
ERMANS’ First- d Kit, Free! Plus: ‘‘Your Guide 
to Better Fishing’’. Enclose 25c to cover mailing 
California. 5708 Lankershim, North Hollywood 2. 
allornia 


OXYGEN! Amazing New Tablet Releases Pure Oxygen 
Bubbles 4-6 Hours. Attract Game Fish. Keep Min- 
nows Alive And Active. Ten Tablets $1.00 Cash Or 
M.O Bob b Kangas, 15055 Vanowen, Van Nuys, Calif 


SAVE Money, Forget boat worries. Thousands Making 

Floaters With Canvas and used 900x20 Truck Tube. 
Complete Instructions $1.00. Satisfaction Guaran- 
teed. Harold Stanfield, Box 73, Trinidad, Texas. 


LOOK! 10 Secret Catfish Bait Recipes and Catfishing 
Secrets $1.00. ‘‘Catfish’’ Dan, 6001 Redmond, Okla- 
homa City 12, Okla. 


SENSATIONAL Catfish Bait Formula $1.00. Gets fish 
or money back. Gronendyke, 317A3, Wysor Blidg., 
Muncie, Ind. 


a) LIVE BAIT 


FISHWORM Culture—This booklet “Raising Worms 
For Pleasure or Profit’’ tells how te fix beds indoors, 
outdoors; small or commercial scale; what, when, how 












































° id. 
Worm Hatchery, Section’ 1, Box 265, Nashville 


Tennessee 


GRAY Crickets: Breeders our specialty. gay 
raised, vitamin fed, heavy producers. 

items now available. Write for 1961 catalog. Selph 
Cricket Ranch, ‘‘Midsouth’s First—World’s Largest.” 





Box 2123, Memphis 2, Tenn 


MARCH, 1961 





BIG Money Raising Hybrid Red Wigglers: Complete 
informat.on, covers all essentials of Earthworm 
i Bedding, Feeding, Pest Control, i 
free to customers Loree hand-picked 
ers. 1,000—$3.50, 5,000—$15.95; Bedruns 10,000— 
$16.85, Postpaid, Satisfaction Guaranteed, Free Lit- 
erature, Georgia Worm Farms, Dawson 32, Georgia. 





STRCIAL, Foderi, Feria red wigesiere— Medium Size, 

000—$5.9 0—$8.95, $16.95, post- 
paid. with 404 fs om and marketing instructions. 24 
Hour Delivery. or. back guarantee. Free Advice to 
our Customers. Free Literature mailed promptly about 
the amazing new business of raising crickets, hybrid 
red wigglers, and 12 inch African fishworms, Read 
our Success Story in Life Magazine, December 28, 
1959 Issue. Carter Worms, Plains, Georgia. 





‘WORMS Large Red Wigglers unlimited supply prompt 
500—$2.50, 100 


Ranch, Route 1, Haw River, North Carolina. 


NIGHTCRAWLER, redworm raising easy. New soilless 
. > a Write Charlie Morgan, Box 116A, Bushnell, 
orida 


TRAP Nightcrawlers, Earth worms by spans. Easy 
Building Instructions. Drawings Send $1.00. E. A. 
Thom, Hope, Idaho 


QUALITY worms gallons 1000-$4.00, 5000-$17.50 
100 in pints. 12 pints $5.00, 2° pints $10.00. Caro- 
lina Worm Ranch, Asheboro, N.C 














BIG Profits Raising And Selling Po a | ye 

Large Breeders eer —$3.50; —$16.5 Bed- 
run 3,000 — $6.00; 10,000 — $17 A pg oR pol 
Guaranteed. Complete Raising Bookiet $2.95 Featur- 
ing Our_Secret Formula For Raising Extra Large 
Worms. Bass Bait, Leslie, Ga. 


FAT Red Worms, 1000—$3.00, 2000—$5.00, 5000— 
$11.00. Postpaid with raising instructions, live de- 
livery guaranteed. Worm Gardens, 324 David Drive, 
Waco, Texas. 


SENSATIONAL Minnow-Worm-Ice bucket. Tough, 
featherlite polystyrene that breathes. Keeps live bait 
or ice for days, hot or cold weather. Included, $1.00 
package “Vita-Bed’"’ Sphagnum for keeping worms. 
ucket serves as life preserver. $3.98 postpaid. 
Mosser-Lee, Millston 14, Wisconsin. 
GRAY Crickets, best fish bait, quick cornea: Satis- 
faction guaranteed. 5000—$35.00, 1000—$7.50, 
500—$4.00, 100 $2.00 Postpaid. Kentucky Cricket 
Ranch, Arlington, Ky. 














SAVE $$$$!! Red Hybrid Wigglers far below whole- 
sale! Write for low, job-lot prices, free raising in- 
structions! “Fishbait’, Cedar Hill, Texas. 





GRAY Crickets: Quality Crickets: 
Dependable Service. Guaranteed 
McCorkle Cricket Farm, Metter, Georgia. 


QUALITY Hybrid Red Worms. Guaranteed delivery, 
count, prompt shipment. $5.00 thousand, hand 
picked, free raising information. Drain Worm Garden, 
11408 Joaquin, Dallas 28, Texas. 


PROFIT and pleasure raising earthworms for bait. 
Send 10c for details. Lund's Earthworm Hatchery, 
Olathe, Kansas. 

CALIFORNIA Meal Worms—Tops ow -: fishin 
Chameleon Feed) 200—$1.00, 1,0 

paid. Dealers and Distributors iaceulon, Crest ‘Bait Dis 
eaters, 3328 Madison Avenue, Indianapolis 27, 
ndiana. 


RED Wigglers—Bulk Packed 500—$2.75, 1000— 

$4.00, 5000—$17.50, All over 5000 at rate of $3.50 
per 1000 bulk packed. Packed 100 to container 5000 
per carton $20.00. All worms hand picked and 
counted, live wanadig | and count guaranteed. One of 
the Nations Largest. Tenn-Tucky Lake Worm Growers, 
Savannah, Tennessee. 


SPECIAL: Red worms 2000—$5.00, 5000—$10.00. 
Free samples, wholesalers inquire, Distributors need- 
ed for complete line, crawlers, frozen, live, preserved 
baits. Jim's Wholesale Bait, Spiceland, Indiana. 


RESERVE Nitecrawlers Now for May thru September 
delivery. 5 inch overs e, dozen 20c, fifty carton 
lots, Breeders, 1000— mi) 


10 years Prompt 
Live livery. 











— 











1000—$4.50. Postpaid. 6NO32, 


Roselle, , Mlinois. 


BAIT Bags: —Package Live Bait for shipment and over 

counter sales in wonderful R.C. Bait Bags. Made of 
double and single wall, pure white, water resisting 
paper. Evaporation cools and preserves contents. Keep 
farthworms fresh and lively. Cost less. Earthworm 
Shippers, Growers, Bait Dealers request samples, 
rices, packaging instructions. R.C. Bait Bags, 224 
Eleanor Street, 1 00, Michigan. 


$10,000 YEAR f ae earthworms. 32 Page booklet 

tells how, 50c. Government information, 45 listings. 
Missouri Earthworm Research, Box A6851, Kansas 
City, Missouri. 


SELECTED Hybrid Reds 1,000 — $3.75, 5,000 
$17.50, 5,000 Fegeed 100’s $20.00, 5,600 Packed 
50’s—$22.50, 10,000 10% off 50,000 15 % off Post- 
paid. Guaranteed. Harvey Farms, Fallbrook 1, Cali- 
fornia. 
“DEEPSOUTH” African Giants! 
Dealers request — 
North Hale, Tampa ri 


OUR Hybrid Worms are about the best you can buy. 
Try them and see. Hand Picked breeder or fishing 
a 1000—$4.50, 0 20.00; Bed-run_ size, 

10,000—$19.95 postpaid. ~ Dewey’ s Worm Ranch 

Henderson, Colorado. 


RAISE earthworms easy by our simple method; Giant 
Africans, red varieties, backyard, basement. Profit 
by our 21 years experience. Learn to build beds, bed- 
ding, feed, packaging, marketing, and other valuable 
information. Complete book of instructions $1 
postpaid. We can also supply worms in bulk or pack- 
aged for counter — —— worm feed, bedding 
Wholesale prices request. Hughes Worm 
Ranch, Phone 3342, “Savennah. “Tennessee 
EXTRA Large Greg Crickets, 1,000—$6.50. Breeder 
6c per pair. Fat Breeder Redworms, 5,000—$14.95. 
Hudson's Bait, Box 921, Sanford, North Carolina. 


WORMS, red and striped, ie, breeders, hand rehee, 
1000—$4.00, 5000—$1 .  Frenchie’s 

Ranch. 2115 North Pouan we, El Monte, Cali- 
ornia 











$1.00 buys meee. 
Drewpark Worms, 48 

















GIANT African crawlers, 1000 to 5000, $8.00 thou- 
sand. Dealers quoted. Florida Bait Co., Box 962, 
Wildwood, Florida. 


GOLDEN. Meal Worae- Tone for Panfish, Trout, 300— 

$1 100 3.00, 3000—$6.75 postpaid. Dealers 
Write, central Bait Distributors, 81 W. New York, 
Indianapolis 2-0, Indiana. 





RED wigglers, large choice Fatty. ee: ae. 1000 

—$3.75 2500—$9.25, 00—$16.95 yon 
0. Free raising RE ey uniimited 

acked 50: 24 cans—$6.00, 

100—$22.50. Packed 100’s: 

$18.75. Rushed postpaid. Live delivery, extra count. 

Satisfaction guaranteed. Early Bird Worm Farm, Sa- 

vannah, Tennessee. 

NIGHTCRAWLERS—Fishworm raising easy. Soilless 

method. Rush $1.00 for sample bedding. Harry 

St New Fishworm Producers, 1273 Central, Albany 
ew 








WORMS—Fat red _ wigglers, 
3000, $4.50, Bedrun 
son St. 


$5.00 per 1000, Over 
3.50. Bill Curry, 1409 Jeffer- 
N.E., Albuquerque, New Mexico. 





WORMS, mature, 1000—$4.50, 100 per con- 
tainer, 5000—$22.50 postpaid. Satisfaction guaran- 
teed, Instructions. Booklets: Earthworms—35c, Afri- 
can Nightcrawlers—50c. Bill Denton, 900 N. Main, 
Hattiesburg 1, Mississippi. 








BAIT Dealers! Cricket Growers! Gray Crickets Our 

Specialty: Breeders rw fishing crickets available 
year round. 1000—$7 500—$5.00, Postpaid. Write 
for catalog + nome thos | ‘supplies. Armstrong’s Cricket 
Farm, Box 125, West Monroe, Louisiana. 





HYBRED Red Worms, 1000—$3.00, 2000—$5.00, 
5000—$10.00, Postpaid with raising instructions. 


Brazos Bait Farm, 60 Lincoln, Waco, Texas. 


GRAY Crickets, $6.00 per 1000. Brantley: 5 , Fish Bait 
Center, P.O. Box 47, Troy, Ala. Phone 2 





BUSS Bed-ding Feeds-Keeps-Hauls worms “alive. 
ark, Iilinois supply only $1.00. Free catalog. Buss, Lan- 
ar ino 





PREMIUM. Hand Picked, Hybrid Red Wigglers. 1000 
—$4.00, 5000—$17.50. Raising instructions. Post- 
aid. Satisfaction Guaranteed. Meeko’s Worm Ranch, 
oute 6, Box 72C, Hot Springs, Arkansas. 





REDWIGGLERS—Hand| icked for better fishbait, 2000, 
.00. 100 ulk—$3.50 postpaid. Inquiries 
éu aranteed. Twins 

Bait Farm, Box 82, Thomasville, Ga. 


BAIT Dealers! Nightcrawiers. dug worms, helgramites, 

etc. A complete line of live, preserved baits and sup- 
plies shipped promptly anywhere in the U.S.A. via 
Air- Freight, Railway Express, Bus and Parcel Post. 
Minnows a specialty. Write for free catalog. Whole-~- 
sale Bait Company, Hamilton, Ohio. 


LARGE, lively, Red Wigglers. Bait See: 1000—$4.50, 
$ 0, 3000 or over, $4.00/1000. Bedrun: 
Postpaid, "Satistaction Guaranteed. 

Willamette Valley Worm’ Ranch, Canby, Oregon. 


RED Wigglers. ~~ picked. 1000—$3.50. 5000 and 
over, $3.00 pe . —$17.50 
in pints. 5000—1/2 pints, $20.00. Ad 

Seweend in 4th zone and over. 

$12 any zone, Unlimited supply. Postpaid; live 
Salvery and extra count guaranteed. Scruggs Worm 
Ranch, Humboldt, Tennessee. 


LARGE Hybrid Red Wigglers, Handpicked, 1000—- 
$5.00, 5000—$22.50, 10,000 and over—$3.50 = 
thousand, Aries (Canada, East of Miss., 10,000— 
$4.00 per thousand.) Sierra Worm Ranch, Box 2756, 
Fresno, California. 
“GRAY Crickets our Specialty. Breeders and fishing 
crickets year foe gt A r 1000 postpaid. Satis- 
faction guaranteed erri Cricket Farm, Route #3. 
Dublin, orgia. 




















AFRICAN Crawlers, Bait Size, 1000 to 5000, $8.00 
thousand, Quantity discounts, snes Worm Farm, 

Route 1, Box 90-B, Wildwood, 
FISHWORMS! Reddest, fottest, a “Bed-run’’, 1000 
5.00, 5000—$22.50, 10,000—$40.00. Guaran- 
Adams-3, 113 Oram, Arlington, 





teed _ satisfaction, 





APRIGAR Nightcrawlers, $9.00 per thousand. Bedrun, 
Quantity discounts. Bedrun wigglers, 5,000—$12.50. 
Southern Fish Culturists, Box 251-B, Leesburg, 
Florida. 
byt Large Red Wigglers, 1000 in gallons—$3.75. 
0 and over, .50 per thousand. Pints of 100— 
$4. 00 per thousand, Pints» of 50—$4.50 per thousand. 
Post paid Live Delivery guaranteed. West Tennessee 
Worm Ranch, Humboldt, 
GIANT Redworms! 1,000—$4.00, 5,000—$17.50, 
Postpaid. Satisfaction Guaranteed. Also Packaged 
For Dealers, Free Picture Folder, Advice To Begin- 
ners. Excello, Kosciusko 5, Mississippi. 
NIGHTCRAWLERS: Association Canada Crawlers Co., 
Ontario Dew Worms Co., Live Bait Co., offered 
largest quantity crawlers full supply. Ask catalog. 
Crawlers Co., 376 York, Hamilton, Canada 


ee, 300— $1. 00, 3.00. F 














1000—$3.00 Redworms, 
1000—$3.50 Post Paid. Skidmore Fish- 
ing Supplies, Rl, Minton. W. Va 


BROWNOSE Breeders—5000— $17. 50, 1000—$4.00. 
Bedrun 5000—$15.00 Postpaid. Free Instructions. 
Two Worms Lead To A Million. Three Oaks Worm 
Ranch, Dresden, Tenn. 

LARGE Brownnose Breeder bein 1,000—$4.00; 
5,000—$17.50. Bedrun 10,000—$11.95. All post- 
paid with ine raising and Saati instructions. In- 
structions alone 50c. Flint River Worm Farm, Reyn- 
olds 1, Georgia. 

LARGE improved red wigglers 100 per container: 
$4.00—1000. 1000 per container, $3.00—1000. 
Shipped promptly postpaid. Ligon’s Worm Ranch, 505 
Smith Street, Milan, Tenn. 

AFRICAN Worms! Bulk or package. For quality | 
prices, write Martin’s Worm Ranch, Route 1, Bo: 
498, Valrico, Florida. 

WINTER Fishing Baits: Reliable Supply, Prompt Ship- 
ment. Live paomnere: 500—$3.00, 1000—$5.0 
Worms: 1000—$3.00. Wax Worms: 

Large ‘railloos Mousees: 1000—$3. 

Dozen Boxes—$4.20. Quantity Prices Quoted. Night- 
crawlers, Redworms Available. Wholesale Bait Com- 
pany, 1405 Pleasant Avenue, Hamilton, Ohio 


-, _ gler $5.00 Per 1000. Over 3,000 $4. 00 Per 

edrun $3.00. Roland Parker, Maud, Texas. 

MOUSER ey > grubs, 100—$1.00, 500—$3.00, 1000 
—$5 00—$12.0 $ 





























TENNESSEE Red “Wigglers ‘tone 100 to cup. 1000 

—$4.00. 10,000 or more—$3.50. Packed 1000 to 
cup, 1000—$3.50, 10,000 or more—$3.25. Count and 
live delive guaranteed. Catfish Capital Worm Farm, 
Phone 3223, Savannah, Tennessee. 


ICE eating > Belt. Mowses $5.00 per M. 
Moussee $3.0 ‘ ae Ee 00 
Nightcrawlers $1 AY M. Min the 
around. Akron Wholesale 1 Live Bait, 1856 “Conley Rd. 
Suffield, Ohio. 


AFRICAN Night Crawlers Wholesale To ponioee. Send 
For Prices, A.K. Meydrech, Route #3, Box 620, 
Orlando, Fla. 





Tailless 
oor eas 





WORMS: Large Red Wigglers. Bulk 1900-63. m+ 
Pints, 1000—$4.00. Bedrun, 4000—$8.00. Pos 

Live Delivery And Count Guaranteed. Manner oo 

Garden, Milan, Ten 

DANDY Red Wigalers, 1,000—$2.90, 2000—$4.90, 
5000—$10.90 stpaid. Joseph Pearl, 2020 Darien, 

Dallas 8, Texas. 

$1,000, MONTHLY Possible, raising Earthworms— 
African Giants, Backyard, Garage, asement. Com- 

plete Illustrated Booklet, explains raising, feeding, 
acking, marketing. Send 25c! Ozark Worm Farm-F, 
illow Springs, Missouri. 

REDWORMS Large selecged, 1,000—$4.00, 5,000— 
$18.75, 10,000—$3 Satisfaction Guaranteed. 

Fenney's Bait House, ty So. 3rd, Terre Haute, In- 














150 ICEWORMS 
200 arabs, leader, 


hooks $1.0 F 
ates $1.00 


mousee ° 4. Thousand. 
Bronski, Highland Square, Lombard, Illinois. 


SPECIAL—Soilless Worm Bedding 200 African Night- 
1000 Red Wigglers Sufficient jy of 
for peateatns. All for Amazing Price 
a a" rms packaged for resale, "50- -per 
pkg. 25c, 


0 ke ee case, 100 per pkg. 40c, 20 
pkg. per m4 gglers 24 g. pe 


pee 60c, 20 Bes. per case. 1000 
edding $5.00 Postpaid. 7”-10” 
crawlers And Bedding $5.00 Postpaid. Sample Soilless 
Bedding $1.00 Postpaid. West Va. Worm Farm, 323 
Davis Ave., Elkins, W. Va. 
BIG, Lively, Gray Crickets! 1000—$7.50, 500—$5.00 
Postpaid. Guarantee Satisfaction! Walker’s Cricket 
Ranch, Box #2, North Little Rock, Ark. Free Catalog! 
RED Wig J Breeders or Bait worms 1,000—$4.00, 
5,000—$17.50. Bedruns 5,000—$8.95, 10,000— 
$16.50 Postpaid, Guaranteed. Free Information 
Virgil Sims, De Ridder, Louisiana. 
MOUSEE Live Grubs: 150—$1.00, 500—$3.00, 1000 
—$5.00. Free snelled hooks each order. Dealers 
rn Approved Products, Box 8, Rochester, New 
rk. 


1.00 (Mixture of grubs, mousees) 
plastic bobber, twelve a 





Joseph 

















AMERICA’S Finest Freshwater Bait, Muckett’s 
Grubs, 35 Grubs, Instructions How Raise, Price List 
35 Cents, Prepaid 24 Hours Service, See Grubs, They 
Sell Themselves. Muckett’s, 113 N. Paca, Baltimore, 
Marylan 

FREE details on newest publications, © ‘Raising ~—— 
worms” and ‘‘Sales By Mail.’’ Beaccas, Box 123, 
Bay City, Texas. 


LIVE eee ag $1.00, nt $9 00, 
worms 6 doz. $1 
1,000— “$10. 00. Guaranteed Full éour 


—Postpaid. Herb’s Bait Sales, Box = 
ster, Indiana. 








1,000— 
30—$3. 00 

: Delivery 
tarth Web- 





FIRST to claim 3,000 our Hybrid Bree<'er: will pro- 


Se and instructions. Georgia Worm Farms, Dawson 





BIG Money Bait Dealers Crickets And Worms Our 
Specialty. Guaranteed Live Delivery. Crickets $7.50 
r 1000. orms $5.00 per 1000, Postpaid. Try_Us 
or Quality And Quantity. Southern Bait Inc., 

South Main Street, Memphis 3, Tenn. 

REDWORMS—3,000—$6.00, 5,000—$9.00 Prepaid. 
Free Raising Instructions.’ Write. Soilless Bedding. 

Raise Coteine Worms. Write B-C Fishbait, Rt. 1, 





Florence, S 

TROUT Fisherman Fresh Salted Silver Shiner Min- 
nows, 150—$2.00. Dealers Write For Wholesale 
Prices. B. B. Bait Co., 1155 Tulip St., Akron 1, Ohio. 








ee WT eee ot L ooee Sos Hand picked—Bait 

000 22.50 Postpaid. Satis- 
A yaa a * Oitharp’s Worm Farm, icum- 
cari, New Mexico. 


LARGE Redworms, 1000—$3.50, Medium Size Red- 
worms 5000—$8.75; 10,000—$16.50. Postpaid. 
Best Yet Bait Farm, Buena Vista, Georgia. 


PROFITABLE, Earthworm Farming 102 Pages many 

practical suqueesons for bedding, feeding, grading. 
packaging and selling. $2.00 Postpaid. Harper Broth- 
ers Worms. Box 222A, Avondale, Missouri 


5000 GIANT crater: 50 Containers, 100 per con- 
tainer—$22.50. 5000 Bulk—$17.50, Postpaid. Tri- 
State Bait Company, 1733 Bluff City Hwy., Bristol, 
Tennessee. 
SUPERIOR redworms. Big—frisky! 1000—$6.50, 
5000—$27.50, 10,000—$47.50. Satisfaction guar- 
anteed. Mountain View Ranch, 2272 El Sereno Ave., 
Altadena, California. 


RED * seo Wigglers: 
$3.50 

















1000—$3.75, 5000 and over— 

per thousand in gallons. 5000—$20.00 in 
pints, 50 count. Jones Bait House, 79 Davidson 
Street, Bemis, Tennessee. 


FREE Picture Folder, ‘‘How to Make $3,000 Yearly 
Sparetime, Backyard, anette Earthworms!”’ Oak- 
haven-75, Cedar Hill. Texas 


42 TACKLE & LURES 


1961 LURE parts, blades, beads, bodies, jig heads 
Sila-flex, Rhino rod kits. Fly- igs § materials. Qual- 
ity, Quick cavers Free catalog. Reed Tackle, Box 
390, Caldwell, N. J. 


154 PAGE ewe real ‘‘Dream Book’’ for fisher- 
wo It’s Free! Netcraft Company, Dept. 3, Toledo 


SEND me your name and I’] tell you about a method 
that lets you take giant bass 

other folks say are ‘‘fished out.” Facts free. 

Eric O. Fare, Highland Park 49, Illinois. 


SINKER Molds—For Making Your own sinkers. Free 
illustrated booklet. Reading Instrument Co., Box 78, 
Reading. Pennsylvania. 


NOBODY Undersells Kleins! Colorful aa Sports Bar- 

gain Circular Is Free, Or Send 25c For 144 Page 
Bargain Catalog. Klein’s-O, 227 West Washington, 
Chicago 6, Illinois 


BRAND new ’61 Reels, Sealed boxes. Free line, your 
hoice 4, 6 o 


























ing, 25c, Lombard’s, 3151 Bainbrid . 
You 6h ho ainbridge Avenue, New 


BELOW Wholesale —— Nationally advertised 
tackle, guns, scopes, rting, camping goods. Send 
25c for complete Hiustrated Dept. B85. American Inter- 
national Distributing Co., P. O. Box 20, 
Morris Heights Station, New w York 53 53 








FREE . Wholesale C.ialog. Beads, Spinners, Lure 
parts, Tools, Sinker molds, Jigs, Hooks, Feathers, 
Rod blanks, Reels. Finnysports (BD), Toledo 14, Ohio. 


BUILD your own a Tackle Box with a Bradley 
Kit. Available in 4, 6, and 10 tray models. Every- 
thing included. Send Ge for descriptive literature 
and prices. William a 4 Enterprises, 6487 West 
Blvd., Youngstown 12, 
BASS and Pike Wukscaiea. thrill to the strike of the 
really big ones. Two exciting new lures offered for 
the first time. Use the lure that gets results. Satelite 
runs 1 to 12 feet deep. Rocket up to 4 feet. Order 
today for early delivery. $1.25 each. Postpaid. 3 for 
$3.50. Rocket Bait Company, Box 1590, Alamogordo, 
New Mexico. 
REELS Repeires, Penn, Ocean City, Pflueger, Airex 
and Mitchell—$1.50 plus parts. Danner’s Rod and 
Reel Repair, 359 Federal St. Bridgeport 6, Conn. 5 
GUARANTEED Weedless Fishing Lures, (Fishtrap 
line.) Write for free catalog. Weedless Bait Company, 
Aitkin, Minnesota. cathidiahitiate’ 
4 Fishermen! Custom tied ppers, marabous, 
bucktails. Catalog—10c. Refundable. Joel Fawcett, 
117 Youle, Melrose 76, Massachusetts. 
FAMOUS Live Bait Surfcasting Rig-Striped Bass, 
Channel Bass, Weakfish Etc. Make Up Yourself. Send 
$1 For Information. Bob Danner, 259 Federal St., 
Bridgeport 6, Conn. 
!!1FLATHEAD!! New Sensational ?/2-ounce 
record, Tested, proven, guaranteed, Sample 
Arnold’s, 2129 Ridgeway, Arlington, Texas. 
SPECIAL! Three et 4 Spinners, All different— —50c. 
(Regular Retail $1.00.) Discount Catalog included. 
Celmer Distributors, Box 311-0, Kittery, Maine. 























lure sets 
le $1.25. 





SPECIAL: Three metal lures $1. Excellent for sait or 
ann water, casting or trolling. Winnipesaukee Lure 
, Alton, H. 
ates for Fishermans Sinkers, Jigs, Squids, Casting 
ane ppinning Lures. Sweet's Molds, Tonawanda 4, 
New 








CHOICE Hackles. Fly Tying Supeties. Field Tested 
Tackles. Free Catalog. Buz Buszek, Visalia, California. 





DICTIONARY Trout Fly Patterns. Over 700 Ties De- 

scribed. Plus 83 Natural Colored ry Plates; Fly Ma- 
terial Catalogue Included. 2. 1.00. Woodslore 
Products, Box 1065, Sherman Oaks, Calif. 





HAND tied flies at low prices. Send 25c for sample 
and price list. Han-Tye Fly Cocpany, 35 Sandhill 
Drive, North Kingstown, “Rhode Island. 

LARGEST selection of highest quality materials and 
tools. Lure parts. Conolon rod blanks. Fishing out- 
fits. Tackle. Free Catalog. E. Hille, Williamsport, Pa. 


QUALITY Material and Tools. Free Catalog. Kits— 
$4.75, $6.95, $12.95. Vise and instruction book in- 
cluded. Tully’s, Box 176, Bellwood, Illinois. 


FLY-Tyers Send for our new 1961 catalog showing 
our famous vises, etc. Beginner’s fly-tying kit, only 
$7.00. D. H. Thompson, 335 Walnut Avenue, Elgin, 
Illinois 
BEAUTIFUL Assortment, wet and dry flies, 12 each 
+12 hook. All popular styles: Coachman, Zulus, Sil- 
ver, Doctor? etc. Send $2.00. A. Perakis, 18739 Mar- 
quette, Roseville. Michigan. 
BEST materials obtainable reasonable prices. Special 
on size 1/0 thru +4s Mustad hooks 30c per 100 
Catalogue 10c. 500 pattern dictionary $1.00. Cas- 
cade Tackle, Medford, Oregon. 

















NEW Strout Spring Catalog Just Out! Free! Farms 
Homes, Businesses; 36 States, over 4,000 properties 
described; established 61 rid’s Largest. 


years. Wo 
ent Realty, 251-SW Park Avenue South, New York 





BELGRADE, Lakes, Maine. ¥/2 Acre camp lots. ag 4 00 
down, $10.00 per month. Beautiful lake. Free Bro- 
chure. "Tobey Company, Guilford, Maine. 
CANADIAN Tax Sale Property: $5.00 acre. Terms 
$10.00 month. Fishing, Hunting, Investment, Vaca- 
tioning, Timber, Minerals. Free information. Land 
ae 3768-B Bathurst, Downsview, Ontario, 
MANITOULIN Island vacation lots overlooking Big 
Lake. Winter Special $89.50, Ten Down, Ten Month- 
ly. Write F. Shepard, 1010 Adams, Rochester, Michi- 
gan. Authorized Dealer-Builder “Halliday Summer 
omes.’ 
CENTRAL Wisconsin—7 miles south of Necedah Game 
Refuge. 5 acre parcels of high hardwood timberland 
with frontage on deep clean river. Excellent bass and 
pike fishing and duck and deer hunting. $495 with 
$25 down and $10 — month. Less for cash. Write 
Seanier and Miller, Brokers, 2310 63d St., Kenosha, 
isc 
ALPINE log Ski 
Area Northern Michigan. 
Johannesburg, Michigan 











Lodge. 60 acres. In snowbelt Ski 
$40,000.00. Bannister, 





aa PROSPECTING 


TRANSISTOR Treasure Detectors, underwater detec- 

tors. Many models. Free catalog. Gardiner Elec- 
tronics Co., Dept. 17, 2545 East Indian School, 
Phoenix, Arizona. 








FIND valuable minerals while hunting, fishing, pros- 
pecting. 300 valuable minerals to look for; 
worth $i to $3 pound, others $25 to $200 ounce; 
learn how to find and identify them. Send for free 
copy ‘‘Overlooked Fortunes in Minerals.’’ Duke’s Re- 
search Laboratory, Box 666, Dept. H, Truth or Con- 
sequences, New Mexico. 





AMAZING Fish Getting Action With Bizibug And Egg- 

head Spinning Lures! Send For Introductory Offer 
Today. Shaw Tackle Company, R.R. 2, Montevallo, 
Alabama. Tau 
SPECIAL Hand Painted Hand Tied Jigs, Popper's, 
Spoons, Beetles, Dozen Assorted $3.00. Bob’s Bait, 
Box 143, Madison, Tenn. 





TREASURE, Gold, Silver, Relics. Find them with new 
super detectors. Free information. Detectron, North 
Hollywood, California. 


TREASURE! Transistor M-Scope used worldwide “to 

locate gold, silver, relics. From $59.50. Free book- 
let, exciting customer reports. Fisher Research, Dept. 
G-5, Palo Alto, Calif. 





EVERYTHING you desire for making flies, bugs, jigs, 
plugs, spinners, spoons, rods, etc. Tackle. Greatest 
variety at wholesale prices. Free catalog. E. Hille, 
Williamsport, Penna. 

JIGS, Lead Head, Nylon Shirt, 1/12 
Eagle Claw Hook. Sensational For Crappie. 
White, Red, Yellow, Green, Assorted. 4 For $1. 
For $2. 00, Postpaid, Jewel Jig Co., Box 728, Grenada, 
Mississippi. 
LURE Kits. Fun to assemble, tremendous savings. 
(Example: $1.35 Plug, 27c). Finest quality. Free 
lists. Texas Tackle, 1505 West Davis, Dallas 8, Texas. 
LIMITED introductory offer, three assorted plastic 
bodied lures for dollar. Bac Ortynski, 9209 Out- 
look Ave., Phila. 14, Pen: 

SPLIT Bamboo Fishing Se Fly, Spinning, 
Salmon and Deep Sea Rods. Finest Quality—Reason- 
ably priced. Send 10c for catalog. Randolph Enter- 
prises, I-3, New Holstein, Wisc. 

THE famous Wil-O-Wood Spinner. Pride of Minnesota 
fishermen. Northerns, Walleyes, Crappies. 50c each 
postpaid, Wil-O-Wood Resort, Ottertail, Minn. 
BELOW Wholesale Prices—Top Quality Fishing 
Spoons! Literature Free! Sampie Lure 50c. Tibbetts, 
502K 18th Avenue, isconsin. 
JIG Molds, Sinker Molds And Hooks. Satisfaction 
Cee ay Free 2 Information. Paul Ament, 3724 
Norwo I Mo 
SNELLED Hooks #1 to #10 ( 
List). Landreth, #2104 Shore Drive, 
Va. 

“CAUGHT 22 Large Crap 
bamboo pole,’’ writes Joe 
sota. Three, assortment, $1. 00. 
Stevens, Minneapolis, 





Ounce On * 
Bass. 
10 


























$1.50 gross (Tackle 
Portsmouth, 





ies using your jig with 
ank, Minneapolis, Minne- 
Kenn Hansell, 1519 








GLITTERING Jigs, Bucktail 12 colors. Very effective 

to 200 feet. Fresh waters or ocean. Three for it 00 
post paid. Also Jobbers prices. Nygaard, Box 3667, 
Loring Station, Minneapolis 3, Minnesota. 





RODS, split bamboo, any size or action. Hand made to 
order, Expert repairing. Harry Reinert, Carlisle, Ark. 


EMIUM Son Bullt"“koass Fe Fly-Tying Mate- 
~~ n & Buil ds. Free 1961 catalog. 
Harper's, Rantoul 2. 

POPPERS, Hand- Oe ~“Kssorted = izes, Guaranteed, 
Ten For $1.00, Wonderful Value. anders Company, 
7581 Edgemont Road, a7 

CUSTOM Built Rods. Fant Quality — available in 
stores. Built by Taggart. Personalized. Kits if de- 
ate Catalogue 10c. Makit Rod Company, Dept. D, 

3 Adolph, Fort Worth 7, Texas. 

FISHERMAN. Free 3 Dixie Lures. 25c Coin For Mail- 
ing. Dixie Lures, 1209 Gregory, Greensboro, North 
Carolina. 

NEW Catalog—Custom Tied Trout Flies, Sporting 
Goods, Gifts, Write Ed Koch, 936 Franklin, Carlisle, 




















Feet Made Time-Tested Tonkin Split-Bamboo. 

See Your Dealer. ‘‘Angler’s Choice’’ Catalog Free. 
Specialists Repairs All Makes. Dunton’s, Greenfield, 
Mass. 


43 FLY TYING 
SPECIAL offer—two brown dry fly quality necks for 


$1—mailed free. Request free price list on feathers. 
Leah’s Company, 6315 N. Talman, Chicago 45, Illinois. 








KLONDIKE Gold Pan! with booklet ‘‘Where and How 
to Pan” - nd $ to: Neale Supply Company, 
Lethbridge 3, Alberta, Canada. 


GOLD—natural genuine vein pocket type—very rare. 

Limited quantity. Beautiful magnified display. $2.00 
postpaid. U.S. only. Lester Lea, Box 942-O, Mt. 
Shasta, Calif 


45 PHOTO FINISHING 


THREE 4x5 enlargements 25c. Kodacolor reprints 
15c. Color films: 35mm’s $1.25, 8mm movie $1.50. 
ag eee processing 75c. Bichrome, Berkeley Hts. 


46 HOME MOVIES 


MOVIE Film! 8mm and 16mm color! Free catalog! 
Eso-D, 47th Holly, Kansas City 12, Missouri. 
FREE every month—Blackhawk’s newspaper-size cat- 
alo) mm., 16mm movies. 2”x2” color slides-wild- 
life, railroad, circus subjects. Biggest selection in 
U.S.A. Bargains in used 16mm sound films, projec- 
tors. Blackhawk Films, Davenport 2, Iowa. 
8MM-16MM Color and B & W film and supplies. Save 
$$$! we catalog. Superior, 444-48 N. Wells, Chi- 
cago . 























MONTANA Fishing—hunting cabin, lodge sites on 
scenic pe tt River in Montana Rockies. $595 
full, $10 dn., $10 mo. Details Mountain Empire Co., 

Box 203-W, Libby, Montana. 

CAROLINA Coast. $4 down, $4.40 monthly buys large 
homesite, 70x150, in beautiful Boiling Spring Lakes. 
Satisfaction guaranteed. 16,000 acres. freshwater 
lakes. Free literature. Charlie Pratt, Southport 4, N. C. 
GOVERNMENT Land Available: Islands, hunting, fish- 
ing, homesites. U.S., Alaska, Canada, Sledge Sur- 
veys., Macon, Mississippi. 

RIVER front acreage Wes. of Royal Gorge on 50. Re- 
stricted for vacation homes. C gs level. Reason- 
able. Al Plamann, Realtor, 1231 N. Nevada, Colorado 
Springs, Colo. 














438 BOOKS & MAGAZINES 


FREE Illustrated Hypnotism Selfhypnosis Catalogue. 
Learn fascinating Science. Write Hypnotist, 8721 
Sunset, Hollywood 46R, California. 

EARTH Science. Rockhounds National Magazine. Sub- 
oom $2.50. Sample 35c. Box 1357-OL, Chicago 











ANGLING and hunting books—new, used and rare. Re- 
quest free list. Sporting Book Service, Box 181, 
Rancocas. New Jersey. 

JOBS Unlimited. Book 1000 job opportunities in 50 
categories. $2.00. Star Sales, 551 Schiller Ave., 
Trenton 10, N. J 

OUTBOARD Boating Handbook. The full story. 
page book. Over 300 illustrations. Davenport 
Waldon, Box 692, Inglewood, Calif. 

1,000,000 BOOKS 10c Each! Every subject including 
sex! Catalogs Free! Thompson Industries, Box 
1086-B, Black Mountain, North Carolina. 


48B CARTOONING & ART 


LEARN sign painting, cartooning and other arts. 
Straley, 410 South Western, Springfield, Ohio. 


49 TOBACCO & PIPES 


DANISH anaes ——— by Grectiy, free 24 | bages 
——— Ww. O. orv, 








144 
& 























DISCOUNTS on Kodak films. Free price list. sany 
Camera Co., Box 1022D, Saginaw, Michigan 








ert Materials, Hooks, Kits. Finest Atlantic Sal- 
mon Fly Fishing Equipment. Waders, Sportswear, 
Skis, suing equipment, Catalog. Fletchers, Rangely, 
Maine 
1961 FLY-TYING materials, tools, feathers, books, 
hooks. Lure blades, parts. Rhino, Sila-flex, rod kits. 
Smeg Quick delivery. Free Catalog. Reed Tackle, 
390, Caldwell, 








aie Tied een Flies, Streamers & Rackeall 
0d . Dry & Wet Flies & 
¢ $ s $2.00. “ Bluewiil 
Bee Flies $1.00. Free List. Disab! ed—Paralyzed Legs. 
Will Turgeon, Waterboro, Maine. 





MUSTAD Hooks. Quality Materials. Free Catalog. 
Stone Fly Co., 19 Pleasant St., Springfield 9, Mass. 

FREE Literature on patented, —~ proof chest fly box. 
Write Fye Box, Osceola Mills, Pa. 





ALASKA Wildlife Films—16mm, 8mm, 35mm slides. 
Closeup action. Three sample slides $1.00. Cecil 
Rhode, Box 10, Moose Pass, Alaska. 

ROSE Parade 1961, Color Movies. 8mm _ 50’ reel 

y 35mm Color Slides 12 for 

° 0 for $14.95. Rose Parade 
Movies, Box 10-L, Van Nuys, cant 

WILDLIFE Of Alaska, color, 16m 8m 

slides, 3 semete slides $1.00. Alaska Fim? a 
5-621, Mt. View 1, Alaska. 


46A COLOR SLIDES 


ALASKA! Special! 12 slide sets—$2.50. Limited quan- 
tity. No Ce a Northern Color Film Co., Cooper 
Landing, Alaska. 
ae Pog Parade 1961, 35mm Color Slides. 12 for $2.75, 
24 for $5.00, 70 for $14.95. Movieland, Box 10- L, 
Van Nuys, Calif. 


468 CAMERAS, PHOTO SUPPLIES 


164 PAGE Photographic Bargain Catalo; ae 3 
thousands of photographic bargains. Sen Oc for 
receive 25c credit on first —. &, Dept. 
230 So. Wabash 























listing 


your copy, 
9-E3, Central Camera Company, 
ioe Chicago 4, Illinois. 


47 REAL ESTATE 


FLORIDA—Silver Springs Area. % Acre Waterview 
Homesites, $795.00, $10.00 Month. Free Color 
Photos. Write Smith Lake Estates, Box 89G, Detroit 
20, Michigan. 
FLORIDA homesites (High and Dry) near National 
Forest $345 at $10 monthly. Folder free. W. Vernor, 
De Land, Florida. 
ogg homesites; at Ocala National Forest, near 
John’s River, Daytona Beach. $495 0 month- 
ly. ‘winte Victor Roepke, Route 3, De Land, Florida. 


CANADIAN Tax Sale Lands, average price five dollars 
an acre. Small monthly payments. Farms, timber, 
hunting and fishing camps, minerals. Limited number 
of properties. Write at once for free catalogue. 
Tax Sale Service, Room 411-C, 1173 Bay St., Toron- 
to 5. Canada. 

FLORIDA’S Greatest homesite value. High, dry %4 
acre site, S506. No money down, $10 monthly. Free 
photos, write ar 616-3, ae Park, Box 521, 
Ocala, Florida. (AD5906 1Z-2). 























BUSH-PILOT. The Custom Pipe Mixture You Have 
Been Searching For. Mild, Smooth, Flavorful. Guar- 
anteed No Tongue Bite, Or M 

$1.95, 14 Oz. 





50 ANTIQUES & RELICS 


MOUND Builder—Prehistoric Indian Relics—Pipes, 

Spears, Arrowheads, Effigies, Potte Skulls, etc. 

Also Mayan. List. Richard Kotil, 7500-W S.W.’ 16th 
1 1, a 


19 “ANCIENT Stone Arrowheads Or 4 Ancient Stone 
arheads, $2.00. List 10c. Stan’s, 1054 Lilley, 

co umbus 6, Ohio. 

SELLING Collection of 100,000 ancient arrowheads. 

Spearheads, tomahawks, etc. List free. Lear’s, Glen- 

wood, Arkansas 


MILITARY List, 2nd World War German, Civil War. 
etc. nd stamp for catalog. Empire Military Re- 
search, Box 613, Newburyport, Mass. 


51 STAMPS & COINS 


WE'LL RY, $9,000.00 to $18,000.00 for 1913 Liberty 
Head Nickel. Certain Dates—Half Cents—$3,7 
Large Cents—$5,500.00; Indian Cents— 1:780, 00: 
Flying Eagle Cents—$650.00; Dimes Before 43— 
$5,250.00; Quarters Before 1934—$5,250. 00; ofnalt 
Doilars Before 1940—$7,500.00. Cert: r Do 
lars—$15,000.00. We paid $6,500. 00, for one Silver 
Dollar. Thousands of others worth $10.00 to $3,000.00 
each. Such as, Certain Dates—Lincoln Cents Before 
1956, 2c Pieces, 3c Pieces, Half Dimes, Shield Nickels, 
Liberty Head Nickels, Buffalo Nickels, 20c Pieces, 
png a ye Coins, M 




















~~ of any dealer advertising a buying 
e have been leaders of Numismatic Quo- 
tations for over Twenty Years and have purchased 
over $250,000.00 worth of Rare coins. Thousands of 
rsons have sold us coins. For complete Allcoin In- 
ormation, before sending coins, send $1.00 for finest 
Large Illustrated Complete Guaranteed Buying-Selling 
Catalogue. Catalogue Dollar Refundable. ——— 
Corporation (K-312-C), Boston 8, M 
VALUABLE Big Collection 225 stamps only 10¢ “with 
approvals. Mystic, Camden 74, New York. 
20 FINE Different British Coloniais 10c. 50 Different 
LY Bargain apqrovals Accompany. Robert Sear- 
geant, M 














MICHIGAN Tax Land Lots: 3a5. 00 up. Send $1. | 
descriptions, prices 29 Counties. Michigan Tax Lan 
Service. Cadillac, Michigan. 

FLORIDA 21/2 acres, $5 down, $5 month. Speculative 
land without roads—excellent capital gains oppor- 
tunity! Free: Map 015. Gaylord Wood, Broker, Fort 
Lauderdale, Florida. 
FOR Sale. 20 Acres. Comfortable, modern home. Out- 
buildings. Facing on highway 95 and Grafaphone 
—! Too gay wild game animals. E. 

Creek, 








Foster, Ta Ta 





FLY-Tyers meee Cece ies. complete, cleaned nd 
cured, First gM 1.25 postpaid, 5 for $5.0 
Bucktails, Box 33, olland, Penna. 


KENTUCKY—Shores Cumber], 
onsen $10.00 Stonthis: Write For 
arland, Burnside, Ky. 


d, Homesites 
e Booklet. Col. 





1,000 DIFFERENT Worldwide Stamps $1.00. Valued 
over $20.00. To introduce our unique services. Uni- 
versal, Box 6, Kenosha 38, Wisconsin 
TERRIFIC Stamp Bargain! Israel—Iceland—Vati 
Assortment—Plus Exotic Triangle Set—Also Fabulous 
British Colonial Accumulation—Plus e 
Book—All Four Offers Free—Send 10c to cover post- 
age. Empire Stamp Corp., Dept. OD, Toronto, Canada. 
UNITED States sanee, Discount Priced. Giant Illus- 
trated Cataloguide, 20c, Raymax, 35VDL Maiden 
Lane, New York City 38. 
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FREE 400 genuine pesisee stamps! Worth $10.00 at 
catalogue prices, Africa—Europe—Asia—British Em- 
pire—a fascinating, valuable mixture from forei, con 
vents, banks, etc. ho knows what you will find 
Also free valuable Booklet. Adults only. Approvals 
enclosed. Frasek Co., OL, White Plains, New York. 


WANTED recent issue coins. Highest prices ae Our 
catalog lists these recent coins and hundreds od 
other rare coins together with illustrations and ou 
buying pres, 3 Bice yrice refundable after selling 
us coins. Send ay to Roberts Coin Company, 
Box 207L3, \enilicott, New York. 

200 DIFFERENT U.S. Stamps $1.00. Aporovels in- 
cluded. Shelron, Box 907-S, New Yor k 8, N. 
TWELVE different Barber dimes $2.00. Eight in 
Indianhead cents $1.00. Bargain lists free. Sayers, 
1000 Unaka, Johnson City, Tennessee. 
SPORTSMANS’ ,Stamps. Fascinating collection. Game 
Animals, Dogs, Fish, only 25c with approvals. Ed 
Roper, Coatesville, Penna. 

















1919-S-D, 1929-S-D, 1934 1-P. G 
sone lot 2-9 95, Rolls of 1955-S Lincoln cents fine 
$4.25 roll. Berry, Box 306, Westminster, 

Cait. 

OLD Coins Rowe a Any Guensity. Highest Prices. 
Illustrated Catelor 25c. Hutchinson's Numismatic, 
Box 4747, Philadelphia 34, Penna. 

BRILLIANT Uncirculated Mexican Silver Dollar—50c 
(Refunded First eden Un beapescred) - * cesicnaeee 

Services, Box 866, San Antonio 6-N2 


RARE 1878 CC Mint Dollar, Gesiroakted S600. New 
Illustrated Coin Catalogue 50c. Shultz, 746, Salt 

Lake City 10, Utah. 

1955s MINT Set uncirculated $1.00; 1960P_ small 

5.00; Old 2c piece $1.09; 
Dollar Bill $3.00. One of 
Lipford, Box 367, Mtn 














0; 
each of the above $10.0 
City, T 
ATTENTION: Free lists of United States coins. Low 
prices. K-Coins, Box 282, Calimesa, California 
STAMPS 115 Diff.—10c, 500—$1.00, 1000—$2.10, 
5000 Mixed—$3.25. Write Col. Harris, Oklawaha, 
Florida 
COIN collector’s magazine (256 pages). Sample copy 
50c. Hewitt Coin Publishers, 7320 Milwaukee, Chi- 
cago 31 














57 EMPLOYMENT INFORMATION 





EARN Extra money selling advertising book matches. 
Free sample furnished. Matchcorp, Dept. ER-31, 
Chicago 32, Illinois. 





JOBS: High pay. Foreign countries, U.S.A. All trades. 
Write Dept. 55J, National Employment Information, 
1020 Broad, Newark, J. 





DIRECTORY Reports. Construction, aviation, shi 
ying, oilfields, government, manufacturing, truc 
me. etc, Foreign-Stateside. Helpful information plus 

etting tips on preparing application letters. Un- 

a itional money- err rs of satisfaction. Act 
‘oday. Only $2.00 Airmail) (C.O.D.’s Ac- 

cepted). Research ag Meramec Building, St. 

Louis 5-OL, Missouri. 





CIVIL Service Jobs—Overseas, U.S.A.—mechanical, 
clerical, professional. List $1.00. Civil Service Bul- 
letin, 115H Haypath Road, Plainview, New York. 





57A BUY IT WHOLESALE 





FREE! Name Brands catalog! Your own high profit 

business ouiung Name Brands, full or part time. No 
inventory, no investment. More than 2000 Name 
Brand items; lowest wholesale prices. Watches, jewel- 
ry, cameras, hi-fi, stereo radios-phonos, appliances, 
housewares, hardware, power tools, luggage, musical 
instruments, garden equipment, sporting goods, toys, 
many others. 8 floors of Name Brands. Million dollar 
inventory. Orders shipped complete in 24 hours! Send 
for free, beautifully illustrated catalog now! Separate 
wholesale price list. Davis Corp., Dept. 21, 145 
W. 15th St., New York 11, N. Y. 





Se i self or ary Furniture, clothing, 


” Most anything. Free details. Associated 
Wholesalers, Box 2758-LO, Sioux City, Iowa 





NEW Deluxe Multicolor below wholesale catalog, 


automobile catalog, and others. Housewares. appli- 

ances, refrigerators, freezers, washers, dryers, televi- 

sion, radios, furniture, clothing, luggage, binoculars, 

phonographs, recorders, cameras, projectors, tools, 

typewriters, watches, jewelry. Name brands. Huge 

qovomats to 70%. Postcard: Selbyco, Decatur 13, 
inois 


100,000 PRODUCTS Wholesale! rting, Fishin 
Equipment, Appliances etc! Terrific’ argains! Unite 
Wholesalers, 1265-D Broadway, New York Y. Y¥. 


58 BUSINESS OPPORTUNITIES 











52 AUTO EQUIPMENT & TRAILERS 


RING- Valve job while driving. Car, truck, tractor. 
$3.98 Unconditionally guaranteed. Mota-Nu, P. O. 
Box 2026L, Ft. Worth, Texas. 








BUILD Expanding Eigh Eight Foot Trailer Yourself. Accom- 
modates Five. Literature 10c. Fra-Mar Company, 3 
Jones, Wilmington, Mass 

SPARK plugs—49c each, Guaranteed. Free plug chart 
and information. A. Fore, 1203 Kirk, Maumee, Ohio. 


53 AUTHORS’ SERVICE 


WRITERS!—Free sample copy of Pink Sheets listing 

> top-notch markets of U.S.A. available to you upon 
request. Write today! taserety Agent Mead, 915 
Broadway, New York 10, N. Y. 


54 PATENTS & INVENTIONS 


INVENTIONS Wanted. Patented: unpatented. Tremen- 
dous Manufacturers’ List. Global Marketing Service, 
2420-U 77th, Oakland 5, California. 


INVENTORS—Do you want to sell or license your in- 
vention on cash or royalty basis? Write Kessler 
Corporation, C-113, Fremont, Ohio. 


INV RATERS Wanted for immediate promotion! Pat- 
nted; unpatented, Outright cash; royalties! Casco, 
Mills _Building, Washington 6, D. 
SAVE High fees! Apply for your Patent yourself. New 
Do-It-Yourself’? Patent Kit now makes it casy! Free 
‘Registration Form.”’ Miss Susan Blayne, 306 Carry 
Building, Washington 5, D. C. 
PATENT Searches, including complete copies of re- 
lated patents, $6.00. Inventors, attorneys, manu- 
facturers use my original ‘‘World- Wide” Airmail serv- 
ice. ‘Proof of Invention” protection form and ‘‘Infor- 
mation Every Inventor Needs’’ sent free! Miss June 
Heyward, 1029 Vermont Avenue, N.W., Washington 
6, -e 
































55 LEATHERCRAFT & WOODWORKING 


FREE “Do-It-Yourself” Leathercraft Catalog. Tandy 
Leather Company, Box 791-D39, Fort Worth, Texas. 


36 EDUCATIONAL & INSTRUCTION 


MASTER Watchmaking at home. Free sample lesson. 
Chicago School 2330-M-40, Milwaukee, Chicago 47. 


GAME Warden, Government Hunter, Forestry, Park 
Rn Wildlife Service announce job openings regular- 
Enjoy outdoor work, good pay, real security. Com- 
a information Free! Write North American School 
of Conservation, Dept. 13B, 810 Dodsworth, Covina, 
Calif. 


OUTDOORSMEN: Challenging careers open to men 
trained in our V.A.—G.I, approved Forestry, Wild- 
life or Soil Conservation home study field courses. 
Write: National School of Forestry And Conservation, 
2144 “P” St. N.W., Washington 7, D. C. 


ANALYZE Handwriting For Profit, pleasure. Free sam- 
ple lesson, catalog reveals plan. Write Igas, Inc., 
Dept. 2CN- 24, Springfield 4, issouri. 


HY PNOTISM. Selfhypnosis. Guaranteed home an 
courses. Diploma issued. Free brochure. School Hyp- 
nology, 1564 F Hannington Ave., Wantagh, New 
ork 























BIG Money raising fishworms and crickets begin 
today. Free information. Carter Plantation, Plains, 
Georgia. 


PLATE Baby Shoes, Jewelry, gifts, bronze and colored 
pearl. We finance. Free booklet. Mettco, 11029 
South Vermont, Los Angeles 44. 

$1.00 pres You $18.00 Spare-Full Time Home- 
Business ortunity! Amazing new velvet-spray 
transforms b: ¢¢e¢e lamps, TV-radios, figurines, fur- 
niture—anything—into $$$$$ products! Free samples 
and 50 Business Opportunities “7 5 . Send No 
Money, Flo-Kraft, MH, Los Angeles « 











$70.00 WEEKLY—home, spare time. Simplified mail 
bookkeeping. Immediate income — easy! Auditax, 
3475 PA, Los Angeles 34 





INCREDIBLE New ‘‘Table-Top’’ Machine manufactures 
over 15,000 saleable products. Also laminates, en- 
cases, moulds and or in bronze, chrome, or copper. 
20c materials produce $10.00 products. Free Confi- 
on ag Details and Home Business Plan. Plasti-Form, 
L-3, Gardena, Calif 

gy pick From Factories—Appliances, Cameras, 
Watches! Free details! Cam Company, 6810 OL— 
20th Ave., Brooklyn 4, N. Y. 

FREE Picture Folder, ‘‘How to Make $3,000 Yearly, 
Sparetime, Backy as... taal Earthworms!"’ Oak- 
haven-23, Cedar Hill, 











MAKE fabulous any profits clipping newspaper 
items for publishers. Some clippings worth $5.00 
each, Particulars free. National, 81-OL Knickerbocker 
Station, New York City 

MONEY MAKING Opportunities Galore! World's Biggest 
Classified. Free Copy. Popular Mechanics Classified, 
208-LO Ontario, Chicago 11. 








JAPAN Directory. 145 Japanese manufacturing ex- 

porters. Japan and Hong Kong trade journal infor- 
mation. Asia opportunities. Just $1.00 today. Nippon 
Annai, Box 1150-L, Spokane 10, Washington. 





LEARN Professional TV Servicing in one week! Fab- 
ulous new simplified system. No big expense. No 
studying. No tools or equipment. Spare, full time. Own 
your own big profit business! Save! Amazing but true! 
Free! Write, TV Systems, Dept. EC-13, 1038 So. 
LaBrea, Los Angeles 19, Calif 
MAKE Money Writing Short Paragraphs! No tedious 
study. I tell you what to write, where and how to 
sell and supply list of editors buying from beginners. 
Many small checks add up quickly. Write to sell, right 
away. Send for free facts. Benson Barrett, Dept. 
C-100-A, 7464 Clark. Chicago 26. 
FREE Book: ‘‘609 Odd, Successful Businesses.’’ Work 
Home, Spare-Time. Box 1001-OLE, Co Ill. 











eas at To} i vain Lures None Better Start now 
send $3.5 25 Samples complete ue i 7 

Quaker Pog Manufacturing Co., 3514-24 N. Law- 
rence, Phila. 40, Pa 

MAKE Figurines: Cement Lawn Novelties: Rubber for 
Molds: Catalogue Free. W. Wooley, 2801-OL Latrobe 
St., Peoria, Ill. 

CIGARETTES—Make 20 plain or gm 9c, Fac- 
tory-Fresh pipe tobaccos. Facts free oberly, Box 
4014, Owensboro, Kentucky 


FREE Book ae Successful, Little-Known Busi- 
nesses.” Indoor . . . outdoor opportunities! Plym- 
outh Publishing "Dept. 42W, Brooklyn 4, New York 


BAKE New Greaseless Doughnuts in Kitchen, Sell 
stores. Free recipes. Fanray, 3605 South 15th, Min- 
neapolis 7, Minnesota. 


ELEPHANT Garlic! Six times bigger! $4000 acre prof- 
its. Free inrormation. Samples $2. Nichols Nursery, 
Crabtree, Oregon. 

RETIRED at 47 operating simple plan—home! Get 
fascinating ‘Profit March 1935-1968’. Haylings, 
Carlsbad, Calif. 


59 AGENTS & SALESMEN WANTED 


FREE Copy of World’s largest sales magazine tells 
you how and where to make more money in selling. 
Write Specialty Salesman Magazine, Desk OD, 307 
N. Michigan, Chicago. 

SENSATIONAL new longer-burning Light Bulb. Amaz- 
ing Free Replacement Guarantee—never again buy 
light bulbs. No competition. Multi-million dollar mar- 
ket yours alone. Make small fortune even spare time. 
Incredibly quick sales. Free sales kit. Merli dg (Bulb 
Div.), 114 E. 32nd, Dept. C-74C, New York 16. 
ANYONE can sell famous Hoover Uniforms for beauty 
shops, waitresses, nurses, doctors, others. Miracle 
fabrics—Nylon, Dacron, Wash’N Wear Cottons. Ex- 
clusive styles, top quality. Big income, real future. 
Bawlpment free. Hoover, Dept. C-136, New York 11 



































SEEKING New Products? Get my outfit 47 money- 
making specialties Latest conveniences for home 
car, Send no money. Just your name. Kristee, 107, 
Akron, Ohio. 

EMPLOY YED Men! Make $40 extra weekly. Show 
friends “‘weatherproofed'’ Shoes, Boots. Your own 
shoes supplied without cost. Outfit free. Charles 
Chester Shoes, Dept. 3127, Brockton, Mass. 
JAPAN’S Original, exotic earrings! Damascene, Cloi- 
sonne, Smoked Silver, costume jewelries. Details 
free. Ohga, OLER-265, Sigakenkusatu, Japan 


60 OF INTEREST TO WOMEN 


HOME Typing: $65 week possible! Details, $1. Satis- 
faction Guaranteed. Treasury, 709 Webster, New 
Rochelle OL-1, New York 

LADIES: Earn up to $2.00 hour sewing babywear! No 
ee selling! Send postcard to Cuties, Warsaw 59, 
ndiana. 


61 GOOD EATING 


SMOKE Fish, Game. Build Electric Smoker Under 
$5.00. Instructions, Recipes $1.00. E. A. Thom, 
Hope, Idaho. 


62 WANTED TO BUY 


— VER, Platinum, Silver, Gold, Iridium, Palla- 
um. Rapid ‘payment. Ores analyzed. Free circular. 

Wholesale "Terminal, Norwood, Massachusetts. 

63 DETECTIVES 


LEARN Civil and criminal investigation at home. Earn 
steady, good pay. State age. Institute Applied. Sci- 
ence, 1920 Sunnyside, Dept. 353, Chicago 40, Illinois. 
DETECTIVES—Fascinating work—home—travel. Expe- 
rience Bc ee Detective Bagh ogy free. Write 
Wagoner, 125-T West 86th, New Yor 


DETECTIVE Profession. Sonartenites everywhere. 
Home _ study—easy. adge, Certificate, Future. 
4563-AP York, Los Angeles 41, California. 

65 MUSICAL INSTRUMENTS & SONG WRITERS 


POEMS Wanted for musical setting and _ recording. 
Send poems. Free examination. Crown Music Com- 
pany, 49-BL West 32 Street. New York 1 
SONGWRITERS, with publisher contacts, want song 
ideas. Share royalties. No fees. Send ems; Song- 
writers’ Associates, 1650 Broadway. New York 19- 
SONGPOEMS and songs wanted! Mail to: Tin Pan 
10" mn Box 405, Radio City Station, New York 


65B WEED KILLERS-AQUATIC 


KILL Submersed water weeds which foul up motor 
pifope'tess. tangle fishing gear with R-H Weed 
ap, Granular 2, 4-D, Inexpensive, easy to use. 
For free information write Reasor-Hili 

Corporation, Box 36L, Jacksonville, Arkansas. 


65C LOG CABIN BUILDING 






























































MAIL Trade Magazine Has Moneymaking Opportunities 
Galore. Sample 25¢. Donovan, 79-OL Greenbelt, 

Levittown, New York. 

A_Second Income From Oi] Can End Your Toil! Free 
Booklet And Oilfield Maps. No Obligation. National 

Petroleum, PanAmerican Bank Building—OL, Miami 

32, Florida. 

OPERATE Restaurant Or Diner. Free Booklet reveals 
plan, Write School of Restaurant Business, Dept. 

Kc. 692, 335 W. Madison, Chicago 6, Illinois. 








LOG Cabins, Cottages, Summer Homes, Construction 
_ Book. 166 Pages including Plans, 


postpaid. Wolverine Log Cabin 
Co., Cadillac, Mich 
CEDAR_Log Homes and Cabins. aogee anywhere. 
Plan Book $1.00. Wilde & Co., W. Burleigh, 
Milwaukee, Wisconsin. 











SPORTSMEN! Make big profits buying low cost im- 
ports abroad, selling friends, stores, mail order, Plan 
reveals suppliers hundreds foreign bargains like Spin- 
me Reels 98c, Rifles $3.25, Flies -1/4c, Binoculars 

Free home business details. Mellinger, Dept. 
T123, Los Angeles 24 





LEARN Auctioneering. Nationally recognized. Free 
catalog! ay Auction School, Box 8466-R8, 
Kansas City, Mo. 


FREE opantion, gy agg Sleep-Learning Cata- 
log! Ta Records, ooks, Courses, Equipment. 
Drawer LF-697, Ruidoso, New Mexico. 


STRENGTHEN Your Voice—For More success in busi- 
ness, social life! Free booklet. (Give age.) PV Insti- 
tute, 210 S. Clinton, Studio 2EN-24, Chicago 6. 








GAME Warden, Government Hunter, Forestry, Park 
and Wildlife Service announce job opening regular- 
ly. Enjoy outdoor work, good pay, real security. Com- 
ies information Free! Write North American School 
of ee Dept. 13A, 810 Dodsworth, Covina, 
ali 
PARDNER Wanted. Deer Farm operation, active or 
inactive. $10,000 investment required. For details, 
A SOMOS Hollabaugh, 3024 Sheffer, Lansing, 
ichigan 








COMPLETE High School at home in s are time with 
: aes furnishe: diploma; no 

s ooklet American School, Dept. 

316, Drexel at 58th, Chicago 37, Illinois. 


LEARN mind rooming with cards. Earn money and 
ton Ne $2.00. . Johnson, 414 McRae, Wilming- 
on : 








162 ourpoor ure 


NEW smal stamping tool. Stamp dog tags, Social Se- 

mete | wate s or identification bracelets Everything 
furnished. Maurer Metal Specialties, Box 934, Spring- 
field, Illinois. 





OPPORTUNITY to earn $15,000-$30,000 annually. 
Franchise protected. Granted on $12,000 basis. Live 

at home. No merchandise to buy. Selfemployed. One 

of most exclusive and noncompetitive Businesses in 

United States and Canada. Send for free explanatory 

pout. Harrell and Company, Box 8-P, Louisville, 
inois. 


66 PRINTING, RUBBER STAMPS, 
OFFICE SUPPLIES 
1000 NAME and address labels in free reusable plastic 
box, $1.00. 2000—$1.75. Perk’s, Essex, Mass. 
THREE line pocket rubber stamp—$1.00. 1000 name 
and address labels—$1.00. Valley Typewriter, Ge- 
neva. Illinois. 


67 OLD GOLD, JEWELRY, WATCHES 


WANTED: Gold, silver, platinum, jewelry, watches, 
pean. gold teeth, gold and rare coins, spectacles. 
ane immediately. Information free. 

Bridge Street West, Grand Rapids 














. Michigan. 
68 MISCELLANEOUS 


100, ee Bs a Wholesale .. . Save 
Sport’ Goods—Housewares—Etc. ty 3 A, 
Econ- O- “Mart, Whippany 26, New Jersey. 


ROYAL Jelly, 50 mg. capsules. Month’s supply $3.75 
100 days, $8.75. Milwell Pharmacal Seventh 
Avenue, Brooklyn 17, New York. 

AMAZING mail, interesting samples, moneymaking 
offers, 10¢. Giant assortment 30¢. Persil, 436 New 
York Ave., Brooklyn 25, N. Y. 
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“HOMEBREW” instruction manual, complete, illus- | 


trated, $1.75. Also beer and wine gauges, Calbrew 
Supplies, 1225-E Luzern, Seaside, California. 

EVERGREEN Seedlings; Scotch, Austrian, Spruce. 
close-out prices. Special, 100 your choice or wits 





$2.50 postpaid. Write for quantity prices. Ken 
Nursery, Belmont, Michigan. iiss 
25 EVERGREENS—$5. Healthy, selected trees, 8” to 

16” tall, three to five years o I 
Blue Spruce, Norway Spruce, Austrian Pine, Scotch 
Pine, hite Fir. Postpaid planting time. Free Ever- 
green Catalog. Musser Forests, Inc., Box 
Indiana, Pennsylvania. Se 
“‘WINEMAKING,”’ “Beer, Ale.’’ Highest powered meth- 

ods, secrets, Illustrated. $2.20. Eaton Beverage Sup- 
plies, Box 1242-F, Santa Rosa, California. 


GINSENG bringing $14 pound. Have seeds, r 
Goldenseal too. Full information. Write F. O. Collins, 
Viola, low 
6 RHODODENDRON and 6 Azalea—$5.95. Strong 
2-year transplants, 4 to 8 inches. Mass of roots, 
large leaves. Hardy, Azalea, mixed colors. Rhododen- 
dron, hybrid seedlings from red flowering stock. Post- 
paid planting time. Free complete catalog. Musser 
Forests, Inc., Box 88-CC, Indiana, Pennsylvania. _ 
TENNESSEE Homebrew—6 Recipes $1.00. Write Ten- 
nessee Homebrew, OL-3, Box 332. Cookeville, Ten- 
nessee. nia pe aS 
HOME Made brews that bring back memories; old 
time taste with real zing. Complete instructions 
$1.00. Red-Mac Enterprizes, 712 Ross Street, Clovis, 
New Mexico. 
530 PROFESSIONAL formulas. Fishbaits, trapping, 
beers, fruit-wines, vegetable-wines, brandies, cham- 
pagne, others. Guaranteed—95c. Brugan’s, 29 Mary. 
Pawtucket, R. I 
WANTED to Rent—Camp in good deer hunting loca- 
tion in New Hampshire. Write Box 87, Shrewsbury, 
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BOAR 


‘ All inclusive seven days hunting 


hotel, licenses, guides, jeeps, guns 





PRICE $887.00 (plus air fare) 


Maximum Hunting Group — Five Persons 


famous Mauna Kea Mountain, Wife enjoys a luxurious 
Kona hotel while hubbie hunts for trophy heads. Meals, 
, ete., are included 
For reservations and information, write air mail 
W. D. “Duke’”’ Duesenberg 
HAWAIIAN SPORTSMEN’S LIMITED 


Box 3, Kailua, Kona, Hawaiian Islands 


HAWAII TROPHY 
BIG HORN SHEEP 


— SHEEP —— UPLAND GAME — 
PHEASANT — QUAIL 


and fishing at -world 








“HOMEBREWED Wines, Beers’’—Highest Powered. 

Complete easy instruction manual—$1.00. Dean's, 
109-LF West 42nd, New York 36. N. Y. 

MOUNTED Long Steer Horns, Finished Hunting 
Horns. Also Raw Horns. M. Farrell, Plano, Texas. 
FLUORESCENT Lacquers And Luminous Paints—Five 
Assorted Colors Prepaid $1.00. Sample 30c. L&M 

as 








Mfg. Co., 419 Canavan, San Antonio 21, Tex 

NAZI War Souvenirs And Unserviceable Machine 
Guns Sold—Bought, Lists 25c. Disco, 2503 Third, 
Milwaukee 12, Wisc. 

FROM Quaint Old Mexico, Skilled Leather Creations, 
Handbags, Billfolds, Bowling Bags. Free Brochure. 

Joe Brobeck, 1136 Alaska, El Paso, Texas. 
WATERWEEDS removed easily and effectively from 
any lake, pond or river. Write for particulars, 
Aschert Bros., Box 155, LaCanada, California. 


FRUSTRATED? Tired of traffic, crowds and hum-drum 
routine? Then don’t delay! Plan now to enjoy adven- 
turous Western living at its finest in scenic Colorado. 
Live, work and play in booming, high-pay area only 
minutes away from the fabulous Rockies, Wonderful 
fishing, hunting, year ‘round sports. Perfect climate, 
healthy living, friendly people. Many companies pay 
all moving and relocation expenses. Rush $2.00 for 
immediate detailed information about area, employers, 
housing, schools, cost of living, etc. Charles Bowman, 
Box 87-OL, Denver 8, Colorado. 
GUN Blue. New formula process for bluing gun bar- 
rels from common materials; formula and detailed 
information 25c (Coin), Lewis Kay, Box 227, Agoura, 
California, 


69 PERSONAL 


BORROW $100 to $600 By Mail. Quick, Easy, Pri- 
vate. No Co-Signers. Repay in 24 small monthly 
payments. For the amount you want write today 
Dial Finance Co., 410 Kilpatrick Bldg., Dept. 
Omaha 2, Nebraska. i a 
NEED World Of Help? Borrow up to $600 for any 
purpose entirely by mail. Repay in 24 monthly pay- 
ments. Write for free loan application. World Finance 
Co., 620 Symes Blidg., Dept. 21-AO, Denver 2, 
Colorado, 

LOSING Hair? Dandruff? Doctor’s Shampoo and For- 
mula #11. Generous Trial 25c. Dr. Shi 
tories, Suite 226C, 1110 Euclid, Cleveland 15, Ohio 


NEW! Borrow $800. Anywhere. Increased Loan Limit. 























C-1, 
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er’s Labora- | 


Air Mail Service. Postal Finance, 374 New Brother- | 


hood Building, Dept. 90A, Kansas City, Kansas. _ 


MEN and Women: You should learn internal exercise: 
it combats that tired feeling. It’s also therapy and 
massage all in one; great for the circulation, does 
wonders for vital organs. Is best done when relaxed 


and resting—you do it the leisure way. For full knowl- | 
edge and complete lesson, send one dollar to (Letter | 


on Internal Exercise), P.O. Box 596, Jamestown, 


New York. 
ADULTS Only! 





Astonishing Books Discussing 


Sex | 


Variations! Send For Free Catalog. Welchel, Limited, 


Black Mountain 50, North Carolina. 
SAVE your life’s identity from loss by amnesia, acci- 
catastrophe, explosion or _ war. Register by 

to Identity Bureau, Box 255, 








HYPNOTIZE Instantly, Effortlessly, Professionally, Or 
Refund! Proven Me s! Send $ . Tommy 
Thompson, Box 1086-H, Black Mountain, North Caro- 
lina, 


REAL ESTATE 


FOR SALE 
CANADIAN HUNTING and FISHING LODGE 


Approximately 180 miles, north of the Cana- 
dian-Soo Border 

Main lodge has five bedrooms, three bath- 
rooms, and sleeps fourteen people! One cot- 
tage sleeps six people, and another small build- 
ing sleeps three; this is usually used for guide 
quarters. 

One metal warehouse building, 20x30. 

There is approximately 3% acres, with a 900 
foot lakeshore frontage! 

Also, one 1959 Jeep, seven boats and motors. 
The income is about $12,000.00 per season. 
Due to added responsibilities, in Michigan, I 
am unable to operate the Canadian Camp. 
For more details, write to: 


Clarence Habermehl 
3306 Lapeer Road _—Flint, Michigan 











Boulder, | 


REAL 





FISHERMEN - HUNTERS - HOMESEEKERS 
LOVERS OF NATURE 


4 message to YOU about the Arkansas Ozarks 
Lakes & Rivers, compiled and edited by native 
Ozarkians, is contained in a 24 page booklet 
concerning the climate, the two great lakes of 
the Ozarks with a_ shoreline of 1,500 miles; 
information concerning trout fishing in White 
& North Fork Rivers, information on resorts, 
how to build and operate them, lake and river 
property, retirement homes, lands improved 
and unimproved as low as $20.00 per acre and 
how we, the people in these wonderful Ozarks, 
live, work and play. 

Send $1.00 for illustrated booklet and map 
showing roads, towns, rivers and the two big 
lakes to help pay postage & handling costs. 


CURLEE LAND COMPANY 
P.O. BOX #368-OL MOUNTAIN HOME, ARK. 
“50 YEARS IN THE OZARKS” 


ESTATE 








| CAROLINA COAST |. 


Large Beautiful Shady 


HOMESITE 


(70 ft. x 150 ft.) 


in the MOST DESIRABLE RETIREMENT and 
RECREATION Development in the South! 


$4 Down $4.40 Month 
PRICE $395 


@ 50 Beautiful Fresh-Water Lakes 
@ 16,000 acres 








853 S. Glenstone 


LAKE RESORTS— MOTELS 


Bull Shoals and Table Rock Lake resorts 
and boat docks located in Mo. and Ark. 
9 to 40 units. Excellent investment in 
nation’s finest fishing and recreation 
area, Year around operation. 


RYAN REAL ESTATE CO. 
Phone UNiversity 6-1968 
Springfield, Mo. 








12 ACRES WISCONSIN LAKEFRONT 


283 feet wooded lakeshore tract on famous MOOSE 
LAKE, 30 miles east of Hayward. A wilderness area 
with ple nty game and hungry fish. $2800: $250 down 
and $50 monthly. Road. Write for details on this and 
other lakefront bargains and Free Area Map. Warranty 
pers and Abstract of Title included with all lands we 


RISBERG REAL ESTATE 


BOX 031 HAYWARD, WISCONSIN 


MARINA RESORT 


On Idaho's Greatest Sports Fishing Lake 
a _ (Pend O’Reille) 

193 mi. shoreline. Fabulous Layout. Open & Cov- 
ered Moorage for 130 Launches plus numerous 
small Boats. Floating Store, Modern Lakeshore 
Cabins, Trailer Park, Apts., Cafe, Bar, ntal 
Boats & Eqpmt., Owner's Home, Swimming Park. 
All paved Hiway—50 mi. No. of Spokane. Price 
$175,000, Terms. 


PACIFIC REALTY CO., Spokane 4, Washington 




















IN THE BEAUTIFUL 
MISSOURI OZARKS 


Lake front properties on Table Rock Lake; 
Lots or acreage, Motel and Resort sites. Also 
farms, ranches, Retirement homes, and business 
opportunities. 


SRANSON REALTY 


P.O. Box 55 BRANSON, MO. 








@ Best fishing, boating, hunting 


@ Golf Course, Country Club, Ocean 
Beach Club and Yacht Basin planned. 


Offer limited. Write for free literature. 


BOILING SPRING LAKES 


Southport 12, North Carolina 


LAKE MOHAVE, ARIZONA 


1% Acre Ranchos 
for your vacation, retirement, or investment 


$10 Down, $10 Per Month 
ess pers you year-round, LivING... 
BOATING . . HUNTING FISHING in this 
fabulous ARIZONA playland, minutes from Lake 
Meade, Las Vegas. 
Write today for free Literature: 


Full Price—$495.00 
MARTIN ENTERPRISES 
Bernard 


25485 E. Base Line, ino, California 
one TUrner 9-154: 

















$151 buys 10 acres on good road 

$288 buys 25 acres near city 

$441 buys 80 acres on highway 

$589 buys 80 acres on river 

$645 buys 160 acres with buildings 
Our 44th Annual Series of Lists, just begun, describe the 
above and many other choice properties acquired by us 
through Tax Sale. The amount quoted is the full price 
asked, guaranteed perfect title, no mortgage. Beautifully 
situated hunting and fishing camps, where there is real 
sport; summer cottage sites, heavily wooded acreages. 
Now is the time to invest in Canada’s minerals, forests 
and farms. Write today for free booklet with full explanation. 


TAX SALE SERVICE | i377 e's: 


1173 St. 
oronto Be canada 











Southern Michigan Fishing Resort near 
Three Rivers. 5 two-bedroom, modern 
cottages, completely furnished. Owner’s 
modern home with stone fireplace 200- 
feet of sandy, swimming beach. Situated 
in oak grove. Fronts main highway. Priced 
at $44,500.00. For this and other Real Estate 
in Michigan, write GENE BICKLE, Broker, 
Williamston, Michigan. 











JESMER NORTH CLUB INC, 


CLUB FOR SALE 
For information refer to: 
JULES THIFFAULT 
HOTEL COMMERCIAL 
Parent, Co. Laviol ¥ Q 























THE GIST OF IT | 


eer PLAY. Don’t try to sell Howard 
Bowie, Charles County hunter, on 
the virtue of patience. He was letting 
a plump buck get within certain shoct- 
ing range when it dropped dead from 
the shot of another hunter who had been 
watching from afar.—Bill Burton, Balti- 
more (Md.) Sun. 


(Sem MOOSES. Mrs. Frank Strick- 
land, Lexington, bagged a 1,000-lb. 
bull moose after a 925-mile, two-day 
trip by car to Newfoundland with her 
husband. Which might not be unusual 
except that she is a spry 76 and her 
husband a young 82.—-Tap Goodenough, 
Boston (Mass.) American. 


R® COVERY 

Room. Called 

to inspect a deer 

on a truck whose 

driver feared he'd 

injured it in a col- 

lision, Eric W. 

Simmons, New 

Hampshire veter- 

inarian, never 

made a diagnosis. 

When touched, 

the animal jumped off the truck and 
fled..___Mike Beatrice, Boston (Mass.) 
Globe. 


Aue AWEIGH. When the mate of 
the party boat Helen H. pulled up 
the marker buoy at the end of a day’s 
fishing on the Cholera Banks, two cod- 
fish weighing 28 and 25 lb. which had 
broken off from some angler’s line came 


up tangled in the buoy rope.—Jim 
Hurley, N.Y. Mirror. 


| boven RANCE POLICY. When George Hamil- 
ton asked permission to retrieve a 
pheasant which fell on posted land, the 
pleased owner not only put him onto 
another bird but also gave him an open 
invitation to hunt his land and a neigh- 
bor’s after Hamilton offered him the 
second bird.—-Ray Stose, Salem (Oreg.) 
Oregon Statesman. 


jevenas PLAY. Instead of discarding 
empty toothpaste and s:aving cream 
tubes, cut off the ends with old shears, 
slit the remainder lengthwise, turn in- 
side out, wipe off the gook, store in your 
tackie box. When you need a light sink- 
er, snip off a piece and wrap it around 
your line.—John Garwood, Marshall- 
town (Lowa) Times-Republican. 


164 ovrpoor ure 


Edited by 
HENRY MOORE 


a digest of the outdoor news 


perth BOSS. 

Fisheries Su- 

pervisor Brad 

Durling, pressed 

into pre-hunting 

season duty as a 

plane spotter, ra- 

dioed ground pa- 

trols to a hunter 

in a field. They 

found a scare- 

crow in a berry 

patch.Jim McKenna, Grand Rapids 
( Mich.) Press.———DOUBLE CROSS. Tipped 
to an illegal Sunday hunter by an anon- 
ymous phone caller, Chief Bob Hazel 
of the Protection Division flew over the 
area, couldn't find the hunter, but ra- 
dioed a ground crew member to another 
suspect some distance away who turned 
out to be the tipster.—Woodrow Price, 
Raleigh (N.C.) News & Observer. 


G stomananeie Nate Horwitt, Lenox, is 
sues a limited number of deer hunt- 
ing permits for his property with one 
stipulation—drop a quarter in his box 
for the Shaker Community or a charity 
of your choice.-Theodore Giddings, 
Pittsfield (Mass.) Berkshire Eagle. 


MMUNITION DUMP. Driving to town for 
more ammunition, a hunter did $150 
damage to his car when he struck and 
killed a deer he couldn’t keep because 
he didn’t have his hunting license with 
him.—Hank Kehborn, St. Paul (Minn. 
Pioneer Press. 


pom PRACTICE. Stanley Couch could 
never keep catfish blood bait on his 
hook until he learned how from a chap 
who soaked cockleburs in the gooey bait 
and impaled the burs on his hook where 
they stuck and “bled” in fine fashion. 

-Bob Rankin, Cincinnati (Ohio) En- 
quirer. 


ye SHOT. 

Kenneth 

Humpal killed a 

mallard and dis- 

armed his hunt- 

ing companion, 

R. E. Chaplin, 

with the same 

shot when the 

falling bird 

knocked Chap- 

lin’s gun from his 

hands just as he took aim and fired at 
another duck.—-Ries Tuttle, Des Moines 
(Iowa) Tribune. 


HE LIVING END. A Syracuse hunter 

stalking ducks got a black eye from 
his gun butt when he stumbled and the 
weapon fired; broke a rib the same way 
a few days later, and finally struck out 
when he sat on a lighted cigarette.- 
Joe Beamish, Syracuse (N.Y.) Herald- 
Journal, 


ES The man who got permission 
to hunt the farm of an 83-year-old 
blind woman under the pretext he was 
a state employe sent to destroy rabid 
rabbits was fined $10 and costs when he 
tried a return trip and was spotted by 
a neighbor.—Bob Rankin, Cincinnati 
(Ohio) Enquirer. 


sates UNSEEN. 
Shortly after 
losing a $30 pair 
of bifocals over- 
board on a rough 
offshore fishing 
trip out of Bel- 
mar, N.J., Mike 
Szraga reeled in 
to inspect his bait 
and was amazed 
to find his glasses 
hooked by the frame.—Jim Hurley, 
N.Y. Mirror. 


Ege Alp. A Minnedosa, Manitoba, 
Ladies’ Aid Society took area duck 
hunters for $1,000, but the hunters loved 
it. The women volunteered to pluck and 
clean ducks for 25¢ apiece, were 
swamped with 4,000 the first month.- 

Bill Severin, Waterloo (Iowa) Courier. 


a eee. Charles Wasmund, Farn- 
ham, has taken 14 deer in 15 years, 
12 of them while he was sitting against 
the same tree on the same trail in New 
York, the other two in Pennsylvania. 
Bob Feeney, Buffalo Evening News. 


| scan Waiting until automobile 
traffic slacked off, a Pennsylvania 
black bear ambled over the Delaware 
River toll bridge at Milford into New 
Jersey where bears are protected.—Joe 
Pancoast, Philadelphia (Pa.) Bulletin. 


en OF JUSTICE. Three men were 
convicted of illegally netting striped 
bass on expert testimony that scales 
taken from a specific bass matched 
scales taken from trio’s boat.—Bud 
Boyd, San Francisco (Calif.) Chronicle. 
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Take the keys to a Gale outboard, 
add a boatload full of fun. Take a 
hankering for action and a liking 
for the sun. That’s living! And a 
Gale belongs because it delivers the 
most important quality any out- 
board can have—reliability. Relia- 
bility that means happy cruises, 
fishing trips and skiing parties. 
Over 200 careful quality control 
checks during assembly plus 


Gale! 


“*Tank-Testing”’ of every outboard 
at the factory are your guarantee 
of solid reliability. Gale outboard 
owners teli us they’d never go back 
to any other brand. You won’t 
either, once a Gale is part of your 
family. See the new 1961 Gale 
Sovereigns and Buccaneers now at 
your dealer’s (he’s in the ‘Yellow 
Pages’’ ). Or for free brochure, write: 
Gale, Dept. 631, Galesburg, IIl. 


THAT NEW 1961 OUTBOARD 
1S WAITING FOR YOU AT 


YOUR GALE DEALER'S NOW! 








Electric starting. 


ee 
High-output fac- 
tory-installed gen- 
erator now avail- 
able on Sovereign 
models —optional. 


SEVEN SUPERBLY STYLED OUTBOARDS...DEDICATED TO QUALITY...ENGINEERED FOR FAMILY FUN 


GALE PRODUCTS & GALESBURG, ILL. 


+ DIVISION OUTBOARD MARINE CORPORATION 


* IN CANADA: MFG. BY GALE OUTBOARD MOTORS, PETERBOROUGH 
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AVALANCHE HUNTER Rod Triplett of the Ski:Patrol at Squaw 


Valley Lodge, site of the ‘60 Winter Olympics, actually kicks 
loose small avalanches before they become big ones. Triptett is 


a Camel smoker. He says no other cigarette comes close to ‘ 
Camels for real satisfaction every time he lights up. Pi 
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/E A REAL CIGARETTE- | 
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ve ‘ ~ He goes for Camel’s mildness and rich flavor. 
i \ ‘ie How about you? If you're smoking more these 
‘9 days, but enjoying it less — change to Camels. 
doy ia ee =, : : Start to really enjoy smoking again. 
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The best tobacco makes the best smoke! 
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